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PREFACE. 


The  rapid  spread  of  scientific  knowledge,  and  the  con- 
tinually widening  field  of  its  application  to  the  useful 
arts,  have  created  an  increased  demand  for  new  and 
improved  text-books  on  the  various  branches  of  Natu- 
RAii   Philosophy. 

Of  the  elementary  works  that  have  appeared  within 
a  few  years,  those  of  M.  Ganot  stand  preeminent,  not 
only  as  popular  treatises,  but  .  as  thoroughly  scientific 
expositions  of  the  principles  of  Physics.  His  "Trait6 
d^  Physique"  has  not  only  met  with  unprecedented 
success  in  France,  but  has  been  extensively  used  in 
the  preparation  of  the  best  works  on  Physics  that  have 
been  issued  from  the  American  press. 

In  addition  to  the  "Traite  de  Physique,"  which  is 
intended  for  the  use  of  Colleges  and  higher  institutions 
of  learning,  M.  Ganot  has  recently  published  a  more 
elementary  work,  adapted  to  the  use  of  schools  and 
academies^  in  which  he  has  £dthfully  preserved  the 
prominent  features  and  all  the  scientific  accuracy  of  the 
larger   work.      It    is    characterized  by  a   well-balanced 


Vl  PREFACK. 

distribution  of  subjects,  a  logical  development  of  scien- 
tific principles,  and  a  remarkable  clearness  of  definition 
and  explanation.  In  addition,  it  is  profusely  illustrated 
■with  beautifully  executed  engravings,  admirably  calcu- 
lated to  convey  to  the  mind  of  the  student  a  clear 
conception  of  the  principles  unfolded.  Their  complete- 
ness and  accuracy  are  .  such  as  to  enable  the  teacher 
to  dispense  with  much  of  the  apparatus  usually  em- 
ployed in  teaching  the  elements  of  Physical  Science. 

» 

•  In  preparing  an  American  edition  of  this  work  on 
PopuLAB  Physics,  it  has  not  been  the  aim  of  the 
editor  to  produce  a  strict  translation.  No  effort,  how- 
ever, has  been  spared  to  preserve  throughout,  the  spirit 
and  method  of  the  original  work.  No  changes  have 
been  made,  except  such  as  have  seemed  calculated  to 
harmonize  it  with  the  system  of  instruction  pursued  in 
the  schools  of  our  country. 

By*  a  special  arrangement  with  M.  Ganot,  the  Amer- 
ican publishers  are  enabled  to  present  fac- simile  copies 
of  all  the  original  engravings. 

Nbw  Tokk,  June  Irf,  1860. 


Note. 
At  the  request  of  many  teachers,  a  chapter  has  been  pre- 
pared on  the  Application  of  Physical  Principles  to  Machines. 

Kbw  Tobx,  Jwm,  1861. 
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'    .  INTRODUCTION". 

CLASSIFICATION    OF    THE    SCIENCES. 

SaENCE  is  a  knowledge  of  the  laws  that  govern  the 
Universe. 

A  Law  is  a  necessary  relation  between  canse  and  effect. 
It  is  assumed  as  the  foundation  of  all  Science,  that  like  causes 
produce  like  effects.  This  principle  is  an  inductive  truth, 
founded  upon  universal  experience. 

By  tfie  Univeesb  we  mean  all  that  has  been  created, 
whether  material  or  immaterial.  The  Universe  may  be 
regarded  as  made  up  of  mind  and  matter.  Mind  is  that 
which  thinks  and  wills ;  Matter  is  that  of  which  we  become 
cognizant  through  the  medium  of  the  senses.  Science  ad- 
mits of  two  corresponding  divisions,  Science  of  Mind^  or 
Metaphysics,  and  Science  of  Matter^  or  Natural  Phi- 
losophy. 

Naixtral  Philosophy  is  that  branch  of  science  which 
treats  of  the  laws  that  govern  the  material  Universe. 

Matter  exists  in  two  states,  organized  and  unorganized; 
it  is  organized  when  its  particles  are  aggregated  into  organs 
adapted  to  the  support  of  life ;  in  all  other  cases  it  is  un- 

What  is  Science  ?  What  is  a  Law  ?  Define  the  ITniverse.  Mind.  Matter.  What 
are  the  two  divisions  of  Sdenco  ?  What  is  Natural  Philosophy  ?  In  what  two  Statet 
may  Matter  exist?    Dlnstrate. 
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organized.  Natural  Philosophy  admits  of  two  correspond- 
ing divisions :  Science  of  Organized  Matter^  or  Physiology, 
and  Science  of  Unorganized  Matter^  or  General  Physics. 

Physiology^  which  treats  of  the  laws  of  matter  as  modi- 
fied by  the  principle  of  vitality,  is  divided  into  two  principal 
branches :  Animal  Physiology^  or  Zoology,  and  Vegetable 
Physiology^  or  Botany.  Both  of  these  branches,  with  their 
various  subdivisions,  belong  to  the  domain  of  Natueal 
History. 

All  unorganized  matter  may  be  di\dded  into  two  classes, 
Celestial  and  Terrestrial,  General  Physics  admits  of  two 
corresponding  divisions.  That  branch  which  treats  of  ce- 
lestial bodies,  including  the  earth  as  a  whole,  is  called  As- 
tronomy  ;  that  which  treats  of  terrestrial  bodies,  is  called 
Terrestrial  Physics. 

Terrestrial  Physics  is  again  subdivided  into  two 
branches.  The  fii'st  is  called  Physics  Proper^  or  simply 
Physics  ;  it  treats  of  the  general  properties  of  bodies.  The 
second  is  called  Chemistry  ;  it  treats  of  the  nature  of  the 
ultimate  particles  of  bodies  and  of  their  laws  of  combination. 
The*first  of  these  branches,  or  Physics,  is  the  subject  treated 
of  ill  the  following  pages. 

Besides  the  branches  above  enumerated,  and  which  may 
be  called  Pure  Sciences^  there  are  others  that  depend  upon, 
or  are  applications  of,  two  or  more  of  them.  Such,  for  ex- 
ample, are  the  sciences  of  Geology,  Mineralogy,  Physical 
Geography,  &g.    These  are  called  Mixed  Sciences, 

Into  what  may  Natural  Philosophy  be  divided  ?  What  Is  Physiology,  and  what  are 
its  branches?  How  may  Unorganized  Matter  be  divided?  What  are  the  cor- 
responding divisions  of  General  Physics?  Define  them.  How  is  Terrestrial  Phy- 
uics  divided?  What  is  Physics  Proper?  Chemistry?  What  are  the  Pare  Sciences^ 
and  what  are  some  of  the  Mixed  Sciences  ? 


CHAPTER    L 

:^RKT.TMTNABY   PEINCIPLES   AUD  MECHANICS    OF  SOLIDS* 

I. — DEFIHITIONB    AND    GENERAL    PROPEBTIES    OF    HATTEE. 

Definition  of  FhyBics—Fhyiical  Agents. 

1.  Physics  is  that  branch  of  Natural  Philosophy  which 
treats  of  the  general  properties  of  bodies,  and  of  the  causes 
that  modify  these  properties. 

The  principal  causes  that  modify  the  properties  of 
bodies  are:  Gravitation^  Heat^  Lights  Magnetism^  and 
Electricity,    These  causes  are  called  Physical  Agents, 

Definition  of  a  Body. 

ft.  A  Body  is  a  collection  of  material  particles ;'  ac  a 
stone,  or  a  block  of  wood.  A  body  which  is  exceedingly 
small  is  called  a  Material  Point, 

Bodies  are  made  up  of  small  particles,  called  Molecules^ 
and  these  again  are  composed  of  still  smaller  elements,  called 
Atoms,  These  atoms  are  inconceivably  small,  and  are  held 
in  their  places  by  the  action  of  two  opposing  systems  of 
forces,  called  Molecular  Forces,  Those  which  tend  to  draw 
atoms  together  are  called  Attractive  Forces^  and  those 
which  tend  to  push  them  asunder  are  called  jRepeUent 
Forces,  Heat  is  the  principal  if  not  the  only  repellent 
force  in  Nature. 


.  (1«)  WhatiBPhjslcs?  What  are  Physical  Agents?  Name  them.  (2,)  Deflna 
a  Body.  A  Material  Point  An  Atom.  A  Molecule.  What  are  Molecular  Forces? 
Define  Attractive  and  Repellent  Forces. 
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BSasB  and  Demitir. 

8.  The  Mass  of  a  body  is  the  quaatity  of  matter  which 
it  contains. 

Different  bodies,  having  the  same  Tolnme,  contain  very  different 
quantities  of  matter ;  for  example,  a  cubic  inch  of  lead  contains 
nearly  eleven  times  as  much  matter  as  a  cubic  inch  of  water.  The 
masses  of  bodies  are  proportional  to  their  weights. 

The  Density  of  a  body  is  the  degree  of  closeness  of 
its  particles. 

Those  bodies  in  which  the  particles  are  close  together  are 
said  to  be  dense  ;  thus,  platinum  and  mercury  are  dense 
bodies.  Those  in  which  the  panicles  are  not  close  together 
are  sdd  to  be  rare  ;  thus,  isteam  and  air  are  rare  bodies. 
The  densities  of  bodies  having  the  same  bulk  are  propor- 
tional to  their  weights. 

Olasirifioatlon  of  Bodtos. 

4.  Bodies  may  exist  in  two  different  states,  the  solid 
and  the  fluid. 

Solids  are  those  which  tend  to  retain  a  permanent  form ; 
as  stones,  metals,  and  the  like.  The  particles  of  such  bodies 
adhere  to  each  other  with  considerable  energy,  and  this  ad- 
hesion can  be  overcome  only  by  the  exertion  of  some  effort. 

Fluids  are  those  whose  particles  move  freely  amongst 
each  other ;  as  water,  alcohol,  and  air.  Such  bodies  have 
no  tendency  to  retain  a  permanent  form,  but  assume  at 
once  the  form  of  the  containing  vessel. 

Fluids  are  divided  into  Liquids  and  Oases  or  Vapors. 
IJquids  are  sensibly  incompressible ;  as  water,  wine,  and 
milk.  Oases  and  vapors  are  highly  compressible;  as  at- 
mospheric air  and  steam. 

(  3«)  What  is  the  mass  of  a  body  ?  Density  ?  Give  examples  of  dense  and  rare 
bodies.'  (4.)  How  arc  bodies  divided?  Define  solids  and  fluids.  How  are  fluidft 
divided?    Define  liquids,  and  gases  or  vapors. 
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In  soHds,  the  molecular  forces  of  attraction  are  greater 
than  the  repellent  forces,  hence  the  difficulty  of  separating 
tikeir  molecules;  in  liquids,  the  attractive  and  repellent 
forces  are  sensibly  balanced;  in  gases,  the  repellent  are 
more  powerful  than  the  attractive  forces. 

Many  bodies  may  exist  in  each  of  the  three  states  in  succession* 
Thus,  if  ice  be  heated  until  the  repellent  forces  balance  those  of  at- 
traction, it  passes  into  the  liquid  state  and  becomes  water ;  if  still 
more  heat  be  applied,  the  repellent  forces  prevail  over  those  of  at- 
traction, and  it  passes  into  the  state  of  vapor  and  becomes  steank. 

* 

Gteneral  Ptopertiwi  of  Bodiei. 

5.  An  bodies  possess  certain  properties,  the  most  im- 
portant of  which  are :  Magnitude^  JFbrm,  ImpenetrabUity^ 
Inertia^  Porosity^  Divisibility^  Compressibility^  DOatOr 
bUity^  and  Elasticity, 

Magnitude  and  Foxm. 

e.  The  Magottudb  of  a  body  is  its  bulk,  or  the  por- 
tion of  space  that  it  fills.  It  is  evident  that  a  body  can  not 
exist  without  possessing  the  three  attributes  of  length, 
breadth,  and  thickness. 

The  Form  pf  a  body  is  its  external  shape.  Bodies  may 
have  the  same  magnitude  and  be  very  different  in  shape ; 
tHey  may  likewise  be  of  the  same  form  and  yet  be  of  very 
different  magnitudes. 

Impenetrability. 

1.  iMPENETRABiLnT  is  that  property  by  virtue  of  which 
no  two  bodies  can  occupy  the  same  place  at  the  same  time. 
This  property  is  self-evident,  although  phenomena  are  ob- 
served which  would  seem  to  conflict  with  it.  Thus,  when 
a  pint  of  alcohol  is  mixed  with  a  pint  of  water,  the  volume 
of  the  resulting  mixture  is  less  than  a  quart.    This  diminu- 

ninstrate.    ( 5  •)  What  properties  belong  to  all  bodies  ?    (  6.)  What  is  Magnitude  I 
Form?    (7.)  What  is  Impenetrability?    Illustrate.  r 
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tion  of  volume  arises  from  the  particles  of  one  of  the  fluids 
insinuatiDg  themselves  between  those  of  the  other ;  but  it 
is  clear  that  where  a  particle  of  alcohol  is,  there  a  particle 
of  water  can  not  be.  In  like  manner  when  a  nail  is  driven 
into  a  board,  the  particles  of  the  latter  are  thrust  aside  and 
compressed  to  make  room  for  those  of  the  former. 

XnfyrriflT 

§•  Inertia  is  the  tendency  which  a  body  has  to  main- 
tain its  state  of  rest  or  motion.  If  a  body  is  at  rest  it  has 
no  power  to  set  itself  in  motion,  or  if  it  is  in  motion  it  has 
no  power  to  change  either  its  rate  of  motion  or  the  direc- 
tion in  which  it  is  moving.  Hence,  if  a  body  is  at  rest,  it 
will  remain  at  rest,  or  if  in  motion,  it  will  move  on  uni- 
formly in  a  straight  line  until  acted  upon  by  some  force. 

The  reason  why  we  do  not  see  bodies  continue  to  move  on  uni- 
formly in  straight  lines,  when  set  in  motion,  is  that  they  are  con- 
tinually acted  upon  by  forces  which  change  their  state  of  motion. 
Thus,  a  ball  thrown  from  the  hand,  besides  meeting  with  tlie  resist- 
ance of  the  air,  is  continually  drawn  downwards  by  the  attraction  of 
the  earth,  till  at  last  it  is  brought  to  rest. 

Many  familiar  phenomena  are  explained  by  the  principle  of  in-^ 
ertia.  For  example,  when  a  vehicle  in  motion  is  suddenly  arrested, 
loose  articles  in  it  are  thrown  to  the  front,  because  they  tend  to  keep 
the  motion  which  they  had  acquired.  When  a  man  in  running 
strikes  his  foot  against  an  obstacle,  the  inertia  of  the  upper  part  of 
his  body  carries  it  forward,  and  he  falls  to  the  ground.  For  the 
same  reason,  when  a  man  jumps  from  a  car  in  motion,  he  will  be  in 
danger  of  falling  in  the  direction  of  the  moving  car.  It  is  inertia 
which  renders  accidents  upon  railroads  so  terrible.  When  from  any 
cause  the  locomotive  is  suddenly  arrejsted,  the  inertia  of  the  entire 
train  acts  to  pile  the  cars  together  in  one  general  wreck.  It  is  the 
inertia  of  the  hammer  that  enables  it  to  overcome  the  resistance 


GiTe  examples  of  apparent  r<tnetrability.  ( 8*^  What  is  Inertia  ?  ninstrate.  Why 
dof04iwt96€  bodUs  eot^rm to  ths  lat»  <ffinertiat  Oi^  tuampUt  uf  ih4  prin^ 
eipU  qfi/MTtita.  •. 
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nfeioh  tha  wood  offers  to  the  entering  nail ;  and  in  driviog  pilei,  tlw 
f  rincipal  efibot  is  due  to  the  inertia  of  the  defending  ram. 

Porosity. 

9.  PoROsmisthedegreeofeeparatioabetw-eentliemole- 
culea  of  a  body.  The  inter- 
vals between  the  mole- 
ciiloa  are  called  pores. 
When  these  intervals  are 
very  great,  the  body  la 
said  to  be  porous,  as  in 
Bteam,  air,  and  gases. 
When  the  intervals  are 
very  small, ,  the  body  is 
said  to  be  dense,  as  in 
gold,  platinnm,  and  mer- 
cury. Porea  must  not  be 
confounded  with  ccUs,  as 
in  sponge,  light  bread,  and 
tbe  like. 

All  bodies  are  more  or 
less  porous. 

The  following  experiment 
shows  the  porosity  of  leather. 
A  long  glass  tube  (Fig.  I)  ia 
surmouated  by  a  brass  cup, 
'vt-ith  a  thick  leather  bottom, 
fiuini  tbe  tube  air-tight.  The 
lower  end  of  the  tube  termin- 
ates in  a  brajis  cap,  which  js 
attached  to  a  machine  for  ex- 
hausting the  air  from  tbe  tube, 
called  an  air-pump.  Pl^  j 

If  a  quantity  of  mercury  is 

f9 
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poured  into  the  upper  cup,  and  tiie  Bir  eihansted  from  tbo  tabe,  Ihe 
mercury,  being  pressed  down  by  the  external  air,  is  seen  falling 
through  the  leather  in  smull  drops  like  rain. 

Gold  was  shown  to  be  porous  by  some  Florentine  philonopherB  in 
the  following  manner.  A  hollow  sphere  of  gold  was  filled  with 
water  and  tightly  closed,  after  which  it  was  subjected  to  great  pres- 
sure. .The  water  was  seen  to  Ih^uo  from  the  globe  and  form  on  its 
Eurface  like  dew.  The  experiment  has  since  been  repeated  witK 
other  metals,  and  with  like  results. 

Gases  are  shown  to  be  porous  by  their  enormous  reduction  in  volume 
when  compressed:  if  a  gas  be  introduced  inio  a  jar,  it  will  spread  by 
its  expansive  force  aad  completely  fill  the  vessel ;  if  a  second  gas  be 
introduced  into  Ihe  same  vessel,  it  likewise  expands  and  fills  the 
vessel  as  though  the  first  gas  did  not  eiist.  This  proves  that  the 
molecules  of  the  seoond  gaa  arrange  tjteuuelves  in  the  porea  of  the 
first. 


The  property  of  porosity  finds  an  important  application  in 
the  process  of  filtering,  that  is,  in  separating  foreign  particles 
from  liquids. 


.   Tbit  *ra  OlKrit 
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Fig,  2  represents  a  filter  for  purifying  water ;  it  is  simply  a  box 
divided  into  two  parts  by  a  partition  of  porous  stone,  A.  The  water 
to  be  filtered  is  placed  in  the  upper,  part,  from  which  it  passes  slowly 
into  the  lower  part  through  the  pores  of  the  stone.  In  one  comer  of 
the  box  is  a  tube,  a,  which  permits  the  air  to  escape  as  the  low«r 
part  of  the  box  fills  with  water.  The  purified  water  is  drawn  off  by 
means  of  a  faucet  near  the  bottom  of  the  box. 

Fig.  3  represents  a  filter  used  by  chemists.  It  consists  of  a  pocket 
of  some  porous  material,  as  felt,  for  example,  suspended  by  cords. 
The  substance  to  be  filtered  is  poured  into  the  pocket,  from  which 
the  liquid  escapes  slowly  through  the  pores,  leaving  the  solid  parts 
behind. 

Filters  are  also  formed  by  layers  of  powdered  charcoal,  or  finely 
ground  quartz,  through  the  pores  of  which  the  liquids  pass.  It  is  to 
a  natural  filtration  through  sand  that  many  kinds  of  spring  water 
owe  their  purity. 

It  is  in  consequence  of  porosity,  that  burning  coals  covered  up  with 
ashes  continue  to  burn  slowly.  The  air  which  is  necessary  to  com- 
bustion  penetrates  through  the  pores  of  the  ashes,  in  sufficient  quan- 
tity to  keep  the  fire  from  being  entirely  extinguished. 

Finally,  it  is  in  consequence  of  their  porosity,  that  many  kinds  of 
wood  absorb  moisture  from  the  air.  and  tend  to  swell  and  crack ;  this 
difficulty  is  remedied  by  applying  oils  and  varnishes,  which  close  the 
pores  and  exclude  the  moisture. 

DivisibiHty. 

10.  Divisibility  is  that  property  by  virtue  of  which  a 
body  may  be  divided  into  pai-ts.  All  bodies  are  capable  of 
subdivision,  and  in  many  cases  the  parts  that  may  be  ob- 
tained are  of  almost  inconceivable  minuteness. 

The  following  examples  serve  to  show  the  extreme  smallness  of 
the  molecules  of  matter.  A  single  grain  of  carmine  imparts  a  sen- 
sible  color  to  a  gallon  of  water ;  this  gallon  of  water  may  be  sepa- 
rated into  a  million  of  drops,  and  if  we  suppose  each  drop  to  contain 
ten  particles  of  carmine,  which  is  a  low  estimate,  we  shall  have 

Sbfplain  Ihs  waUr  JlUsr.    Eatplain  fhs  chemigfa  JOUr.    Other  appUcaUantqf 
porovUy.    (10)  What  is  Divisibility  ?    Qiae  eoeampUs  of  diviHMlUf/  hy  toluHon, 
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divided  the  grain  of  carmine  into  ten  million  of  molecules,  each  of 
which  is  visible  to  the  naked  eye. 

The  microscope  reveals  to  iis,  in  certain  vegetable  infusions,  ani' 
malculiB  so  small  that  several  hundred,  of  them  can  swim  in  a  drop 
of  water  that  adheres  to  the  point  of  a  needle.  These  little  animals 
are  capable  of  motion,  and  even  of  preying  upon  each  other ;  they  there- 
fore possess  organs  of  motion^  digestion,  and  the  like.  How  minute, 
then,  must  be  the  molecules  which  go  to  make  up  these  organs. 

A  grain  of  musk  is  capable  of  diffusing  its  odor  through  an  apart- 
ment for  years,  with  scarcely  an  appreciable  diminution  of  its  weight. 
This  shows  that  the  molecules  of  musk  continually  given  off  to  re- 
plenish the  odor,  are  of  inconceivable  smallness. 

The  blood  of  animals  consists  of  minute  red  globules  swimming 
in  a  serous  fluid ;  these  globules  are  so  small  that  a  drop  of  human 
blood,  no  larger  than  the  head  of  a  small  pin,  contains  at  least 
50.000  of  them.  In  many  animals  these  globules  are  still  smaller  ; 
in  the  musk  deer,  for  example,  a  single  drop  of  blood  of  the  size  of  a 
pin's  head  contains  at  least  a  million  of  them. 

OompresBibility. 

11.  Compressibility  is  the  property  of  being  reduced 
to  a  smaller  space  by  pressure.  This  property  is  a  conse- 
quence of  porosity,  and  the  change  of  bulk  comes  from  the 
particles  being  brought  nearer  together  by  the  pressure. 
Sponge,  india-rubber,  cork,  and  elder  pith,  are  examples 
of  compressible  bodies ;  they  may  be  sensibly  diminished  in 
volume  by  the  pressure  of  the  fingers.  Gases  are,  however, 
the  best  examples  of  compressible  bodies. 

Fig.  4  represents  an  apparatus  by  means  of  which  the  com- 
pressibility of  gases  may  be  shown.  It  consists  of  a  tube  of  glass, 
with  metallic  caps,  completely  closed  at  its  lower  end.  An  air-tight 
piston  is  introduced  at  the  upper  end,  and  on  being  pushed  down  we 
see  the  inclosed  air  reduced  to  the  half,  fourth,  and  even  the  hun- 
dredth part  of  its  original  bulk. 


JSixtampUt  ofminvte  aninMU.    EoBampleB  of  odoriferous  bodies.   Blood  globule, 
( 1 1  •)  What  is  Compressibility  ?    Examplea    Explain  Vie  experiment. 
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laqnida  are  only  slightly  oompresrable,  nerertbeleas  Dic« 
experiments  shoT  that  even  they  oaa  be  somewhat  redaoed 
in  bulk  by  pressure. 


Metals  are  comprea^le,  as  is  shown  in  the  process  of 

stamping  coins,  metals,  and  the  like. 

Silatabllity. 
19.     DrLATABn-iTT  ia  the  property  that  a  body  possesses 

of  assuming  a  greater  built  under  certiun  circumstancea. 
In  the  experiment  upon  air,  explained  in  the  last  article, 

An  liquid*  compTMtlblar    ij«  meUli  tompTMtlbl*  f    Bowibownt    (ia,)VbM 
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if  the  piston  be  raised  after  the  air  has  been  compressed,  it 
will  expand  and  fill  the  tube.  Almost  aU  bodies  expand  on 
being  heated.  It  is  on  this  principle  that  thermometers  are 
constructed.    In  cooling,  bodies  contract. 

A  familiar  example  of  dilatability  and  oontractibility  is  shown  in 
the  process  of  fitting  the  tire  upon  a  carriage  wheel.  The  tire  is 
made  a  little  smaller  than  the  wheel,  bat  on  being  heated  it  expands 
so  as  to  embrace  it ;  on  cooling  it  contracts  again  and  draws  the 
parts  of  the  wheel  tightly  together. 

The  same  property  of  metals  has  been  used  for  producing  great 
pressures^  and  even  for  restoring  inclined  walls  to  an  erect  position. 

Slaatlcity. 

13.  ELASTTcrrY  is  the  property  which  bodies  possess  of 
recovering  their  original  shape  .and  size  after  having  been 
either  compressed  or  extended. 

Bodies  differ  in  their  degi-ee  of  elasticity,  yet  all  are  more 
or  less  elastic.  India-rubber,  ivory,  and  whalebone  are 
examples  pf  highly  elastic  bodies.  Putty  and  clay  are 
examples  of  those  which  are  only  slightly  elastic. 

If  air  be  compressed,  its  elasticity  tends  to  restore  it  to  its  original 
bulk ;  this  property  has  been  utilized  in  making  air-beds,  air-cush- 
ions, and  even  in  forming  car-springs.  If  a  spring  of  steel  be  bent, 
iis  elasticity  tends  to  unbend  it;  this  principle  is  employed  in  giving 
motion  to  watches,  clocks,  and  the  like.  If  a  body  be  twisted,  its 
elasticity  tends  to  untwist  it,  as  is  observed  in  the  tendency  of  yam 
and  thread  to  untwist ;  this  principle,  under  the  name  of  torsion,  is 
used  to  measure  the  deflective  force  of  magnetism.  If  a  body  be 
stretched,  its  elasticity  tends  to  reduce  it  to  its  original  length,  as  is 
shown  by  stretching  a  piece  of  india-rubber,  and  then  allowing  it 
to  contract. 

We  see  that  the  elasticity  of  a  body  may  be  brought  into  play  by 
four  different  methods :  by  pressure,  hy  flexure  or  bending,  by  torsion 

ft 

I  I  r  *  II  ■--,.,- 

Example.  Application  in  putting  tire  upon  a  uiheeL  EstampHe  of  restoring 
foalU,  (13.)  What  is  Elasticity?  Give  examples  of  highly  and  slightly  elastic 
bodies.  Give  eoDa/rnplea  of  the  appUcoHone  q^ekutieUy,  Mow  may  ^aiidty  &« 
bro-uffJit  in  to  play  t   Estamplee, 
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or  twuting,  and  by  lemion  or  Btretchiiig.    In  wbaterer  wny  it  maT 

bo  developed,  it  is  the  resalt  of  molecular  difplaoement.  Thus, 
'nhen  air  is  compressed,  the  repnlBions  between  the  molecules  tend 
to  expand  it.  Again,  when  a,  spring  ia  bent,  the  particles  on  the  out- 
side are  drawn  asunder,  whilst  tboso  on  tho  inside  are  pressed  to> 
getiier ;  the  attroctiona  of  the  farmer  and  the  repalsLons  of  the  latter 
tend  to  restore  the  spring  lo  its  original  shape. 

The  most  elaatio  bodies  are  gajses ;  after  them  come  tempered  steel, 
whalebone,  india-rubber,  ivory,  glass,  &c. 

Fig.  5  illustrates  the  meth- 
od of  showing-  that  ivory 
is  elastic,  and  at  the  same 
time  that  tho  cause  of  its 
elasticity  ia    molecular    dis-  9 

placement.  It  consists  of  a 
polished  plate  of  marble,  over 
-which  is  spread  a  thin  layer 
of  oil.  If  ft  ball  of  ivory  be 
let  fall  upon  it  from  different 
heights,  it  will  at  each  time 
rebound,  leaving  a  circular 
impression  on  the  plate,  which 
is  the  larger  as  the  ball  falls 
from  a  greater  height.  Thii 
experiment  shows  that  the 
"  ball  is  flattened  each  time  by 
the  fall,  that  the  flattening  in-  ins.6. 

creases  as  the  height  increases, 
and  that  the  action  of  the  coropressed  molecules  causes  it  to  rebound. 

The  property  of  elasticity  is  utilized  in  the  arts  "in  a  great  variety 
of  ways.  When  a  cork  is  forced  into  the  mouth  of  a  bottle,  its  elas- 
ticity causes  it  to  expand  and  fill  the  neck  so  as  to  render  it  both 
water  and  air-tight.  It  is  the  eUsticity  of  air  which  causes  india- 
rubber  balls,  filled  with  air,  to  rebound  when  thrown  upon  hard  sub- 
stances.    It  is  tho  elasticity  of  steel  which  renders  it  of  use  in 


WlUttliodtetarimoittlaMet    Bow  h  it  Oi^vnOMttvory  hOoMct    ^ifiain 
Hit  tvptrimvit.    Xnplain  toiKt  qflht  amUcetioni  of  elattidty.    Oi/rkiiig  b<itlUt 
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springs  for  moTing  machinery,  as  well  as  for  easing  the  motion  of 
carriages  over  rough  roads.  It  is  the  elasticity  of  cords  that  renders 
them  applicahle  to  musical  instruments.  It  is  the  elasticity  of  air 
that  renders  it  a  fit  vehicle  for  transmitting  sound.  It  is  the  elas- 
ticity of  the  etherial  medium  pervading  space  which  renders  it 
capable  of  transmitting  light. 


II.  —  MECHANICAL      PBINCIPLES 

D^nition  of  Meohanica. 

14.  Mechanics  is  that  branch  of  Physics  which  treats 
of  the  laws  of  rest  and  motion.  It  also  treats  of  the  action 
of  forces  upon  bodies. 

Beat  and  Motion. 

15.  A  body  is  at  best  when  it  retains  its  position  in 
space.  It  is  in  motion  when  it  continually  changes  its  po- 
sition in  space. 

A  body  is  at  rest  with  respect  to  surrounding  bodies, 
when  it  retains  the  same  relative  position  with  respect  to 
them,  and  it  is  in  motion  with  respect  to  surrounding  ob- 
jects when  it  continually  changes  its  relative  position  with 
respect  to  them.  These  states  of  rest  and  motion  are  called 
JRdative  Mest  and  Melative  Motion^  to  distinguish  them 
from  Absolute  Mest  and  Absolute  Motion. 

When  a  hody  remains  fixed  on  the  deck  of  a  moving  vessel  or  boat, 
it  is  at  rest  with  respect  to  the  parts  of  the  vessel,  although  it  par- 
takes with  them  in  the  common  motion  of  the  vessel.  When  a  man 
walks  ahoilt  the  deck  of  a  vessel,  he  is  in  motion  with  respect  to  the 
parts  of  the  vessel,  hut  he  may  be  at  rest  with  respect  to  objects  on 
shore ;  this  will  be  the  case  when  he  travels  as  fast  as  the  vessel 
sails,  but  in  an  opposite  'direction.  In  consequence  of  the  earth's 
motion  around  its  axis  and  about  the  sun,  together  with  the  miction 


Strinffed  inStrvmenU.  Tranftmistion  of  UghL  (14.)  What  Is  Mecluuiics? 
(150  When  is  a  body  at  rest?  When  in  motion?  Explain  relatire  and  abflolnt* 
rest  and  motton.    lUutiraU  hp  tmampU: 
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of  the  whole  Bolar  system  through  space,  it  is  not  likely  that  'may 
part  of  oar  system  is  in  a  state  of  absolute  rest  for  any  appreciable 
length  of  time. 

DifierBOt  Irinds   of  BSotion* 

16.  MonoK  may  be  rectilinear  or  curvilinear  j  it  is 
rectilinear  when  the  path  of  the  moving  body  is  a  straight 
line,  and  it  is  curvilinear  when  this  path  i^  a  curved.  line. 
The  motion  of  a  train  of  cars  along  a  straight  track  is  an 
example  of  rectilinear  motion ;  the  motion  of  the  same  train 
in  passing  round  a  curve  is  an  example  of  curvilinear 
motion. 

Uniform  M6tion~Velocit|r. 

17.  Unifobm  Motion  is  that  in  which  a  body  passes 
over  equal  spaces  in  equal  times.  Thus,  every  point  on  the 
surface  of  the  earth  is,  by  its  revolution,  carried  around  the 
axis  with  a  uniform  motion. 

In  this  kind  of  motion  the  space  passed  over  in  one 
second  of  time  is  called  the  velocity.  Thus,  if  a  train  of 
cars  travel  uniformly  at  the  rate  of  20  miles  per  hour,  its 
velocity  is  293  Jeet.  Instead  of  taking  a  second  as  the  unit 
of  time,  wc  might  adopt  a  minute,  or  an  hour.  In  the  same 
case  as  before  we  might  say,  that  the  velocity  of  the  train 
is  one  third  of  a  mile  per  minute,  or  twenty  miles  per  hour. 

Varied  Motion— Accelerated  and  Retarded  Motion. 

18.  Vaeeed  Motion  is  that  in  which  a  body  passes 
9ver  unequal  spaces  in  equal  times.  If  the  spacea  passed 
over  in  equal  times  go  on  increasing,  the  motion  is  acceler- 
ated;  such  is  the  motion  of  a  train  of  cars  when  starting, 
or  that  of  a  body  falling  towards  the  surface  of  the  earth. 
If  the  spaces  passed  over  go  on  decreasing,  the  motion  is 


( 1 6.)  What  l6  BectUinear  Motion  ?    Curvilinear  Motion  ?    Ezamplos. 

( 1 7)  What  i«  Uniform  Motion  ?  Example.  What  ia  meant  by  Telocity?  Ezampltb 

(  1 8.)  What  is  Varied  Motion  r    When  is  it  aoeelersted  and  whan  retard  ad  f 
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retarded  ;  such  is  the  motion  of  a  train  of  cars  when  coming 
to  rest,  or  that  of  a  body  thrown  vertically  upwards.  * 

When  the  spaces  passed  over  in  equal  times  are  continu* 
ally  increased  or  decreased  by  the  same  quantity,  the  motion 
is  uniforjrdy  (icceleraeedj  or  uni/omily  retarded.  The  mo- 
tion of  a  body  falling  in  a  vacuum,  is  uniformly  accelerf 
ated;  that  of  a  body  shot  vertically  upwards  in  a  vacuum, 
is  uniformly  retarded. 

The  velocity  of  a  body  having  varied  motion  at  any  time, 
is  the  rate  of  the  body's  motion  at  that  time.  In  varied 
motion  the  velocity  is  continually  changing. 

Forces,  Powers,    aad  Resistances. 

19.  If  a  body  is  at  rest,  any  cause  which  tends  to  set  it 
in  motion,  is  called  a  Force  /  if  a  body  is  in  motion,  any 
cause  which  tends  to  make  it  move  fester,  or  slower,  or  to 
change  its  direction,  is  called  a  Force, 

A  Force,  then,  is  any  cause  which  tends  to  change  the 
state  of  a  body,  with  respect  to  rest  or  motion. 

The  attractions  and  repulsions  between  the  molecules  of  bodies 
are  forces ;  the  muscular  efforts  of  men  or  animals,  employed  in 
accomplishing  an]^|Md  of  work,  are  forces;  the  elastic  efforts  ef 
gases  and  vapors  aiM^rces. 

Forces  which  act  to  produce  motion  are  called  Powers'; 
those  which  act  to  prevent  or  destroy  motion  are  called 
Hesistances.  The  effort  of  steam'  employed  in  moving  a 
train  ofcars  is  a  power^  whilst  friction  and  the  inertia  of  the 
air,  whio6  tend  to  retard  the  motion,  are  resistances.  Pow- 
ers tend  to  accelerate  motion,  and  are  for  that  reason  called 
Acoelerdting  Forces,  Resistances,  on  the  contrary,  tend  to 
retard  motion,  and  are  for  that  reason  called  Retarding 
Forces, 


Bzamplet.  Define  uniformly  accelerated  and  tmlfomily  .retarded  motion.  Ex- 
ample*. (19.)  What  Is  a  Force?  Examples.  Define  Powers  and  Seslstaneet. 
Examples.    By  what  other  niimes  may  they  be  called  ? 
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Slatlactive  Characteriatio*  of  Forcei. 

SO.  In  order  that  the  effect  of  any  force  may  be  com- 
pletely nnderstood,  three  thbga  must  be  known  :  its  point 
of  application,  its  direction,  and  its  intensity. 

The  point  of  application  of  a  force  is  the  point  where  it 
exerts  its  action.  Thus,  in  Fig.  6,  which  represents  a  child 
drawing  a  wagon,  the  force  exerted  by  the  child  has  its 
poiot  of  application 'at  A. 


Fl«.«. 

alow  It 

thns,  in  Fig.  6,  the  line  AB  is  the  dirccmn  of  the  force 
exerted  by  the  child. 

Tiie  intensity  of  a  force  is  the  energy  with  which  it  acts ; 
thus,  in  the  same  example  as  before,  the  intensity  of  the 
force  exerted  is  the  energy  which  the  child  exerts  in  over- 
coming the  resistance  of  the  wagon.  ' 

The  intensity  of  a  force  is  measured  in  pounds ;  thns,  a 
force  of  fifty  pounds  is  a  force  necessary  to  sustain  a  weight 
of  fifty  pounds.  The  intensity  of  a  force  may  be  represented 
by  a  distance  which  is  nsii.ally  laid  off  on  the  line  of  direc 

(30)  Whit  Ibreo  elemonls  Jclcnnlns  n  furoot  DeHnotlio  p"liit  of  spplioatinlL 
The  line  nfiilrectii.n.    Tho  IntensJtj-.    Uow  la  Um  IntonsLtj' meiBucoilt    How  repra- 
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tion  of  tlie  force.  Having  assumed  some  unit  of  length, 
say  one  tenth  of  an  inch,  to  represent  one  pound,  this  is  set 
off  as  many  times  as  the  force  contains  pounds.  In  tho 
example  taken,  if  we  suppose  the  force  exerted  to  be  seven 
pounds,  and  lay  off  from  .4  to  C  seven  tenths  of  an  inch, 
then  will  A  C  represent  the  force  both  in  direction  and  in- 
tensity. 

Resultant  and   Component  ForcM. 

91.  "When  a  body  is  solicited  by  a  single  force,  it  is  evi- 
dent, if  no  obstacle  intervene,  that  it  will  move  in  tiie  direc- 
tion of  that  force ;  but  if  it  is  Bolieited  at  the  same  time  by 


several  forces  acting  in  different  directions,  it  vrill  not,  in 
general,  move  in  the  direction  of  any  one  of  them.  For 
example,  if  two  men  on  opposite  sides  of  a  river  tow  a  boat 
by  means  of  a  rope,  as  represented  in  Fig,  7,  the  boat  will 
not  move  either  in  the  dii'ection  AJi,  or  A  C,  but  it  will 
move  in  some  intermediate  direetioit,  as  AE;  that  is,  it  will 
advance  as  though  it  were  solicited  by  n  angle  force  di- 
rected from  A  towards  E.  This  single  ibi'ce,  which  would 
pi-oduce  tlie  same  effect  as  the  two  scpai'ate  forces,  is  called 

(81.)  What  liBCiolUiiHif  several  furcest 
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Fig.  8. 


their  JResultant.     The  separate  forces  are  called  Compo- 
nents of  the  resultant.  ^ 

In  general  the  resultant  of  any  number  of  forces  is  a  single 
force  whose  effect  is  equivalent  to  that  of  the  whole  group. 
The  individual  foi"ces  of  the  group  are  called  Components. 

Parallelogram  of  Forces. 

22.  Ifc  is  shown  in  Mechanics  (Peck's  Mechanics,  Art. 
27),  that  if  ^J5  and  AD^  Fig.  8,  represent  two  forces  actmg 
at  J[,  their  resultant  will 

be  represented  by  AC.     a,^::- . _B 

That  is,  if  two  forces 
are  represented  in  cUrec- 
Hon  and  intensity  hy  the 
adjacent  sides  of  a  par* 
aUelogram^  their  result- 
ant will  be  represented  in 

direction   aiid  intensity  hy  that  diagonal  which  passes 
through  their  point  of  intersection. 

This  principle  is 
called  the  Parallelo- 
gram  of  Forces. 
.  The  operation  of 
findinGc  the  result- 
ant  when  the  com- 
ponents- are  given 
is  called  Comjjosi- 
,tio?i  of  Forces  ;  the 
reverse  operation  is 
called  HesohUion 
of  Forces, 

When  two  forces 
are  applied  at  the 
same  point,  as  shown  in  Fig.  9,  we  lay  off  distances  AB 


What  are  Components?    Illustrate.    (  22 )  ^Enunciate  the  parallelogram  of  forces. 
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and  AD  to  represent  the  forces,  and  having  completed  the 
parallelogi-am,  we  draw  its  diagonal  AC;  this  will  be  their 
resultant.  If  the  resultant  A  €  is  known,  and  the  directions 
of  its  components  are  given,  we  draw  through  C  the  lines 
CD  and  CJi  parallel  to  their  directions ;  then  will  the  in- 
tercepted lines  AD  aaH  AJi  be  components  of  the  torca 
AC. 

FraoUoal  Example  of  CompoBiUon  d  Toxoet. 

as.    A  Lii'd,  in  flying,  strikes  the  air  with  both  wings, 
and  the  latter  offers  a  resistance  which  propels  him  forwaid. 


Fig.  Ml 

Let  AIT  and  AJT,  in  Fig.  10,  represent  these  resistances. 
Draw  AB  and  AD  equal  to  each  other,  and  complete  the 
parallelogram  AC;  draw  also  the  diagonal  AC.  Then 
win  A  C  represent  the  resultant  of  the  two  forces,  and  the 
bird  will  move  exactly  as  though  impelled  by  the  single 
force  CA. 


impsoetils  tuunJ  f    (33.)    Explain  the  night  of  s  I 
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PncUeal  Example  of  Retolution  of  Fomea. 

iE4>  When  a  sail-boat  ia  propelled  by  a  breeze  acting  on 
the  quarter  in  the  direction  vu  (Fig.  11),  we  may,  by  the 
rule  in  Ait.  22,  resolve  iho  intensity  of  the  wind  into  two 
components,  one,  cOy  in  the  direction  of  the  keel,  and  tiie 


Fig.lL 

other,  ha,  at  right  angles  to  it.  The  drst  component  alone 
is  effective  in  giving  a  forward  motion  to  the  boat,  whilst 
the  second  is  partly  destroyed  by  the  resistance  which  the 
water  offers  to  the  keel,  and  partly  employed  in  giving  a 
lateral  motion  to  the  boat.    This  lateral  motion  is  called 


{  Rssnltaot  of  Parallel  Force*. 

33,  When  two  forces  act  in  the  same  direction,  as  when 
two  horses  pull  at  the  ends  of  a  whiffle-tree  to  draw  a 
wngon,  their  remdtant  is  equal  to  the  stem  of  the  forces. 
When  they  act  in  a  contrary  direction,  as  in  the  case  of  a 
steamboat  ascending  a  river,  where  the  force  of  the  engine 
acts  to  propel  the  boat  forward,  whilst  the  current  acts  to 

(a4)ExpWntl.eMllli.gofBb™i,    (aS.)W 
irfatn  the;  act  in  tho  auna  dlnctlDn  I    WbeD  t 
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retard  its  progress,  their  resultant  is  equal  to  t/ie  difference 
of  t/ie  forces. 

Equilibrium  of  Forces. 

26.     When  several  forces  acting  upon  a  body  exactly 
balance  each  other,  they  are  said  to  be  in  equilibrium. 


11        1 1'  iTntf^     I   tlfi  I 


Fig.  12. 

The  simplest  case  of  equilibrium  is  that  of  two  equal 
forces  acting  against  each  other,  as  in  the  case  where  two 
men  of  equal  strength  pull  at  the  two  ends  of  a  rope,  as 
shown  in  Fig.  12. 

In  the  same  manner,  if  two  buckets  of  equal  weight  are 
suspended  in  a  well  from  the  ends  of  a  rope  passing  over  a 
pulley,  they  will  be  in  equilibrium. 

When  a  body  rests  upon  a  table,  there  is  an  equilibrium 
between  the  weight  of  the  body  which  urges  it  downwards, 
and  the  resistance  of  the  table  which  prevents  it  from  falling. 
If  the  weight  becomes  greater  than  the  resistance,  the  table 
breaks  and  the  body  falls. 

Centrifugal  ana  Centripetal  Forces. 

2(7.  The  Centrifugal  Force  is  the  resistance  which 
a  body  offers  to  a  force  which  tends  to  deflect  it  from  its 
course. 

In  consequence  of  its  inertia,  a  body  always  tends  to 
move  in  a  straight  line,  and  if  we  see  it  move  in  a  curved 
line  it  is  because  some  force  is  acting  to  turn  it  from  its  path. 
This  deflecting  force  is  called  the  Ceiitripetal  Force^  and 

(26.)  When  are  forces  in  eqailibriatn?    Illostratc  by  examples.    (37.)  What  is 
♦^«.  Centrifugal  Force?    Centripetal  Force  ? 


WECUANltiAL  PKISCII'LES.  31 

because  action  and  ixiactioa  arc  always  equal,  tlie  centri- 
petal aiul  centrifagal  forces  are  always  opj}Ose(l  and  equal 
to  each  other.  If  a  ball  is  whii-led  about  the  hand,  being  re- 
tained by  a  string,  it  has  a  continual  tendency  to  fly  ofl^ 
which  tendency  is  resisted  by  the  strength  of  the  string ;  the 
tendency  to  fly  off  is  due  to  the  centrifugal  force,  and  the 
force  which  resists  this  tendency  is  the  centripetal  force, 

Tlie  curved   path   in  -vrhidi  a  body  moves   may  be  regarded   as 
made  up  of  sitort  straight  lines,  aad  if  al  any  iostaul  tlie  centripetal 


force  were  destroyed,  the  body  would  contianB  to  move  along  that 
lino  on  which  it  was  situated ;  that  is,  its  new  path  would  be  tangent 
to  its  old  one. 
The  existence  of  the  centrifugal  force  may  be  shown  eiperimenl- 

Euimple.     SoiB  dsa  a  lody  nunt  aKta  Hit  antrlpttal  firce  ii  datrpytdt 
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ally  by  the  apparatus  represented  in  Fig.  1 3.  It  conskts  of  a  bar^ 
ABj  having  its  ends  bent  up  so  as  to  hold  a  wire  which  is  stretched 
between  them.  On  this  wire  two  ivory  balls  are  strung  so  as  to 
slide  along  it,  and  the  whole  bar  is  made  to  turn  about  an  axis  at 
right  angles  to  it  by  means  of  a  crank  and  two  bevelled  wheels. 
When  the  bar  is.  made  to  revolve  about  the  axis,  the  balls,  acted 
upon  by  the  centrifugal  force,  are  thrown  against  the  ends  of  the 
bar  with  an  energy  which  becomes  greater  as  the  motion  of  revolu- 
tion becomes  more  rapid. 

Some  S£bct8  of  the  Oentrifbgal  Force. 

2§«  When  a  train  of  cars  turns  round  a  cuiTe  in  the 
road,  the  centrifugal  force  tends  to  throw  the  train  off  the 
track,  a  tendency  which  is  resisted  by  raising  the  outer  rail 
and  by  making  the  wheels  conical. 

It  is  in  consequence  of  the  centrifugal  force,  that  the  mud 
adhering  to  the  tire  of  a  carriage-wheel  is  thrown  off  in  all 
directions. 

In  the  circus,  where  horses  are  made  to  travel  rapidly 
around  in  a  curved  path,  the  centrifugal  force  tends  to  over- 
turn them  outwards^  which  tendency  is  partly  overcome  by 
making  the  outside  of  the  track  higher  than  the  inside,  and 
partly  by  both  horse  and  rider  inclining  inwards,  so  as  to 
make  the  resultant  of  their  weight  and  the  centrifugal  force 
perpendicular  to  the  path. 

When  a  sponge  filled  with  water  and  held  by  a  stiing  is 
whirled  rapidly  around,  the  centrifugal  force  throws  off  the 
water  and  leaves  the  sponge  dry.  This  principle  has  been 
used  for  drying  clothes  in  the  laundry. 

A  very  remarkable  effect  of  the  centrifugal  force  is  the 
flattening  of  our  earth  at  the  poles.  Tlie  earth  tui-ns  on  its 
axis  every  twenty-four  hours,  which  rotation  gives  rise  to  a 
centrifugal  force  at   every  point   of  its   surface.     At  the 


Iktplain  the  experiment.  ( 28  )  Oive  examples  of  the  action  of  the  centriftigal 
force.  Cars  on  a  ciunre.  Mad  from  wheel.  Circas.  Bponge.  Effect  on  the  form  U 
the  earth. 
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equator  the  centrifugal  force  is  greatest,  because  the  ve- 
locity is  there  the  greatest,  and  from  the  equator  it  gfows 
feebler  towards  each  pole,  where  it  is  zero.  The  centrifhgal 
force  at  every  point  is  perpendicular  to  the  axis,  smd  may  be 
resolved  into  two  components,  one  directed  outwards  from 
the  centre,  and  the  other  perpendicular  to  this.  The  former 
component  lessens  the  weight  of  bodies,  and  the  latter  acts 
to  heap  the  particles  up  towards  the  equator.  It  has  been 
found  that  the  earth  is  a  spheroid,  flattened  at  the  poles. 
The  polar  diameter  is  about  twenty-six  miles  shorter  than 
the  equatorial  diameter.  Observations  upon  the  heavenly 
bodies  show  that  other  planets  are  in  Ukc  manner  flattened 
at  their  poles. 

The  manner  in  which  the  centrifugal  force  acts  to  flatten  a  sphere, 
is  shown  experimentally  by  an  apparatus, 
represented  in  Fig.  1 4.  This  apparatus 
consists  of  a  vertical  rod  to  which  a  mo- 
tion of  rotation  may  be  imparted,  as 
shown  in  Fig.  13.  At  the  lower  part  of 
this  rod  four  strips  of  brass  are  firmly 
fastened  and  bent  into  circles,  as  shown 
by  the  dotted  lines;  their  upper  ends 
are  fastened  to  a  ring  which  is  free 
to  slide  up  and  down  the  rod.  When 
the  axis  is  made  to  revolve  rapidly,  the 
centrifugal  force  causes  the  ring  to  slide 
down  the  rod,  the  hoops  become  more 
curved,  as  shown  in  the  figure,  and  the 
whole  assumes  the  appearance  of  a  flat- 
tened sphere. 

Maohin?!!. 


Fig.  14 


29.  A  Machine  is  any  contrivance  that  transmits  the 
action  of  a  force.  A  force  which  is  used  to  move  a  machine 
is  a  motor. 


Effect  on  tbe  weight    Explain  the  experimMU,     (29.)  What  is  a  Machine? 
What  i5  a  Motor? 

2* 
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When  we  cut  an  apple  with  a  knife,  the  UaQtl  is  the  motor 
and  the  knife  is  it  machine. 

A  hoi'se  drawing  a  cart  is  a  motor,  and  the  cart  which 
servea  to  utilize  the  force  of  the  horse  is  a  machine. 

Water  turning  a  water-wheel,  wind  turning  a  wind-mill, 
and  steam  driving  a  locomotive,  are  all  motors. 

Machines  do  not  increase  tlie  energy  of  the  motors,  but  by  modi- 
f)  JDg  tbeir.action  they  enable  ua  to  do  work  which  we  could  not 
otherwise  perform.  For  example,  by  the  aid  of  a  lever,  about  tn  be 
described,  a  man  may  raise  a  weight  which  be  could  not  otherwise 


^le  Zisver. 

30.  A  LzvEit  is  an  inflexible  bar  free  to  turn  about  s 
fixed  point,  called  the  fulcrum,  and  acted  upon  hy.  two 
forces  which  tend  to  turn  it  in  opposite  directions.  The 
force  which  acta  as  a  motor,  ia  called  tie  Power,  the  other 
one  is  called  the  Meaistante. 

Levers  are  of  three  classes,  according  to  the  position  of 
the  fulcrum  with  respect  to  the  power  and  resistance. 


Fig.  IR 

Lever  of  the  first  class. — In  this  class  the  fulcrum  is  be- 
tween the  power  and  the  resistance.  Such  a  lever  is  repre- 
sented in  Fig.  "15.  The  hand  is  the  power,  the  weight  P  is 
the  resistance,  and  the  fixed  point  C  is  the  fulomm.- 

<mplt.    (30.)  WHitm 
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Lever  of  the  second  class. — In  this  class  the  fulcrum  is 
beyond  both  the  power  and  resistance,  and  nearest  the  re- 
sistance. Such  a  lever  is  shown  in  Fig.  16.  The  power  is 
applied  at  B^  the  resistance  at  A^  and  the  fulcrum  is  at  C. 


v\$.  Id. 


Lever  of  the  third  class, — In  this  class,  the  fulcrum  is  be- 
yond both  the  power  and  the  resistance,  and  nearest  the 
power,  as  shown  in  Fig.  17. 

In  every  class  of  lever,  the  distances  from  the  fulcrum,  to 
the  power  and  resistance,  are  called  Lever  Arms,  In  each 
of  the  figures  in  this  article,  CB  is  the  lever  aim  of  the 
poAver,  and  CA  the  lever  ai'm  of  the  resistance. 


■4- 


Conditions  of  Equilibrium  of  the  Lever. 


31.  It  is  demonstrated  in  Mechanics  (Art.  78),  that  the 
effect  of  a  force  produced  by  the  aid  of  a  lever  increases  as 
its  lever  arm  increases,  so  that,  if  the  lever  arm  be  doubled 
or  tripled,  the  effect  of  the  force  is  always  doubled  or  tripled. 


"What  are  tho  Lexer  Arms?    (31.)  What  Is  the  relation  between  the  power  and 
resistance  1 
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Ilebce  it  was  that  Arcbimedbs  waa  ablo  to  say,  that  he 
could  tiil  the  world  if  ho  had  a  place  oa  which  to  rest  his 
lever.  ' 


Since  the  effect  of  a  force  increases  with  its  arm  of  le^er 
it  is  necessary,  in  order  that  the  power  and  resistance  may  be 
in  equilibrium,  that  they  ahould  be  to  each  other  inversely  as 
their  lever  arms.  That  is,  if  the  power  is  three  times  the 
resistance,  the  lever  arm  of  the  former  should  only  be  one 
third  as  long  as  that  of  the  latter,  and  so  on.  If  the  power 
is  equal  to  the  resistance,  they  will  be  in  equilibrium  when 
their  lever  arras  are  equal. 

From  what  has  been  said,  it  follows,  that  tho  power  is  always 
ereater  than  the  reeistaiKW  in  the  third  class  of  levers,  and  less  than. 
it,  in  the  second  claea.  In  the  first  clasa  the  power  may  be  either 
greater  or  leas  than  the  resistance.     Wo  aay  in  eommoa  language 

Batween  Uu  power  4ad  nloclljt 
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that  there  is  a  loss  of  power  in  using  a  lever  of  the  third  class,  •und 
a  gain  of  power  in  using  one  of  the  second  class. 

In  performing  any  work  with  a  lever,  tKe  paths  passed  over  by  the 
points  of  application  of  the  power  and  resistance  are  proportional  to 
their  lever  arms;  that  is,  the  longer  the  lever  arm  the  greater  the 
path  passed  over,  and  the  greater  its  velocity.  This  is  expressed  by 
saying,' that  what  is  gained  in  power  is  lost  in  velocity.  It  is  for  this 
reason  that  we  say  there  is  no  real  gain  of  power  in  the  employ- 
ment of  a  lever. 

Examples  of  Levenu 

82.  Levers  are  of  continual  use  in  the  arts,  forming 
component  parts  of  nearly  every  machine. 


Pig.  18. 

A  pair  of  scissors  affords  an  example  of  the  first  class  of 
levers.  The  fulcrum  is  at  (7,  Fig.  18,  the  hand  furnishes 
the  power,  and  the  substance  to  be  cut  the  resistance. 

The  common  balance,  yet  to  b3  described,  is  a  lever  of  this  class 
as  is  also  the  handle  of  a  pump. 

'  The  ordinary  nut-cracker  is  an  example  of  levers  of  the 


Fig.  19. 

second  class.    The  fulcrum  is  at  (7,  Fig.  19 ;  the  power  is 
the  hand,  and  the  resistance  is  the  nut  to  be  cracked. 

/«  there  any  gain  of  power  in  iuing  a  lever  f    ( 32  )  Applicationa.    Explain 
the  scissors.    The  nut-cracker. 
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Tiie  oars  of  a  boat  are  levers  of  the  second  class.  The  end  of  the 
oar  in  the  water  ia  the  fulcrum,  the  hand  is  Uie  power,  and  the  boat, 
or  rather  the  resistance  of  the  water  which  it  has  lo  overcome,  ia  the 
Tesistance.  The  shears  emploj'ed  for  cuttiug  metals  belong  to  this 
class  of  levers. 

The  treadle  of  a  flax-spinner,  or  of  a  lathe,  is  an  example 
of  a  lever  of  the  third  khid.  The  fulcrum  is  at  C,  Fig,  20, 
the  foot  is  the  power,  and  the  work  to  be  done  ia  the 
re^tance, 


Fig.  so. 

The  bones  of  the  animal   frame  are  many  of  them  levers  ot  this 

doss.     Thus,  in  the  bone  of  the  forearm  in  man,  the  elbow  joint  is 

the  fulcrum,  the  muscle  attached  just  below  Ihe  joint  is  Ihe  power, 

and  a,  weight  to  be  raised  is  tho  resistance. 

Other  Hachlnes. 

33.    Besides  the  lever  there  are  two  other  simple  ma- 
chines, the  cord  and  the  inclined  plane.    The  former  re- 

Oartofaboat,  Treidls  of  a  spltmer.   SontiiflAt/iirtarm.    (98.)  Whsl  sn  th« 
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quires  no  description,  and  the  latter  will  be  explained  further 
on.  From  these  machines,  as  elements,  are  formed  by  com- 
bination, the  puOey^  the  tcheel  and  CLsde^  the  acrew^  and  the 
wedge.  These  seven  make  up  what  are  commonly  called 
the  Mechaniccd  Powers^  and  from  them  may  be  con- 
structed every  machine,  however  complicated.  For  a  more 
detailed  account  of  the  general  principles  of  Mechanism  and 
Machines,  the  reader  is  referred  to  Chapter  XI. 


III. — rSDlCIPLES    DEPENDE2!T    ON    THE    ATTRACTION    OF    GRATITATION. 

« 

Univenal  Gravitation.  "*~ 

84.  The  earth  exerts  a  force  of  attraction  upon  aU 
bodies  near  it,  tending  to  draw  them  towards  its  centre. 
This  force,  called  the  Force  of  Gravity^  when  unreasted 
imparts  motion,  and  the  body  is  said  to  faU;  when  resisted 
it  gives  rise  to  pressure,  which  is  called  Weight, 

Newton  showed  that  the  force  of  gravity,  as  exhibited 
at  the  earth's  sm-fice,  is  only  a  particular  case  of  a  general 
attraction  extending  throughout  the  Universe,  and  contin- 
ually tending  to  draw  bodies  together.  This  general  at- 
traction he  called  Universcd  Gravitation,  It  is  mutually 
exerted  betwjeto  any  two  bodies  whatever,  and  it  is  by 
virtue  of  it  that  the  heavenly  bodies  are  retained  in  their 
orbits^. 

The  law  of  universal  gravitation  may  bo  easily  explained.  If  we 
take  the  mutual  attraction  of  two  units  of  mass,  at  a  unit's  distance 
from  each  other,  as  1,  then  will  their  mutual  attraction  at  any  other 
distance  be  equal  to  1  divided  by  the  square  of  that  distance ;,  thus, 
if  the  distance  is  2,  their  attraction  will  be  ^  of  what  it  was  at  the 

What  macMnes  are  formed  by  combinations  of  simple  machines?  Name  the  Beven 
mechanical  powers.  (  34.)  What  is  the  Force  of  Gravity  ?  What  is  Its  effect  when 
nnrcdated?  When  resisted?  What  is  Universal  Gravitation?  Explain  «A«  law 
tf  Universal  Gravitation,  \ 
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distance  1 ;  if  their  distance  is  3,  their  attraction  will  be  ^  of  what 
it  was  at  the  distance  1,  and  so  on.  If  one  of  the  masses  contains 
tn  units  of  mass,  and  the  other  one  unit,  the  force  will  be  m  times  as 
great  as  though  they  were  both  units  of  mass ;  that  is,  the  attraction 
will  be  equal  to  m,  divided  by  the  square  of  the  distance  between 
the  bodies.  If  the  second  body  contain  n  units  of  mass,  the  attraction 
will  be  n  times  as  great  as  before  j  that  is,  it  will  be  mnj  divided  by 
the  square  of  the  distance  between  the  bodies. 

This  law,  discovered  by  Nbwton,  may  be  expressed  as 
follows :  Any  two  bodies  exert  upon  each  otiier  a  mutual 
attraction^  which  varies  directly  as  the  proditct  of  their 
masses^  and  inversely  as  the  square  of  their  distance  apart. 

Sffdot  of  Qravitation  on  the  Planets. 

85*  It  is  by  the  influence  of  gravitation  that  the  planets 
are  retained  in  their  orbits.  Their  motion  is  the  same  as 
though  they  had  been  projected  into  space  with  an  impulse, 
and  then  continually  drawn  from  the  right  lines  along  which 
inertia  tends  to  carry  them,  by  the  attraction  of  the  sun. 
The  planets  also  attract  the  sun,  but  their  masses  being  ex- 
ceedingly small  in  comparison  with  that  of  the  sun,  their 
effects  in  disturbing  its  position  are  exceedingly  small.  The 
orbits  of  the  planets  are  ellipses  differing  b^it  little  from 
circles. 

Force  of  Gravity. 

86*  The  Force  op  GRAvmr  is  that  force  of  attraction 
which  the  earth  exerts  upon  all  bodies,  tending  to  draw 
theni  towards  its  centre. 

As  has  been  stated,  it  is  only  a  particular  case  of  Uni- 
versal Gravitation.  It  is,  therefore,  subject  to  the  same 
law,  that- is,  it  varies  directly  as  the  mass  of  the  body  acted 

»  -  ■■         .,,1  I        1^   ■■-■»■■■■■■-     -  .1  ■      ■■  ■  ■   ■ -■  ■        i.i^  ■  ^^^■ :■  m^  ■  ■  -  ■!  ■  ^ 

Enunoiato  Nswtoh^s  law.  ( 35.)  What  is  the  effect  of  gravitation  on  the  planets  ? 
What  are  the  orbits  ot  planets?  (3d.)  What  is  the  Force  of  Oravlty  ?  How  does 
U  varyf 
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upon,  and  inversely  ns  the  Bquaro  of  its  distance  flom  the 
centre  of  the  earth. 

The  shape  of  the  earlh  li^ts  been  shown  by  cajeful  meiunirement 
to  be  that  of  a  spheroid  ;  that  is^  of  a  sphere  slightly  flattened  al  the 
polos.  Tbe  mean  radius  is  a  little  less  tliaa  4000  miles.  On  ac- 
count of  the  flaltenlDS  of  the  earth  at  the  poles,  difTerent  poiuls  are 
at  slightly  diiferent  distances  from  the  centre,  and  consequently  tlje 
force  of  gravity  varies  slightly  at  different  places  on  the  surface. 
For  ordinary  purposes,  however,  we  may  regard  the  earth  as  a  per- 
fect sphere,  and  the  force  of  gravity  as  constant  alt  over  its  surface. 


f 


Vertioal  and  Horizontal  Unas. 


A  Vertical  Lise  is  n  lino  along  nhich  a  body 
fells  freely.  All  vertical  lines  arc  directed  towards  the 
centre  of  the  earth,  but  for  places  near  together  they  may 
be  regarded  as  parallel. 

In  Fig.  21,  llie  lines  ao  and  bo  are  verticals,  but  if  they  are  not 
far  apart,  their  convergence  ia  so  Email  that  they  may  be  taken  as 


parallel.     If,  however,  their  distance  apart  is  considerable,  they  can 

not  be  regarded  as  parallel.    A  man  standing  erect  has  his  body  in 
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a  vertical,  and  it  may  happen  that  two  persons  on  opposite  sides  of 
the  globe,  as  at  J?  and  £',  may  both  stand  erect,  and  yet  their  heads 
be  turned  in  exactly  opposite  directions,  their  feet  being  turned 
towards  each  other.  Points  where  this  may  happen  are  said  to  be 
antipodes, 

A  Horizontal  Line,  or  Plane,  at  any  place  is  one 
which  is  perpendicular  to  a  vertical  line  at  that  place. 
The  surface  of  still  water  is  horizontal,  or  level,  l^or  small 
areas  this  surface  may  be  regarded  as  a  plane^  but  when  a 
large  surface  is  considered,  as  the  ocean,  it  must  be  con- 
sidered as  curved,  conforming  to  the  general  outline  of  the 
earth's  surface. 

Upon  the  principle  of  verticals  and  hoidzontals,  all  of  our 
instruments  for  levelling  and  making  astronomical  obseiTa- 
tions  are  constructed. 

The  Plumb-Line. 

3§.  A  Plumb-Line,  is  a  line  having  a  heavy  body, 
usually  of  lead,  suspended  at  one  of  its  ends.  When  the 
other  end  is  held  in  the  hand,  the  lead,  tending  towards  the 
centre  of  the  earth,  stretches  the  string  in  the  direction  of 
the  force  of  gravity. 

It  is  used  for  indicating  a  vertical  line.  In  Engineering  an4 
Architecture  it  is  of  continual  use.  For  determining  whether  a  wall 
is  vertical,  it  is  accompanied  by  a  square  plate,  whose  length  is 
just  equal  to  the  diameter  of  the  cylindrical  leaden  weight,  and 
which  has  a  hole  at  its  middle  point,  just  large  enough  to  admit 
the  passage  of  the  string.  The  edge  of  the  plate  is  applied  to  the 
masonry,  as  shown  in  Fig.  22,  and  if  the  plumb-bob  just  toudies  the 
wall,  it  must  be  vertical. 

Weight. 

.89.    The  Weight  of  a  body  is  the  pressure  which  it 

Wkai  ara  antipodes  f  What  is  a  Horizontal  Line,  or  Piano  ?  Level?  Appiioa- 
tions  to  instrnmenta.  (38)  What  \a  a  Plumb-Line?  Describo  it  and  its  use. 
(39.)  What  is  Weight? 


exerts  upon  any  body  that  preveuta  it  from  ^tiling  towards 
the  earth. 


Flg.tl. 

The  -weight  of  a  body  is  doe  to  the  force  of  gravity,  acting  npon 
all  of  its  particles,  but  it  must  not  be  confounded  vi-ith  the  force  of 
gravity.  Weight  is  only  tlie  effect  of  grnvity  when  resisted;  when 
gravity  is  unresisted  it  produces  quite  another  effect,  that  is,  motion. 

At  the  same  place  tlie  weights  of  bodies  are  proportional  to  their 
masses,  or  the  quantities  of  matter  which  they  contain  We  Ehall 
see  hereafter  that  the  -weisiit  of  bodies  may  be  determined  by  means 
of  the  balance  ;  the  force  of  gravity  is  determined  by  the  velocity 
which  it  can  impart  to  a.  body  in  a  certain  time,  as  wU  be  shown 
more  fully  hereafter. 

Centre  of  Oravity. 

■10.    The  Cestee  of  Gratitt  of  a  body  ia  that  point  ■ 

through  which  the  direction  of  its  weight  always  passes. 

We  have  Been  that  the  weight  of  a  body  is  the  r 
of  the  action  of  gravity  upon  all  of  its  particles      lEMshown 


re  of  Owvltj  ! 


ttnetit     Bine  it  eravily 
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in  Mechanics,  that  whatever  may  be  the  fonn  of  a  body,  or 
whatever  may  be  ita  poeition,  the  direction  of  its  weight 
always  passes  through  a  angle  point.    This  point  is  the 

centre  of  gravity. 

The  determi nation  of  the  centre  of  gravity  in  the  general  caee 
requires  the  aid  of  mathematics,  but  in  many  cases  its  position  is 
evident.  In  a  nniform  etraiebt  bar,  it  is  at  the  middle  point.  In  a 
square,  or  a  rectangular,  or  a  circular,  or  an  elliptical  disk  it  is  at  the 
centre,  or  middle  point,  and  so  on. 

•i-  BqnUilninin  of  heavy  Bodies 

41.  The  centre  of  gravity  being  the  point  at  which  the 
weight  is  applied,  it  follows  that,  if  this  point  ia  held  fast  by 
any  support  whatever,  the  effect  of  the  weight  is  completely 
counteracted,  and  the  body  will  be  in  a  state  of  equilibrium. 

If  a  body  has  but  a 
single  point  of  support, 
it  can  be  in  equilibrium 
only  when  its  centre  of 
gravity  lies  somewhere 
on  a  vertical  through  that 
point.  An  example  is 
shown  in  Fig.  23,  which 
represents  a  boy  balanc- 
ing a  cane  upon  his  finger. 
In  the  figure,  g  is  the 
centre  of  gravity,  and 
that  point  must  be  kept 
exactly  over  the  point  of 
■suppirrt.  This  is  a  case 
of  unstable  equiltbri'um. 

If  a  body  has  but  two 
points  of  support,  it  can  Fig.  as. 

Wh»-t  <■  (»*  amtrtofgratUy  of  a  airaighi  Unet  0/a  iipiaret  E,-ctangle  t 
Circlat  EUiptet  (  41.)  Wb«n  Is  ii  bodkin  fqalllbrliuiit  Wben  a  bod;  n>t<  on 
■  point,  *beie  mult  the  cenlre  of  gnvltj  b«  T    Example. 
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be  in  equilibrinm  only  when  its  centre  of  gravity  lies  in  a 
vertical  drawn  through  some  point  of  the  line  joining  these 
two  points.  An  example  is  shown  in  Fig,  24,  which  repre- 
sents a  man  standing  ou  stilts.  To  be  in  equilibrium,  his 
centre  of  gravity  must  be  exactly  over  the  line  joining  the 
feet  of  his  sUlts.  This  is  also  a  case  of  unstable  egui- 
Ubrium. 


Fig.  M.  rig.  M. 

The  art  of  balancfn?,  in  which  circus- ride  re  and  rope-dancers  are 
so  expert,  oonaiaU  in  Ekillfully  keeping  the  centre  of  gravity  nup- 

If  a  body  has  three  supports  not  in  p,  straight  line,  it  will 
ha  in  equilibrium  when  the  centre  of  gravity  lies  on  a  ver- 
tical drawn  through  any  point  of  the  triangle  formed  by 
joining  these  points.  An  example  is  shown  in  Fig.  26, 
which  represents  a  three-legged  table.  The  centre  of 
gravity  being  at  ,9,  the  table  will  be  in  equilibrium  so  long 
as  the  vertical  through  that  point  pierces .  the  triangle 
formed  by  uniting  the  feet  of  the  table. 

WhenlttesttonlnropulnUI    Eunncle.    WhoaoD  Lbiua  piriiits!    Eumpla 
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If  a  body  has  four  or  more  supports,  the  condition  ct 
equilibtium  will  be  analogous  to  that  just  explained.  In 
this  case,  if  the  outer  points  of  support  be  joined  by  lines, 
they  will  form  a  polygon,  called  the  Polygon  of  Support, 
and  the  body  will  be  in  equilibrium  when  ita  centre  of 
gravity  is  on  a  vertical  drawn  through  any  point  of  thia 
polygon. 

Di&reat  kindi  d  EqnUibrlum. 

49.  When  bodies  are  acted  upon  only  by  the  force  of 
gravity,  and  have  one  or  more  points  of  support,  three  kinds 
of  equilibrium  may  exist :  Stable,  UnstaMe,  and  Neutral 
Equilihrium. 

1.  Stab'e  EquilibrUtm. — ^A  body  is  in  stable  eguilibrium, 
when,  on  being  slightly  disturbed  from  its  state  of  rest,  it 
tends  of  itself  to  return  to  that  state. 


This  will  be  the  case  when  the  centre  of  gravity  is  lower 
in  its  position  of  rest  than  it  is  in  any  of  ttie  neighboring 
positions,  for  in  this  ease  the  weight  of  the  body  acting  at 
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the  centre  of  gi-avity  tends  to  keep  it  in  tlie  lowest  position. 
If  slightly  disturbed  from  the  lowest  position,  the  weight 
will  act  to  draw  it  back,  and  so  establish  the  equilibrium. 

Wc  have  an  example  of  stable  equilibrium  represented  in  Figs.  26 
and  27.  which  represent  images  often  met  with  in  the  toy  shops. 
Ii'  the  image  be  inciined  to  one  side,  as  shown  in  Fig.  27,  it  will  by 
its  own  weight  right  itself,  and  take  the  position  shown  in  Fig.  26. 
These  figures  are  hollow  and  light,  and  are  ballasted  with  lead  at 
their  lower  part  so  as  to  throw  the  centre  of  gravity  very  low.  The 
result  is,  that  when  the  figure  is  inclined,  the  centre  of  gravity  is 
raised,  and  the  weight  acts  to  restore  it.  The  figure  settles  in  its  prim- 
itive state  of  rest  only  after  several  oscillations,  which  are  due  to  the 
inertia  of  the  body.  The  explanation  of  this  oscillation  is  the  same 
as  that  given  for  the  oscillation  of  the  pendulum. 

2.  Unstable  Eqailtbrhim, — A  body  is  in  vnstable  equi- 
librium^  when,  on  being  slightly  disturbed  from  its  state  of 
rest,  it  does  not  tend  to  return  to  that  state,  but  continues 
to  depart  from  it  more  and  more. 

This  will  be  the  case  when  the  centre  of  gravity  is  higher 
in  its  position  of  rest  than  in  any  of  the  neighboring  posi- 
tions. When  the  body  is  slightly  disturbed,  the  weight 
acts  not  only  to  prevent  its  return,  but  also  to  cause  it  to 
descend  still  lower. 

We  have  examples  of  unstable  equilibrium  shown  in  Figs.  23 
and  24.  In  Fig.  23;  the  cane  may  overturn  in  any  direction,  whilst 
in  Fig.  24,  the  man  will  overturn  about  the  line  joining  the  bottom 
of  his  stilts. 

3.  Neutral  EquilihrinTyi..  —  A  body  is  in  neutral  eqiiU 
libriitm,  when,  on  being  slightly  disturbed,  it  has  no  tend- 
ency either  to  return  to  its  primitive  state,  or  to  depart 
further  from  it. 

This  will  be  the  ca  e  when  the  centre  of>^  gravity  is  at  the 


Example.     What  is  Unstoble  Equilibrium?     Illustrate.     Examples,    What   la 
Neutral  Ei^uilibriuzn  ?    Illustrate. 
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same  height  in  its  position  oF  rest  as  in  the  neighboring 

positions. 

We  have  an  ciimple  of  this  kind  of  equilibrium  in  a  ball  realiug 
OD  e.  horizontal  tabta. 


Fig.  as. 
Btability  of  Bodies. 
43.    From  what  has  been  said  in  the  preceding  articles, 
it  follows  tliat  bodies  will  in  general  be  most  stable  when 
their  bases  are  largest.    For  in  such  cases,  even  after  a  con- 
siderable inclination,  the  line  of  direction  of  the  weight  will 

Jfoampl!.   (43.)  ^bstlKH)[es(>tenia<tstabl*I 


pass  within  the  ori^nal  polygon  of  support,  and  the  weight 
will  act  to  return  the  body  to  its  o.igiual  state  of  rest. 
Ilenco  it  is  that  wc  liiid  cliairs,  lamps,  chandclici-s,  and 
many  other  tamitiar  utausils  coniitructed  with  broad  bases, 
to  render  tbem  nioi-c  stable. 

The  Icaiiius  ton'cr  of  Pira  is  eo  much  inclined  Ihitt  it  appcara 
itbout  lo  full ;  yet  it  suuiJg,  because  tLc  veriicol  llifOUi;h  Uic  c;nilro 
of  gravity  poiiiCB  wiiliin  tlio  base  of  tho  lower.  Fig,  ^8  rcprcscn's 
a  toner  at  Bologna,  wliicli  is  cvcu  more  inciiB^il  iLan  ILiot  at  Pisi. 
This  toner  nas  liuilt  io  iLo  year  1112;  and  rcccircd  its  iucliiiatioo 
from  nucqaal  ECltlinz  of  llic  ground  on  \vliic1i  it  was  buiLt.  It  does 
Dot  fall,  because  lUc  vcitical  tLrougli  tUc  centre  of  yr;ir,ty,  G.  posses 
williiii  itE  ba^c. 

lu  Ibc  cascH  considered,  (bo  potilion  of  llic  cciiiro  cf  grarll}-  re- 
mains llie  EDinc  Itr  tbo  same  Loily.  Willi  lueii  and  r.iiinials  Ibo 
poEition  of  Iho  centre  of  gravity  cboiteca  viib  every  cliaii^o  of  ntii- 
tude,  wLicb  requires  a  proper  adjusimeut  of  tbo  feet,  to  maiutniu  « 
posiLion  of  stability. 


,  a  biTri^pn,  as  sbown  in  Fiff.  29,  lie  leans  for- 
0  of  bis  own  weight  with   that  of  his  burden 
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may  pass  between  his  feet.  When  a  man  carries  a  weight  in  ono 
hand,  as  shown  in  Fig.  30,  he  throws  his  body  toward  the  opposite 
side  for  the  same  reason. 

In  the  art  of  rope-dancing,  the  great  difficulty  consists  in  keeping 
the  centre  of  gravity  exactly  over  the  rope.  To  attain  this  result 
the  more  easily,  a  rope-dancer  carries  a  long  pole,  called  a  balancing 
pole,  and  when  he  feels  himself  inclining  towards  one  side,  he  ad- 
vances his  pole  towards  the  other  side,  so  as  to  bring  the  common 
centre  of  gravity  over  the  rope,  thus  preserving  his  equilibrium. 
The  rope-dancer  is  in  a  continual  state  of  unstable  equilibrium. 

The  Balance. 

44.    A  Balance  is  a  machine  for  weighing  bodiea 

Balances  are  of  continual  use  in  commerce  and  the  arts, 
in  the  laboratory;,  and  in  physical  researches;  they  are  con- 
sequently extremely  various  in  their  forms  and  modes  of 
construction.  We  shall  only  describe  that  form  which  is  in 
most  common  use  in  the  shops. 

It  consists  of  a  metallic  bar,  AJ^  ^'^E*  ^1)»  called  the 
JBeam^  which  is  simply  a  lever  of  the  first  order.  At  its 
middle  point  is  a  knife-edged  axis,  w,  called  the  Fulcrum. 
The  ftilcrum  projects  from  the  sides  of  the  beam,  and  rests 
on  two  supports  at  the  top  of  a  firm  and  inflexible  standard. 
The  knife-edged  axis,  and  the  supports  on  which  it  rests,  are 
both  of  hardened  steel,  and  nicely  polished,  in  order  to  make 
the  friction  as  small  as  possible.  At  the  extremities  of  the 
beam  are  suspended  two  plates  or  basins,  called  Scale  Pans^ 
in  one  of  which  is  placed  the  body  to  be  weighed,  aiid  in 
the  other  the-weights  of  iron  or  brass  to  counterpoise  it. 
Finally,  a  needle  projecting  from  the  beam,  and  playing  in 
front  of  a  graduated  scale,  o,  serves  to  show  when  the  beam 
is  exactly  horizontal. 


Ea&pUUn  the  prindpU  o/rope-danciTiff:  (  44.)  What  is  a  balanco  ?  Explain  t^e 
details  of  tbe  compioq  Balance.  T}xo  Jlemn.  The  Fulcruxo.  The  Scale  Poils^  The 
Bcale. 
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To  weigh  a  body,  we  pUicu  it  in  one  of  the  scale  pans, 
and  then  x>nt  weights  into  the  other  pan  until  the  beam 


becomes  horizontal.    The  ireighta  put  in  the  second  pan 
uidicate  the  weight  of  the  body. 
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Beqaisites  for  a  good  Balance. 

45.  A  good  balance  ought  to  satisfy  the  following  con- 
ditions : 

1.  The  lever  arms,  An  and  J?w,  should  be  exactly  equal. 

We  have  seen  in  discussing  the  lever,  that  its  arms  must  be  equal, 

order  that  there  may  be  an  equilibrium  between  the  power  and 

resistance,  when  these  are  equal.     If  the  arms  are  not  equal,  the 

weights  placed  in  one  scale  pan  will  not  indicate  the  exact  weight 

of  the  body  placed  in  the  other. 

2.  The  balance  should  be  sensitive.;  that  is,  it  should  turn 
on  a  very  small  difference  of  weights  in  the  two  scale  pans. 

This  requires  the  fulcrum  and  its  supports  to  be  very  hard  and 
smooth,  so  as  to  produce  little  friction.  By  making  the  needle  long, 
a  slight  variation  from  the  horizontal  will  be  more  readily  per- 
ceived. 

3.-  The  centre  of  gravity  of  the  beam  and  scale  pans 
should  be  slightly  below  the  edge  of  the  fulcrum. 

If  it  were  in  the  edge  of  the  fulcrum,  the  beam  would  not  come 
to  a  horizontal  position  when  the  scales  were  equally  loaded,  but 
would  remain  in  any  position  where  it  might  chance  to  be  placed. 
If  it  were  above  the  edge  of  the  fulcrum,  the  beam  would  remain 
horizontal  if  placed  so,  but  if  slightly  deflected,  it  would  tend  to 
overturn  by  the  actioij  of  the  weight  of  the  beam. 

The  nearer  the  centre  of  gravity  comes  to  the  edge  of 
the  fulcrum,  the  more  accurate  it  will  be  ;  but  at  the  same 
time,  it  w^ould  turn  more  slowly,  and  might  finally  come  to 
turn  too  slowly  to  be  of  use  for  weighing. 

It  is  to  be  observed  that  when  the  scale  pans  are  heavily 
loaded,  an  increased  weight  is  thrown  on  the  fulcrum,  which 


f  4.5,)  Explain  the  reqnlsUes  of  a  frood  balance.    1.  Lever  arms.     JUiuiraU. 
'tireBesa.    lUatftratt,    8.  Position  of  centre  of  gravity.    lUiutraU. 
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cnnscs  an  increase  of  friction,  and  consequently  a  diminiv 

lion  of  sensitiveness. 


Methods  of  Testing  a  'RyiiaiK^p^ 

46.  To  see  \rhether  the  anns  are  of  equal  length,  let  n 
body  be  phced  in  one  scale  pan,  and  counterbalanced  by 
weights  put  in  the  other ;  then  change  places  with  the  body 
and  the  weights.  If  the  beam  remains  horizontal  after  this 
change,  the  arms  are  of  equal  length,  otherwise  the  balance 
is  false. 

To  test  the  sensitiveness,  load  the  balance  and  bring  the 
beam  to  a  hoi-izontal  position,  then  deflect  it  slightly  by  a 
small  force  and  see  whether  it  returns  slowly  to  its  former 
position.  It  ought  to  come  to  a  state  of  rest  by  a  succes- 
sion of  oscillations. 

Method  of  w^nighiTig  oonectly  with  a  liedse  Balaxice. 

47.  To  weigh  a  body  with  a  false  balance,  place  it  in 
one  scale  pan  and  counterbalance  it  by  any  heavy  matter, 
as  shot  or  sand,  placed  in  the  other  pan.  Then  take  out 
the  body  and  replace  it  by  weights  which  will  exactly  re- 
store the  eqailibrium  of  the  balance.  The  weights  will  be 
exactly  equal  to  the  weight  of  the  body.  The  reason  for 
this  method  is  apparent. 

Ziaws  of  felling  bodies. 

4§,  When  bodies  starting  from  a  state  of  rest  fiiU  freely 
in  vacuum,  that  is,  without  experiencing  any  resistance, 
they  conform  to  the  following  laws: 

1.  AU  bodies  fall  equally  fast. 


(  46i)  ITnw  is  a  balance  to  be  tested?    ( 47.)  How  may  a  body  be  weighed  cor- 
KCtly  by  a  faho  balance  ?    (  48«)  What  is  the  first  law  of  falling  bodies  ? 
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When  resisted  by  the  wr,  bodies  whoso  bnlk  is  very  large  in  pro. 
portion  to  their  weight,  fall  more  slowly  than  those  whose  bulk  is 
Bmall ;  thus,  a  soap-bubble  falls  more  slowly  than  a  bullet. 

2.  The  velocities  acquired  during  the  fall  are  jyropor- 
tiotial  to  the  times  occupied  in  faUinff. 

A  body  acquires  a  velocity  of  3^  feet  in  one  second;  it  will 
therefore  acquire  a  velocity  of  64J  feet  in  two  seconds,  a  velocity  of 
96^  feet  in  three  seconds,  and  so  on. 

8.  27te  spaces  passed  over  are  proportionai  to  the  squares 
of  the  times  occupied  in  faUing. 

A  body  falls  from  rest  through 
16^  feet  in  one  second ;  it  will 
therefore  falM  x  Ifi^ ,  or  61J,  in  two 
seconds,  9x16^,  oi;  144j  feet,  in 
three  seconds,  lf.xl6^,  or  257j 
feet  in  four  Eecocds,  and  bo  on, 

The  first  law  is  verified  by 
the  following  experiment,  A 
glass  tube,  wx  feet  long  (Fig. 
S2)j  is  closed  at  one  end,  and 
at  the  other  it  has  a  stop-cock, 
by  which  it  can  be  cloaad  or 
03>ened  at  pleasui-e.  A  small 
leaden  ball  and  a  feather  aie  in- 
troduced within  the  tube.  So 
long  as  the  tube  is  full  of  air,  if 
it  be  suddenly  inverted,  it  will 
be  observed  that  the  ball  reach- 
es the  bottom  sooner  than  the 
feather.    If  now  the  air  be  ex-  y.   ^ 

bausted   by  means   of  an  air- 


pump,  and  the  tube  suddenly  inrerted,  both  the  ball  and 
the  feather  will  be  seen  to  faR  through  the  length  of  the 
tube  in  the  same  time.  This  experiment,  besides  verifying 
the  law,  shows  also  that  the  air  offers  a  resistance,  which  is 
greater  for  light  than  for  heavy  bodies.  This  resistance  is 
proportional  to  the  surface  offered  to  the  direction  of  the 
fall. 

The  second  law  is  a  consequence  of  inertia  and  the  con- 
tinued action  of  gi-avity.  The  velocity  generated  in  the 
first  second  is  to  be  added  to  that  generated  in  the  next 
second,  to  obtain  the  velocity  generated  in  two  seconds. 
This  must  be  twice  that  generated  in  the  first  second.  This 
again  must  be  added  to  that  generated  in  the  third  second, 
to  obtain  that  generated  in  three  seconds.  This  then  must 
be  three  times  that  generated  in  the  first  second,  and 
so  on. 

.  The  explanation  of  the  third  law  will  be  better  under- 
stood after  having  considered  the  nature  of  the  inclined 
plane,  which  is  discussed  in  the  succeeding  articles. 

The  Xndined  Piano. 

49.  An  INCLINED  Plane  is  a  plane  which  is  inclined  to 
a  hoiizo^tal  plane ;  thus,  AB,  Fig.  33,  is  an  inclined  plane. 

When  a  body  rests  on  a  horizontal  plane,  as  for  example 
on  a  table,  the  action  of  gravity  tending  to  draw  it  down 
is  completely  counteracted  by  the  resistance  of  the  plane, 
and  it  remains  at  rest.  It  is  not  so,  however,  when  a  body 
is  placed  upon  an  inclined  plane.  In  this  case,  the  action  of 
gravity  may  be  resolved  into  two  components,  one  perpen- 
dicular to  the  plane,  and  the  other  parallel  to  it.  The 
action  of  the  firgt  component  is  counteracted  by  the  re- 
sistance of  the  plane,  whilst  the  second  componcni  causes 

What  other  principle  does  the  experiment  show?      Explain  the  reason  of  the 
Mcoad  latr.    (  40.>  What  Is  an  IndlBod  Plane  ?    Explain  its  principle. 
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the  body  to  raore  domi  the  plane.  Notv,  thb  last  force  is 
only  a  fraction  of  the  weight  of  the  hotly,  as  a  fourth,  a 
fiflli,  or  a  feixth,  according  to  the  inclination,  but  it  obeys 
the  Baiiie  laws  that  tbc  entire  force  would,  in  cauang  a  body 
to  fall. 

TedfioaUm  of  tbe  third  Zam  of  fiiUing  Bodioi. 

30>  To  verify  tlic  third  law  of  falling  bodies,  we  con- 
Btruct  a  plane  with  a  slight  incUuatioa  and  divide  it  into 
100  equal  paits,  as  shown  in  Fig,  33,  Wo  then  ascertain 
by  successive  tibls  at  what  division  of  the  scale  a  leaden 


ball  must  be  placed  to  roll  to  the  bottom  A,  in  on©  second; 
snppose  at  the  sixth  diviidon.  If  now  the  ball  be  placed  at 
the  twenty-foni-th  division,  it  will  roll  to  the  bottom  in  two 
seconds;  if  placed  at  the  fifty-fourth  divi^on,  it  will  roll 
dow;n  in  three  seconds;  if  placed  at  the  Dincly-si:;th  divi-. 
s'.on,  it  win  roll  down  in  four  seconds,  and  so  on. 

Ileiico,  wc  conclude  that,  the  spaces  passed  over  are  pro- 
portional to  tliC  squares  of  the  times. 

(SO.)  UsTrliltuiUttrd  bnoffalUosbHlidTaiiaiHlt 
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Applicatloiu  of  Uie  Inolinsd  Plane. 

Sit  When  a  body  is  phced  upon  an  inclined  plane,  that 
cotiiponDiit  oi'  its  weight  which  acta  to  niovo  it  down  ttic 
|)'.i:i^,  becomes  smaller  as  its  inclination  dintinislies.  Hence, 
thj  for«o  required  to  draw  a  body  up  an  inclined  plane, 
will  become  smaller  as  the  inclination  diminishes.  This 
[niiiciple  is  o!len  utilized  in  the  Aits;  thus,  to  raise  abeavy 
body  to  a  heiglit,  we  construct  an  inclined  plane,  up  which 
it  may  bo  easily  drawn. 

,  It  ij  in  accordance  with  this  principle  that  roads  are  con- 
structed to  ascend  liigh  hills  and  mountains,  as  shown  in 
Fig.  34.    Such  3  road  consists  oi'  a  succession  of  planes 


lying  in  different  directions,  which  may  be  equally  or  i: 
cti'.ially  inclined  to  the  horizon. 


(SI.)  Wbtt  laUwiMof  tlwlDoluediduia  Id  tlw  Ai 


5S 
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It  18  according  to  the  principle  of  the  inclined  plane  that 
water  flows  along  rivers  and  canals.  The  steeper  the  in- 
clined planes  which  form  their  beds,  the  more  rapid  their 

currents. 

In  mechanics,  two  inclined  planes,  wound  about  a  cylin- 
der, constitute  the  screw ;  hence  the  principle  of  the  screw 
is  but  a  modification  of  that  of  the  inclined  plane.  The 
wedge  is  made  up  of  two  inclined  planes,  placed  back  to 
back ;  hence  its  principle  is  also  but  a  modification  of  that 
oi  the  inclined  plane. 


The  FendolTaii. 

M»  A  Pekdulum  is  a  heavy  body  suspended  from  a 
horizontal  axis  about  which  it  is  free  to  vibrate.  Thus,  the 
ball  m,  suspended  from  (7,  by  a  string,  Figs.  35  and  36,  is  a 
pendulum. 


When  the  centre  of  the  ball, 
m,  is  exactly  below  the  point 
of  suopenRion  C,  Fig,  35,  it  is 
ia  equilibrium,  for  in  that  po- 
sition the  action  of  gravity  is 
resisted  by  the  tension  of  the 
string.  If,  however,  the  ball 
be  drawn  aside  to  n,  Fig.  36, 
it  is  no  longer  in  equilibrium, 
for  in  that  position  the  force 
of  gravity  acts  to  draw  it  back 
to  m,  at  which   point  it  will 

arrive  with  the  same  velocity  as  though  it  had  fallen  through  tbe 
vertical  height  om.  In  consequence  of  its  inertia  and  acquired 
velocity,  the  ball  does  not  stop  at  m,  but  moves  on  towards  p.  In 
descending  from  n  to  m,  the  force  of  gravity  acts  as  an  accelerating 


jn  <| 
Fig.8& 


Fig.  86 


Explain  the  flow  of  rivem.  What  Is  the  eerew.?  What  is  the  wedge?  On  what 
prlDotpto  do  they  act  r  ( S2»)  What  is  a  Peodalum?  What  caitdcs  the  pendvbtm 
to  vibrate  t   Etoptain  the  action  <»  ^etaik 
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force,  bat  ia  ascending  from  mHo  p,  it  acts  as  a  retarding  force, 
hence  the  ball  mo\'«s  slower  and  slower  till  it  reaches  p.  The  dis- 
tance mp  would  be  rigorously  equal  to  mn^  were  it  not  for  the  re- 
sistance of  the  air. 

The  bally  having  reached  p,  is  in  the  same  state  as  it  was  at  n ; 
the  weight  again  acts  to  draw  it  back  to  m,  whence,  by  virtue  of  its 
inertia  and  velocity,  it  again  rises  to  n,  and  so  on  indefinitely. 

This  backward  and  forward  motion  is  called  Oscillalori/  Motion, 
A  single  excursion  from  «  to  p,  or  from  p  to  n,  is  called  a  Simple 
Oscillatioiiy  or  Vibration.  An  excuruon  from  n  to  ii,  and  back  again 
to  n,  is  called  a  Double  Oscillation.  The  angle,  pCn^^  is  called  the 
angle  of  the  Amplitude  of  the  oscillation. 

In  consequence  of  the  resistance  of  the  air,  the  amplitude  is  con- 
tinually diminishing,  and  the  ball  eventually  comes  to  rest,  though 
often  not  till  after  the  lapse  of  some  hours. 

IBi&ple  and  Oomponnd  Pendulums. 

53.  A  Simple  Pendulum  is  such  a  pendulum  as  would 
be  formed  by  suspending  a  single  material  point,  with  a 
string  destitute  of  weig^it. 

Such  a  pendulum  may  exist  in  theory,  and  is  thus  useful  ia 
arriving  at  the  laws  of  oscillation,  but  in  practice  it  can  only  be 
approximated  to  by  making  the  ball  very  small  and  the  string  very 
fine. 

A  Compound  Pendulum  is  any  heavy  body  which  is  free 
to  oscillate  about  a  horizontal  axis. 

It  may  be  of  any  form,  but  in  general  it  consists  of  a  stem  T, 
Fig.  38.  which  is  either  of  wood  or  metal.  The  stem  terminates 
above  in  a,  thin  and  flexible  plate,  a,  usually  of  steel ;  it  terminates 
below  in  a  disk  of  metal  L,  called  the  hoh^  which  disk  is  of  a  len- 
ticular shape,  that  the  resistance  of  the  air  to  its  motion  may  be  as 
little  as  possible. 

Wluit  in  OttdUary  Motion  f  What  is  ait  OsdUation  or  Vibration  t  What  is 
iis  AmpUhidst  What  ^ct  has  ths  air  on  ribrationt  (53.)  What  Is  a  Simple 
Faodulam?  Is  U  r^al  or  ideal  t  What  is  a  Compound  Peadalum?  Eaoplainiis 
amstrucUo*, 
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Laws  of  Oaoillation  of  tho  Pendulum* 

5^.  The  oscillations  of  the  pendulum  take  place  ix^ 
acccrdaiice  with  the  following  laws : 

1 .  For  jp^nclulums  of  ttneqiial  lengths j  the  times  of  oscil- 
lallon  are  proportional  to  the  square  roots  of  t/ielr  lengths, 

2.  For  the  same  pzndulum^  tJic  time  of  oscillation  is  inde- 
f>endent  of  the  amplitude^  provided  tlie  amplitude  be  small, 

.  ^'jr  pendulums  of  the  same  length,  the  time  of  oscUlOr 
Hon  is  indepe7ident  of  the  nature  oftlie  material. 

Pendulums  of  wood,  iron,  copper,  glass,  all  l)eins  of  tho  same 
length,  will  all  oscillato  in  the  sainc  time. 

4.  JFhr  tli£  same  pendulum  at  different  places,  the  times 
of  oscillation  are  uivcrsdg  as  the  square  roots  of  the  force 
of  gravity  at  those  places. 

Th(^o  laws  arc  deduced  from  a  course  of  mathematical  reasoning 
on  tho  theoretical  simple  pendulum,  but  they  may  bo  verified  experi- 
mentally by  employing  a  very  small  ball  of  platinum,  or  other  heavy 
metal,  and  suspending  it  with  a  very  fine  silk  thread. 

To  verify  the  first  law  with  such  a  pendulum,  we  begin  by  making 
it  vibrate,  and  then  counting  tho  number  of  vibrations  in  one  minute. 
Suppose,  for  example,  that  it  makes  sevcnfy-tvvo  per  minute.  Now 
make  the  string  four  times  as  long  as  before,  and  it  will  be  found 
that  the  pendulum  makes  only  thirty-six  oscillations  per  minute. 
If  tho  string  is  made  nine  times  as  long  as  in  the  first  instance,  it  will 
be  found  that  the  pendulum  makes  only  twenty-four  oscillations  per 
minute,  and  so  on.  In  the  second  case  the  time  of  oscillation  is  twice 
as  great,  and  in  the  third  case  it  is  three  times  as  great  as  in  the  first 
case.  Now.  because  two,  three,  &e.,  are  the  square  root»  of  four, 
nine,  &:c.,  it  follows  that  the  law  is  verified. 

To  verify  the  second  law,  let  the  same  pendulum  oscillate,  at  first 

(64. )  What  Is  the  first  law  of  vibration  ?  The  soconi  law  ?  The  thlr<l  law  ?  Illun^ 
t  ate.  The  foatth  law?  liow  are  the^p  laua  dtducedt  JI(no  id  VitJirtfL  law 
eeri/iedt   Ihtw  <d  tk6  aeooiid  law  ^iH/Udf 
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through  an  are.  pn,  and  then  through  any  other  are,  rg ;  it  will  h« 
found  that  the  number  of  oscillationa  per  minute  is  the  same  in  each 
case.  Hence  tho  law  is  verified.  It  is  to  be  observed  that  the  law 
does  not  hold  true  unless  the  arcs,  pn  and  rg,  are  very  small,  that 
is,  not  more  than  three  or  four  degrees. 

The  property  of  pendulums,  that  their  times  of  oscillation  are 
independent  of  the  amplitude  of  vibration,  is  designated  by  the  name 
isochronism^  {rofii  two  Greek  words  signifying  equcU  times;  oscilla- 
tions psrformed  in  equal  times  are  called  isochronal. 

Galileo  first  discovered  the  fact  that  small  oscillations  of  a  pen* 
dulum  were  isochronal,  towards  the  end  of  the  sixteenth  century.  It 
is  stated  that  ho  was  led  to  the  discovery  by  noticing  the  oscillations 
of  a  chandelier  suspended  from  the  ceiling  of  the  Cathedral  of  Pisa. 

Applications  of  the  Pendulum. 

55.  On  account  of  the  isochronism  of  its  vibrations,  the 
pendulum  has  been  applied  to  regulate  the  motion  of 
clocks.  It  was  first  used  for  this  purpose  in  1667,  by 
HuYGHENS,  a  Dutch  philosopTier.  The  motive  power  of  a 
clock  is  sometimes  a  weight  acting  by  a  cord  wound  around 
a  drum,  and  sometimes  a  coiled  spring  similar  to  a  Avatch 
spring.  These  motors  act  to  set  a  train  of  wheel-work  in 
motion,  which  in  turn  imparts  motion  to  the  hands  that 
move  round  the  dial  to  point  out  the  hour.  It  is  to  impart 
unifoiinity  of  motion  to  this  train  of  wheel-work  that  the 
pendulum  is  used. 

Fig.  38  shows  the  mechanism  by  means  of  which  the  pendulum 
acts  OS  a  regulator.  A  toothed  wheel,  R,  called  a  scape  wheel,  is 
connected  with  the  train  driven  by  the  motor,  and  this  scape  wheel  is 
checked  by  an  anchor,  mn,  which  is  attached  to  the  pendulum  and 
vibrates  with  it.  The  anchor  has  two  projecting  points,  m  and  n, 
called  pallets,  which  engage  alternately  with  the  teeth  of  the  scape 
wheel,  in  such  a  manner  th^^t  only  one  tooth  can  pass  at  each  swing 

Limitatifm.  Whxit  U  iwchroniam  t  When  are  vibrations  isochronal  t  Who 
distovered  ths  pendtUum,  and  when?  (55«)  What  is  tbe  principal  use  of  tho 
pomltilam?  What  is  tb«  motor  la  a  dock?  What  is  the  aae  oTHMpMidalamt 
Ik^kUm  ikd  aaUtm  qfth6  prnduiumraa  a  rt^^vZaioPh 
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of  the  pendnlum.  The  ntitor  tnrne  the  scape  wheel  in  the  direction 
of  the  arrow  until  one  of  the  teeth  conies  in  contact  with  the  p&llet, 
M,  which  stops  the  motion  of  the  wheel-worii 
till  a  swing  of  tha  pendulum  lifu  the  pallet,  m, 
from  between  the  two  teeth,  when  a  single 
tooth  passes  and  the  wheel-work  niovei  oa 
until  again  arrested  by  the  pallet,  n,  falling 
between  two  teeth  on  the  other  side.  A 
second  awing  of  the  pendulum  lifts  out  the 
pallet,  n,  suffers  another  toolb  to  pais,  when 
the  wheel- work  is  ^ain  arrested  by  the  palletj 
m,  and  so  on  indefinitely.  The  beats  of  the 
pendulum  being  isoohronous,  the  interval  of 
time  between  the  consecutive  escape  of  two 
teeth  is  always  constant,  and  thus  the  motion 
cf  the  wheel-work  is  kept  uniform.  The  loss 
of  force  which  the  pendulum  continually  ex- 
periences, is  supplied  by  the  motor  through 
the  scape  wheel  and  the  anchor.  This  is 
called  the  sustaining  power  of  the  pendulum. 
Owing  to  eipansion  and  contraction  from 
variaitions  of  temperature,  the  length  of  the 
pendulum  varies,  and  according  to  the  firet 
law,  its  time  of  vibration  changes.  In  nice 
clocks  this  change  is  compensated  by  a  com- 
bination of  metals.  In  common  olocks,  it  is 
rectified  by  lengthening  or  shortening  the  pen- 
dulum by  a  jiut  and  screw,  shown  at  v.  by 
means  of  which  the  lenticular  bob  may  be 
moved  up  and  down.  In  summer  the  pendu- 
lum elongates  and  the  clock  loses  time,  or  runs  j 
too  slow ;  this  is  reotifled  by  screwing  up  the  I 
nut  and  shortening  the  pendulum.  In  winter 
the  pendulum  contracts  and  the  clock  gains 
time ;  this  is  rectified  by  unscrewing  the  nut 
and  lengthening  the  pendulum.  ^' 

Ifkal  ij/Ref  hare  variatlont  of  ttmpefaiitre  on  U*  pendulum  t  Bow  art  thta 
i^ttAt  Bompmtiittd  in  ntc*  doda  T  3<Ha  i»  oammon  doctl  t  WKg  do  ehdct  lott 
UtHtHnummtr  and  gain  Utnailtvf^r  , 
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In  accordance  wilh  tho  principle  enunoittted  in  the  fourth  law,  tho 
pendulum  has  been  mad  to  dotermine  tbe  inlensity  of  Brariiy  *t 
different  poioti  on  the  earth'i  RUrfaee,  In  this  way  it  has  been 
shown  that  the  velocity  acquired  by  a  body  falling  in  vacuum  for 
one  second,  is  ^^  feet,  in  the  latitude  of  the  city  of  New  York.  It 
has  been  found  by  careful  ciperiment  that  the  length  of  a  pendulum 
vibrating  BOconda  in  New  York,  is  a  little  over  39  inches. 

The  length  of  the  seconds  pendulum  at  any  place  being 
constant,  it  has  been  taken  as  the  bafus  of  the  English 
system  of  weights  and  measures,  and  from  the  English  we 
have  taken  our  oivn  system. 

The  pendulum  has 
been  aucceasfuUy  em- 
ployed by  M.  Fou- 
CAULT,  a  French  phy- 
sicist of  onr  own  day, 
to  demonstrate  the 
daily  rotation  of  our 
ginbe.  The  details 
of  his  experimerit  are 
too  abstruse  to  be 
given  in  this  place. 

The  Metronoms. 

30.    Tlie  Mbfeo- 

Nouit  is   a  sort   of 

pendulum  employed  ., 

by  musicians  and 
Others  to  mark  equal 
intervals  of  time.    It 

is  shown  in  Fig.  39.  ^^  ^ 

It  consists  of  a  pen- 

Wint  pHnsfple  enable'  «"  ta  meamn  tht  for"*  "f  uravO^  t  Boa  fUr  doit  a 
body  foa  in  one  lerondt  What  U  «<  ImfflA  of  a  tteoiuli  pmdatma  in  Stu 
rart  t  -  ipplfestlnn  to  walitTiM  «iid  momirMl  Wlat  •pfilkattoo  dW  Tomtm.* 
aukOof  tlwpeiidaKimt   {S8.>  WlsttaalUBononwt  . 
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dulum  C5,  suspended  at  O.  A  weight,  A^  slides  along  the 
rod  (7,  and  may  be  sot  so  as  to  make  the  vibrations  as  slow 
or  as  rapid  as  may  be  desired.  The  instrument  is  set  by 
means  of  a  scale,  marked  on  the  rod,  so  that  any  number 
of  oscillations  may  be  made  in  a  minute.  The  pendulum  is 
sustained  by  a  coiled  spring  which  sets  in  motion  a  train 
of  wheels,  somewhat  in  the  manner  of  a  clock.  In  the 
drawing  the  weight  is  set  at  92,  which  shows  that  it  is  to 
make  02  oscillations  per  minute. 


IT.  — PRINCIPLEa   OEPEin)EKT    ON   UOLECVLAS   ACHOV. 

Molecular  ForoeB. 

57.  Besides  the  forces  which  act  upon  bodies  from 
without  and  at  sensible  distances,  there  is  another  class  of 
forces  contmually  exerted  between  the  molecules  of  bodies, 
and  acting  only  at  insensible  distances.  Thesa  forces  are 
called  Molecular  Forces^  and  are  both  attractive  and 
repeUent. 

The  molecules  of  bodies  are  held  in  equilibrium  by  thcso  forces, 
aod  it  is  to  them  that  are  to  be  attributed  many  of  the  most  im- 
portant physical  properties.  •  The  ultimate  particles  of  bodies  do  not 
touch  each  other,  being  kept  asunder  by  a  force  of  repulsion,  which 
we  have  said  is  in  general  doe  to  heat ;  they  are  prevented  from 
receding  from  each  other  too  far  by  a  force  of  attraction,  and  it  is 
only  when  these  forces  just  balance  each  other  throughout  the  body, 
that  it  is  in  equilibrium. 

When  a  body  is  compressed,  the  forces  of  repulsion  are  called  into 
play,  and,  acting  like  coiled  springs,  they  tend  to  restore  the  body 
to  its  primitive  form.  In  like  manner,  when  a  body  is  elongated,  or 
stretched,  the  forces  of  attraction  are  called  into  action  and  tend  to 
restore  the  body  to  its  primitive  form. 

Describe  It    (  67.)  What  are  Molecular  Forces?    How  divided  ?    ITow  are  mole' 
comfittaaim^ff  and  8ti*e 
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OobiBti/OBu 

5S.  Cohesion  is  the  force  of  attraction  wliich  hokls 
the  molecules  of  the  same  body  together,  as,  for  examj)lc, 
in  a  mass  of  iron,  or  of  wood. 

Cohesion  differs  from  chemical  affinity,  which  determines  tlie 
molecules  by  uuitiDg  dif^-similar  atoms  according  to  fixed  laws.  Chem- 
ical affinity  unites  atoms  of  carbon,  oxygen,  and  hydrogen,  to  form 
molecules  of  sugar;  but  it  is  cohesion  that  unites  the  molecules  of 
sugar  into  a  solid  body. 

The  strength  of  bodies  depends  npon  do/iesion.  When  a 
body  offers  a  strong  resistance  to  forces  tending  to  tear  it 
asunder,  it  is  said  to  be  tenacious;  for  example,  iron  or 
steel  wires,  and  the  like,  are  highly  tenacious. 

Adhesion* 

59.  Adhesion  is  the  force  of  attraction  which  holds  the 
molecules  of  dissimilar  bodies  together.  Thus,  it  is  adhe- 
sion wliich  causes  paint  and  glue  to  :^cre  to  wood. 

If  two  polished  bodies  are  brought  into  contact,  and  pressed  to- 
gether, they  will  adhere  with  considerable  force.  If  two  pfates  of 
glass  be  ground  so  as  to  fit  closely,  and  a  little  oil  be  interposed,  it 
is  very  difficult  to  separate  them.  If  two  hemispheres  of  lead  be 
pressed  together,  after  having  their  plane  surfaces  well  polished, 
they  will  adhere  very  strongly. 

It  is  adhesion  which  renders  it  difficult  to  raise  a  wooden  board 
from  the  surface  of  the  water  on  which  it  floats.  It  is  also  adhesion 
between  the  particles  of  wood  and  water,  that  causes  water  to 
spread  over  a  piece  of  wood  upon  which  it  is  poured. 

Solution  is  due  to  adhesion.  Thus,  when  sugar  dissolves  in 
water,  it  is  because  the  adhesion  between  the  molecules  of  suuar 


(68.)  What  IsCoheston?  Example.  Difference  between  cohesion  and  chem- 
ical affinity  f  Ithuiraie,  When  is  a  body  tenacious  ?  (  5d|^"W'hal  Is  Aflheaion? 
Example.  Exptairt  adhetdon  of  metaUio  surfaces.  Of,.foa^  to  water.  Explain 
the  phenomenon  of  soliUion. 
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and  water  is  stronger  than  the  cohesion  between  the  molecules  of 
sugar.  If  a  liquid  tends  to  spread  its^elf  over  a  solid  body,  it  is  said 
to  wet  it,  as  water  upon  glass.  If  it  gathers  in  globules,  it  does  not 
wet  it,  as  quicksilver  upon  glass. 

• 
Capillary  Forces. 

60.  Capillary  Forces  are  molecular  forces,  exerted 
between  the  particles  of  a  solid  and  those  of  a  liquid.  They 
are  called  capillaiy,  because  their  effect  is  mostly  ob- 
served in  capillary  tubes,  that  is,  tubes  of  the  diameter  of 
a  hair. 

The  following  are  some  of  the  phenomena  of  capillarity: 

1.  When  a  body' is  plunged  into  a  liquid  which  is  Capable 
of  wetting  it,  as  when  a  glass  rod  is  plunged  into  water,  it 
is  observed  that  the  liquid  is  slightly  elevated  about  the' 
body,  taking  a  concave  form,  as  shown  in  Fig.  40. 


Fig.  4a 


Fig.  4L 


Fig.  42. 


2.  If  a  hollow  tube  is  used  ijnstead  of  a  rod,  the  liquid 
will  also  rise  in  the  tube,  as  shown  in  Fig.  41.  The  smaller 
the  bore  of  the  tube,  the  higher  will  the  liquid  rise,  and  the 
more  concave  will  be  its  upper  suiface. 


<60.)  What  are  CapilfSty  Forces?    Why  bo  called?    Explain  the  phenomenon 
observed  when  a  glass  rod  is  plunged  in  water.    When  a  tabe  is  plonged  Into  water. 
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3.  When  a  tube  is  plunged  into  a  liquid  which  is  not 
capable  of  wetting  it,  as  when  glass  is  plunged  into  quick- 
silver, the  liquid  is  depressed  both  on  the  outside  and  on 
the  inside,  taking  a  convex  surface,  as  shown  in  Fig.  42. 
The  smaller  the  tube,  the  greater  will  be  the  depression, 
and  the  more  convex  will  be  the  upper  surface. 

These  capillary  phenomena  are  due  to  the  resultant  action 
of  the  cohesion  of  the  liquid  and  the  adhesion  of  the  so.id 
and  liquid.  When  the  former  predominates,  the  liquid  is- 
depressed  in  the  tube.  When  the  latter  predominates,  the 
liquid  is  raised  in  the  tube. 

Applicationa  of  Capillarity. 

61.  It  is  in  consequence  of  capillary  action  that  oil  is 
raised  through  the  wicks  of  lamps,  to  supply  the  flame  with 
combustible  matter.  The  fibres  of  the  wicks  leave  between 
them  a  species  of  capillary  tubes,  through  which  the  oil 
rbes. 

If  a  piece  of  sugar  have  its  lower  end  dipped  in  water, 
the  water  will  rise  through  the  capillary  interstices  of  the 
sugar  and  fill  them.  This  drives  out  the  air  and  renders 
the  sugar  more  soluble  than  when  plunged  dry  into  water, 
in  which  case  the  contained  air  resists  the  absorption  oi 
water,  and  retards  solution. 

If  a  bar  of  lead  be  bent  into  the  form  of  a  siphon,  and  the 
short  arm  be  dipped  into  a  vessel  of  mercury,  the  mercury 
will  rise  into  the  lead  by  capillary  action,  and  flowing  over 
the  edge  of  the  vessel  will  descend  along  the  longer  branch 
and  escape  from  the  lower  extremity.  In  this  way  the 
vessel  may  be  slowly  emptied  of  the  quicksilver. 

Many  fluids  may  be  drawn  over  the  edges  of  the  contain- 
ing vessels  by  a  siphon  of  candle-wicking  or  other  capillary 
substance. 


When  A  glass  tube  is  plunged  Into  mercuTy.  Causes  of  the  phenomena.  (61.) 
Wh^doos  oil  rise  in  a  wick?  Water  in  sugar?  Explain  leaden  siphon.  Explain 
siphon  of  wicking. 


*•<«    Amovmoy  b  the  penetratkm  into  a  porons  bodj, 
of  some  foreign  body,  ithetLer  solid,  liqnid,  of  gaseons. 

Carbon,  in  tbe  form  of  charcoal,  has  a  great  capacity  for 
absorbing  gases.  If  a  bnzning  coal  be  introduced  into  a 
bell-glags,  fiUed  with  carbonic  add,  collected  over  mercury, 
the  volume  of  the  gas  is  diminished  by  being  absorbed  by 
the  coal.  It  is  found  that  the  charcoal  absorbs  in  this  irny 
thirty-five  times  its  own  volume  of  the  gas.  Charcoal  also 
absorbs  other  gases  in  even  still  greater  quantities. 

Spongy  platinum  absorbs  hydrog^i  so  rapidly  as  to  heat 
the  platinum  red-hot. 

In  vegetables  and  animals  we  have  many  examples  of  ab- 
sorption. The  roots  of  plants  absorb  from  the  earth  the 
material  necessary  to  the  growth  of  the  stem  and  branches. 

In  the  animal  world,  absorption  plays  an  important  part 
in  tho  process  of  nutrition  and  growth.  Animal  tissues  also 
absorb  solid  substances.  For  example,  workmen  engaged 
in  handling  lead  absorb  through  the  skin  and  lungs  more  or 
loss  of  this  substance,  which  often  gives  rise  to  very  serious 
disoases. 

Zmbibition. 

08t  iMmmnox  is  the  penetmtion  of  a  liquid  into  a  solid 
body. 

Imbibition  is  an  ofToot  of  capillarity,  for  the  interstices 
iK'twoon  tho  moloeulos,  by  communicating  with  each  other, 
form  i\  mnw  of  cnpJllnry  tubes,  into  which  the  liquid  pene- 
trnto«  by  virtuo  of  tho  capillary  forces.  Such  is  the  cause 
f^Twood  and  earth  absorbing  water  and  other  liquids.  If  a 
\h\\\\\\  Hub»tanoo  bo  placed  in  a  dry  and  porous  vessel,  it 

WMUAhiw^Hnnt    Fxwwplwi    Curbon.    Sponjsr  pUttnnnt    Vegetables. 
K  090  X^htl  U  IwblUUuu  }   WUt  is  the  caiue  of  imbibition  ?  ExAmplca. 
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will  grow  drier,  whereas,  if  placed  in  a  Teasel  which  has  no 
attraction  for  water,  it  will  remain  moist. 

When  vegetable  and  animal  substances  imbibe  water,  they  gener- 
ally augment  in  volume.  This  fact  explains  many  phenomena  of 
daily  observation. 

If  a  large  sheet  of  paper  be  moistened,  it  increases  in  size,  and 
again  contracts  when  dried.  This  property  is  employed  by  draughts- 
men  to  stretch  paper  on  boards.  The  paper  is  moistened,  and  after 
being  allowed  to  expand,  its  edges  are  glued  to  a  drawing-board ; 
on  drying  it  is  stretched,  forming  a  smooth  surfaoe  for  drawing  upon. 
The  same  property  causes  the  papering  of  rooms  to  peel  off  the  walls 
when  exposed  to  moisture. 

When  a  workman  would  bend  a  piece  of  wood,  he  dries  one  side 
and  moistens  the  other.  The  side  which  is  dried  contracts,  and  the 
opposite  side  expands,  so  that  the  piece  is  curved.  It  is  the  imbibi- 
tion of  moisture  that  causes  the  wood-work  of  houses,  furniture.  &c., 
to  swell  and  shrink  with  atmospheric  changes,  and  which  necessi- 
tates their  being  painted  and  varnished.  Paints  and  varnishes,  by 
filling  the  pores,  prevent  imbibition. 

Imbibition  makes  ropes  swell  laterally,  and  thus,  by  increasing 
the  circumference  around  which  the  fibres  are  twisted,  the  ropes  are 
shortened.  This  shortening  takes  place  with  a  force  that  may  bo 
employed  to  raise  heavy  weights.  On  the  same  principle  new  cloth 
shrinks  on  being  washed,  but  it  increases  in  thickness. 

It  is  related  that  Pope  Sixtus-Quintus,  on  the  occasion  of  raising 
an  obelisk,  which  he  had  caused  to  be  brought  from  Egypt,  issued 
an  order  that  no  one  of  the  crowd  should  utter  a  word  during  the 
operation,  on  pain  of  death.  As  the  operation  was  on  the  point  of 
completion,  the  ropes  stretched  under  the  immense  tension,  and  a 
failure  was  threatened.  At  this  critical  juncture  the  architect 
Zapaglia  cried  out  from  the  crowd:  **Wet  the  ropes!"  It  was 
done,  and  the  obelisk  was  raised  to  its  pedestal. 


What  i«  the  sfeet  of  imbibition  f  On  paper  t  Application,  Effect  on  v>oodf 
Application.  What  is  the  effect  on  tudsUd  Jlbreet  On  ropee  t  On  new  cloth  t 
Selate  the  anecdote  qfPope  SizTUS-Qunmrs. 
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T. — PROPERTIES  OP  SOLIDS  OEPBNOEKT  ON  MOLECULAR  ACTION. 

Tenacity. 

64.  Tenacity  is  the  resistance  which  a  body  offers  to 
rupture  when  subjected  to  a  force  of  traction ;  that  is,  a 
Ibrce  which  tends  to  te«r  the  particles  asunder. 

The  tenacity  of  a  body  may  be  determined  in  pounds.  For  this 
purpose  it  is  wrought  into  a  cylindrical  form,  having  a  given  cross- 
section  ;  its  upper  end  is  then  made  fast,  and  a  scale-pan  is  attached 
to  the  lower  end ;  weights  are  then  placed  in  the  pan  until  rupture 
takes  place.    These  weights  measure  the  tenacity  of  the  body. 

Metals  are  the  most  tenacious  of  bodies,  but  they  differ  greatly 
from  each  other  in  this  respect.  The  following  table  exhibits  the 
weights  required  to  break  wires  of  ySMtt  ^^  ^"  ^^^^  ^  diameter, 
formed  of  the  metals  indicated : 

Iron 549  lb. 

Copper 302  " 

Platinum 274  " 

Silver 187  " 

Gold 150  «' 

Lead 27  " 

It  has  been  shown  by  theory  and  confirmed  by  experiment,  that 
of  two  cylinders  of  equal  length  and  containing  the  same  amount  of 
material,  one  being  solid  and  the  oth^r  hollow,  the  latter  is  the 
stronger. 

This  latter  principle  is  also  true  of  cylinders  required  to  support 
weights ;  the  hollow  cylinder  is  better  adapted  to  resist  a  crushing 
force  than  the  solid  one  of  the  same  weight,  and  hence  it  is  that 
columns  and  pillars  for  the  support  of  buildings  are  made  hollow. 
This  principle  also  indicates  that  the  bones  and  quills  of  birds,  the 
stems  of  grasses  and  other  plants,  being  hollow,  are  best  adapted 
to  secure  a  combination  of  lightness  and  strength. 


(  64  )  What  is  Tenacity?  Sow  is  U  measured  t  What  hodie$  are  most  tena* 
oiouaf  mnaTnplst,  WkatUtheformofgreaistittrengiht  AppUcatiion  to  grasses^ 
quUU,  lofut,  do. 


A<rnox> 
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65.  Hasdxebs  is  the  resistanee  vbidi  a  bodr  offlfers  to 
being  scratched  or  worn  br  another.  Thns^  the  diamotid 
scratches  all  other  bodies,  and  is  therefore  harder  iWxn  u j 
of  them. 

After  the  diani<Hid  come  the  sapj^nre,  the  mbj,  lo^* 
crystal,  &ic^  eadi  of  which  is  scratched  bj  the  preceding 
one,  but  scratches  the  sacoeeding  <Hie. 

Hardness  must  not  be  eonfoimded  with  resistanee  to  shods  or 
ocMnpresdoii.  Glass,  diamond,  and  rod^-crystm]  are  modi  harder 
than  irrai,  brass,  and  the  like,  and  yet  they  are  less  capable  of  re- 
sisting shocks  and  forces  of  compression ;  they  are  more  briltle. 
■  An  alloy  or  mixtore  of  metals  is  generally  harder  than  the  sepa- 
rate metals  of  which  it  is  composed.  Thus,  gold  and  silrer  are 
soft  metals,  and,  in  order  to  make  them  hard  enough  for  coins  and 
jewelry,  they  are  alloyed  with  a  small  portion  of  copper.  In  order 
to  render  block-tm  hard  enough  for  the  manufacture  of  domestic 
utensils,  it  is  alloyed  with  a  small  quantity  of  lead. 

The  property  of  hardness  is  utilized  in  the  arts.  To  polish  bodies, 
powders  of  emery,  tripoli,  &c.,  are  used,  which  are  powders  of  very 
hard  minerals.  Diamond  being  the  hardest  of  all  bodies,  it  can  be 
polished  only  by  means  of  its  own  powder.  Diamond-dust  is  the  most 
efficient  of  tiie  polishing  substances. 

Ductility. 

66.  Ductility  is  the  pr(^rty  of  being  drawn  out  into 
wires  by  forces  of  extension. 

Wax,  clay,  and  the  like,  are  so  tenacious,  that  they  can  easily  be 
flattened  by  forces  of  compression,  and  readily  wrought  between  the 
fingers.  Such  bodies  are  plastic.  Glass,  resins,  and  the  like  be- 
come  tenacious  only  when  heated.  Glass   at   high  temperatures  is 


(65.)  What  is  HaTdnesB?  Wliat  body  is  hardest?  What  bodies  come  next? 
What  are  hrtttle  lodift  What  is  the  ^et  of  alloying  bodies  t  Mcptain  the 
operation  of  polishing  t  Bow  is  the  diamond  polished  t  What  is  the  best  polish' 
ing  eubttaneet   (66.)  What  is  DuctlUty?    Cfioe  wampUs  qfplat^bodiut 
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UEOHANICe       OP       LIQUIDS. 
I— OEKEUl.     rUKCIPLES. 

Definition  of  HTdroatatioa  and  SySiodyaamiat. 

«8.  The  Mechanics  of  Liquids  i^  divided  into  tiro 
branches:  Hydrostatics,  which  treats  of  the  laws  of  cqiii- 
libriam.  of  liquids,  and  Hydeodtnauics,  which  treats  of  tii3 
laws  of  motion  of  liquids. 

PropeitieB  of  liquids. 
GO.    The  following  properties  are  common  to  all  liquids : 

1.  The  molecules  of  liquids  are  estremcly  movable, 
yielding  to  the  siightest  force. 

There  is  very  little  cohesion  between  Iho  molceulm  of  IlqindB, 
\Fhcncc  their  readincBS  to  nlide  amongst  each  otlier.  It  is  to  this 
piJDoipIo  that  tbey  owe  their  Quidity. 

2.  Liquids  are  only  slightly  compressible. 
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the  comprci'Kilitliey  of  wslcr,  it  U  ueveriliBlmg  ten  timei  as  com- 
presaible  us  mercury. 

3.  Liquids  are  porous,  elastic,  and  impenetrable,  like 
other  bodies. 

That  liquids  are  porona,  bsa  already  lieen  shown  (Art.  9).  That 
they  are  elastic,  in  shown  by  their  recovering  their  volume  nfler  the 
compreBsins  force  is  removed.  It  is  also  shown  by  Iho  fact  that  lliey 
transmit  sound.  Their  impenetrability  ib  shown  by  plunging  a 
solid  body  into  a  vessel  filled  with  a  liquid.  Jf  ttere  is  no  imbibi- 
tion, a  volume  of  water  will  flow  over  the  vessel  just  equal  to  that 
of  the  solid  introduced. 

Upon  these  three  properties  of  liquids  depends  their  pro- 
perty of  transmitting  pressures  in  all  directions. 

TiansmiBBlon  of  FregaiireB.— Fiinoli^  of  Pascal. 

TO.  Let  a  bottle  be  filled 
■with  water  and  corked,  as  re- 
presented in  Fig.  43.  If  the 
eork  be  pressed  inwards,  the 
pressure  will  be  transmitted  to 
the  molecules  in  contact  with 
it;  these  molecules  will  ui  their 
turn  press  upon  the  neighbor- 
ing ones,  and  so  on  until  the 
pressure  is  finally  transmitted 
to  every  point  of  the  mterior 
surface  of  the  bottle. 

It  is  shown  by  experiment 
that    the  pressure   thus   trans- 
.  mitted  is  equal  to  that  applied 
to  the  cork ;  that  la,  the  pres- 
sure upon  each  square  inch  of  Fig.  48, 

ThM  property  f    laattraU,    (70.)  WluU  I9  Oa  Prioclple  of  Pawn]  I 


GENSBAt  PROPERTIES  OF  UQUIDS.  75 

the  interior  surface  of  the  vessel  is  equal  to  that  upon  a 
square  inch  of  the  cork.  The  pressure  is  everywhere  per- 
pendicular to  the  surface,  as  shpwn  by  the  aiTow-heads. 

This  principle  is  called  the  Principle  of  Pascal^  because 
it  was  first  demonstrated  by  Blaise  Pascal  in  the  seven- 
teenth century.  Upon  it  depends  the  whole  theory  of  Hy- 
drostatics. 

PnwMwlie  dae  to  the  Weight  of  Xiqoldi. 

yi.  If  a  cylindrical  vessel  is  filled  with  a  heavy  liquid, 
its  weight  produces  a  pressure  upon  the  walls  of  the  vessel. 
If  we  suppose  the  liquid  divided  into  horizontal  layers  of 
equal  thickness,  it  is  plain  that  the  second  layer  from  the 
top  supports  a  pressure  equal  to  the  weight  of  the  first, 
the  third  layer  supports  a  pressure  equal  to  the  weight  of 
the  second  and  first,  and  so  on  to  the  bottom.  Hence,  the 
pressure  upon  any  layer  is  proportional  to  its  depth  below 
the  upper  surface^  and  is  equal  to  the  weigJU  of  the  column 
of  fluid  above  it. 

In  consequence  of  the  principle  of  Pascal,  this  pressure  is 
transmitted  laterally,  and  acts  against  the  sides  of  the  vessel 
with  an  equal  intensity.  Hence,  every  part  of  the  surface 
is  pressed  with  a  force  equal  to  the  weight  of  a  column 
of  liquid  whose  base  is  the  surface  pressed^  and  wJwse 
Jieight  is  equal  to  the  distance  from  that  surface  to  the 
upper  level  of  the  fluid. 

The  same  principle  holds,  whatever  may  be  the  form  of 
the  vessel. 


Why  BO  called?  How  illnstratcdf  (71.)  Wlmt  Is  the  measare  of  the  prctsnre 
on  any  horizontal  layer  of  a  liquid  ?  How  shown  ?  How  is  it  transmitted  ?  What 
preasore  is  exerted  on  the  sorfoce  of  a  containii^  ressel  f 
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Uie  comprci'KiliiliCy  of  wttlcr,  il  ie  nexenhcims  I' 
pre^aible  as  mercury. 

3,  liquids  are   porons,  el^tic,  and  r 

.  ^,.  r  I  7  -...snres  upon 

other  bodies.  -  ' , 

zviss  of   the 
That  liquids  are  porons,  has  already  Tipcii  ^  _-  jt  consists 

yiey  are  elastic,  is  Bhown  by  their  recovcrii,  ■ 
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.1   l)c  oxaeily  counterbal anced  by  the  pre««urB  upon 

L-  ojicii,  ilio  pressure  upon  A   is  not  counlerbalanoed, 

...  .    1  i'.v:iiJs  A,  producing  rotnry  molion.    The  prefsurea 

.._■  [i;Lis  couapii'c  to  produce  rotation  ia  lie  sftme  direction. 

PreBMore  upwarda. 

73.  That  liquids  exert  a  pressure  upwards  is  demoo- 
f^uaLt'd  by  means  of  the  apparatus  shown  ia-  Fig.  4fi.  It 
coiijists  of  a  tube  of  glass, 
■(vith  a  movable  disk,  a, 
gronnd  so  as  tfl  fit  the  bot- 
tom of  the  tube.  The  disk 
being  held  closely  against 
tbc  tube  by  a  stiing,  b,  the 
■whole  is  plunged  into  a  ves- 
sel of  Tvater.  In  this  state, 
the  disk,  though  heavier 
than  water,  does  not  fall  to 
the  bottom,  showing  that  it 
is  held  in  place  by  an  up- 
ward pressure.  If  water 
now  bo    poured    into    the  Ptg.*. 

tube   in    a   gentle    stream, 

the  disk  will  adhere  till  the  latter  is  filled  to  the  level  of 
the  fluid  on  the  outside.  This  shows  that  the  upward 
pressure  is  equal  to  the  weight  of  a  column  of  water  Tthose 
baso  is  that  of  the  tube,  and  whose  altitude  is  its  distance 
below  the  upper  surface  of  the  fluid. 

The  upward  pressure  of  Quids  is  called  their  Buoyant  Effort.    It 
is  in  conEcqucnco  of  their  buoyant  effort  that  fluids  su.staiii  lightr 
bodies  oil  Iheir  BUifoccs.     The  same  principle  cauBes  fluids  to  bu 
v\\  bndicB  of  all  kinds,  dimlnialiing  the  weight  of  heavy  ones,  a 
cau.'JugliyUt  ones  (o/oa(. 

.    (T3.)  nmrUnnwudpriuiurodBmoDStrateilf     mat  it  O* Buai/anl S 
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Absozptioii* 

*62.    Absorption  is  the  penetration  into  a  porous  body, 
of  some  foreign  body,  \thether  solid,  liquid,  or  gaseous. 

Carbon,  in  the  form  of  charcoal,  has  a  great  capacity  for 
absorbing  gases.  If  a  burning  coal  be  introduced  into  a 
bell-glas;s,  filled  with  carbonic  acid,  collected  over  mercury, 
the  volume  of  the  gas  is  diminished  by  being  absorbed  by 
the  coal.  It  is  found  that  the  charcoal  absorbs  in  this  way 
thirty-five  times  its  own  volume  of  the  gas.  Charcoal  also 
absorbs  other  gases  in  even  still  greater  quantities. 

Spongy  platinum  absorbs  hydrogen  so  rapidly  as  to  heat 
the  platinum  red-hot. 

In  vegetables  and  animals  we  have  many  examples  of  ab- 
sorption. The  roots  of  plants  absorb  from  the  earth  the 
material  necessary  to  the  growth  of  the  stem  and  branches. 

In  the  animal  world,  absorption  plays  an  important  part 
in  the  process  of  nutrition  and  growth.  Animal  tissues  also 
absorb  solid  substances.  For  example,  workrden  engaged 
in  handling  lead  absorb  through  the  skin  and  lungs  more  or 
less  of  this  substance,  which  often  gives  rise  to  very  serious 
diseases. 

XmbibitioxL 

63*  Imbibition  is  the  penetration  of  a  liquid  into  a  solid 
body. 

Imbibition  is  an  effect  of  capillarity,  for  the  interatices 
between  the  molecules,  by  communicating  with  each  other, 
form  a  mass  of  capillary  tubes,  into  which  the  liquid  pene- 
trates by  virtue  of  the  capillaiy  forces.  Such  is  the  cause 
of  wood  and  earth  absorbing  water  and  other  liquids.  If  a 
damp  substance  be  placed  in  a  dry  and  porous  vessel,  it 


(  62.)  "W'hat  Is  AbflorpHon  ?    Fxnmples.    Carbon.    Spon«rv  plntinnm.    Vegetables. 
Animalfl.    (  63.)  T^at  is  Imbibition?  What  is  the  cause  of  imbiblUon  ?  Examples. 
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will  groTv  drier,  whereas,  if  placed  in  a  vessel  which  has  no 
attraction  for  water,  it  will  remain  moist. 

When  vegetable  and  animal  substances  imbibe  water,  they  gener- 
ally augment  in  volume.  This  fact  explains  many  phenomena  of 
daily  observation. 

If  a  large  sheet  of  paper  be  moistened,  it  increases  in  size,  and 
again  contracts  when  dried.  This  property  is  employed  by  draughts- 
men  to  stretch  paper  on  boards.  The  paper  is  moistened,  and  after 
being  allowed  to  expand,  ite  edges  are  glued  to  a  drawing-board ; 
on  drying  it  is  stretched,  forming  a  smooth  surface  for  drawing  upon. 
The  same  property  causes  the  papering  of  rooms  to  peel  off  the  walls 
when  exposed  to  moisture. 

When  a  w^orkman  would  bend  a  piece  of  wood,  he  dries  one  side 
and  moistens  the  other.  The  side  which  is  dried  contracts,  and  tho 
opposite  side  expands,  so  that  the  piece  is  curved.  It  is  the  imbibi- 
tion of  moisture  that  causes  the  wood- work  of  houses,  furniture.  &c., 
to  swell  and  shrink  with  atmospheric  changes,  and  which  necessi- 
tates their  being  painted  and  varnished.  Paints  and  varnishes,  by 
filling  the  pores,  prevent  imbibition. 

Imbibition  makes  ropes  swell  laterally,  and  thus,  by  increasing 
the  circumference  around  which  the  fibres  are  twisted,  the  ropes  aro 
shortened.  This  shortening  takes  place  with  a  force  that  may  bo 
employed  to  raise  heavy  weights.  On  the  same  principle  new  cloth 
shrinks  on  being  washed,  but  it  increases  in  thickness. 

It  is  related  that  Pope  Sixtus-Quintus,  on  the  occasion  of  raising 
an  obelisk,  which  he  had  caused  to  be  brought  from  Egypt,  issued 
an  order  that  no  one  of  the  crowd  should  utter  a  word  during  the 
operation,  on  pain  of  death.  As  the  operation  was  on  the  point  of 
completion,  the  ropes  stretched  under  the  immense  tension,  and  a 
fail  lire  was  threatened.  At  this  critical  juncture  the  architect 
Zapaglia  cried  out  from  the  crowd:  "Wet  the  ropes!"  It  was 
done,  and  the  obelisk  was  raised  to  its  pedestal. 


WMt  4s  the  sf€et  ofimbmUonf  On  paper T  AppUcation.  Effect  on  wood? 
Application.  What  is  the  effect  on  twisted  Jlbreet  On  ropee  t  On  new  cloth  t 
Belate  the  anecdote  of  Pope  BixTUS-QuiHnrs. 
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.  The  proEB  cotulHts  of  two  cylinders,  A  and  B,  of  nneqaal  diame- 
tsra.  Tn  llio  cylinJcr,  B,  is  a  Folid  piston,  C,  which  rises  as  the  wulcr 
is  forced  into  B,  and  thus  forcoa  up  a  iilatlonn,  K.  Tho  cyljiidcr.  ^, 
fonns  the  barrel  of  a  \mmp  by  iiteans  of  which  water  is  raised  from 
a  reservoir,  P,  and  forced  into  tho  cylinder,  B.  This  pump  is  worked 
by  a  lover,  O,  attached  to  a  solid  piaLoii,  a.  When  tbo  piston,  o,  is 
raised,  a  vacuum  is  forined  behind  it,  which  is  jiiled  by  water  from 


Fig.  19. 

fee  reservoir,  P,  whieh  enters  by  opening  the  ralvo,  S.  When 
piston  is  depressed,  the  valve,  S,  closes,  tho  valve,  m,  is  openci!.  i 
a  portion  of  tho  water  is  forced  tbrou5h  the  pipe,  d.  into  tiie  cylind 
B.  By  continuing  to  work  tho  piston,  a,  np  and  down,  oddilio 
quantities  of  water  ore  forced  into  the  largo  cylinder. 

Btterib*  ttt  prai  In  d^aO.    Ebptait  itt  acH»it. 
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In  coTueqiieDCQ  of  the  principle  of  egual  pressures^  tbe  force  applied 
(o  tha  piHtou,  a,  ia  tranEinitted  througli  tlio  tuba,  if,  and  is  finally 

exerted  upwards  EigBiiiBt  the  piston,  C,  its  clTcct  being  inulLiplied  by 
llic  iiiinibcr  d!  timas  that  Ibo  section  of  Iha  piriton,  C,  is  greater  lliaii 
that  of  Llie  pistojj,  a.  For  example;  if  tbo  Ecctioa  of  C  is  )  SO  times  a» 
great  as  tlial  of  a,  every  paund  of  prcssuro  on  the  latter  will  produce 
150  Iba.  of  pressure  on  the  former.  This  effect  ia  further  Aiultiplicd 
by  means  of  the  lever,  O.  The  pressure  exerted  upon  C,  forces  up  the 
platform;  K,  with  an  energy  that  may  be  utilized  in  compressing  any 
snbstaiicc  placed  between  it  and  the  lop  of  the  press,  M!^.  Thia 
opword  pressure  may  also  bo  used  for  raising  heavy  weights. 


Qy  larying  the  relative  dimensions  of  the  pnrU  of  the  maehine,  an 
inimense  power  may  be  exerted.  In  the  arta,  presses  of  this  kind  are 
constructed  capable  of  exerting  a  force  of  more  than  n  hundred 
.    thousand  pounds. 

The  hydraulic  press  i^  used  In  compressing  seeds  to  obtairuoils.  in 
packing  bay,  cotton,  and  other  coods  for  shipment,  in  pressing  books 
for  the  binder,  and  in  a  great  variety  of  other  operations.  The 
immense  tubnlar  bridg'^  over  the  Menai  Straits  was  raised  from  the 
loi-el  of  the  water  lo  Iho  top  of  the  piers  by  means  of  presses  of  this 

Sltutratt  Ut  pawtr  bf  mtmnipk.    WJiataf*ttiu—t 
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description.  The  hydraulii;  press  was  also^used  in  launching  tlie 
Great  Eastern;  the  heaviest  movable  structure  ever  constructed  by 
man. 

II.  —  fiQUlLIBBlUM     or    LIQUIDS. 

Oonditiomi  of  Squililarium. 

yy,  A  solid  body  is  in  equilibrium  when  its  centre  of 
gravity  is  supported,  because  the  particles  of  the  body  are 
held  together  by  cohesion.  In  liquids  the  particles  do  not 
cohere,  and  unless  restrained  they  would  How  away  and 
spread  out  indefinitely.  A  liquid  can  be  in  equilibrium  only 
when  restrained  by  a  vessel,  or  something  equivalent.  Fur- 
thennore,  each  particle  must  be  equally  pressed  in  all  direc- 
tions, which  requires  that  the  free  surface  should  be  level, 
that  is,  everywhere  perpendicular  to  the  force  of  gravity. 

In  saying  that  the  free  surface  must  be  level,  we  suppose  that  the 
liquid  is  acted  upon  only  by  the  force  of  gravity,  which  is  the  ordi- 
nary case.  If,  however,  .it  is  acted  upon  by  other  forces,  the  free 
surface  must,  at  every  point,  be  perpendicular  to  the  resultant  of  all 
the  forces  acting  at  that  point ;  for  if  it  were  not  so,  this  resultant 
might  be  resolved  into  two  comJ)onents,  one  perpendicular  to  the 
surface,  and  the  other  parallel  to  it.  The  former  would  be  resisted 
by  the  reaction  of  the  liquid,  and  the  latter,  being  uncompensated, 
would  produce  motion,  which  is  contrary  to  the  hypothesis  of 
equilibrium. 

Level  Surface. 

•78.  The  sui-face  of  a  liquid  is  level  when  it  is  every- 
where perpendicular  to  the  direction  of  gravity.  Small 
level  surfaces  coincide  sensibly  with  horizontal  planes. 
Large  level  surfaces  are  curved  so  m  to  conform  to  the 
general  form  of  the  earth's  surface.  That  the  surface  of  the 
ocean  is  fcurved  is  shown  by  the  phenomena  presented  by  a 

(  77.)  Explain  the  diflference  between  eqniUbriam  of  solids  and  llqnida.  When  is 
a  llqnid  in  eqallibrinm  ?  IToio  is  the  upper  surface  when  other  forces  than  gravity 
aett  Why  t  ( 78.)  What  is  a  leyel  strrfece  ?  Natitro  of  a  gmall  level  snrfaGe  f  Of 
a  larger  ono?    lUufltratOb 
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ship  sailing  firom  the  shore,  as  exhibited  in  Fig.  50.  As  tlia 
Teasel  sails  away,  we  first  lose  right  of  her  hull,  then  her 
lower  s^s  disappear,  then  her  higher  sails,  until  at  last  the 
entire  vessel  is  lost  to  view. 


Fig.  BOi 

In  deliDing  s  IgtbI  surface,  we  said  that  It  Is  ererTWhere  per* 
pendicular  to  the  direction  of  gravity  ;  mora  strictly  speaking,  it  il 
perpendicular  to  the  rcButtaiit  of  gravity  and  the  centrifugal  force  due 
to  tbe  earth's  rotation  on  its  axis.  Were  it  not  for  the  centrifugal 
force,  the  surface  of  the  ocean  would  be  perfectly  fpherical,  but  in 
consequence  of  ihat  force,  it  is  ellipsoidal;  tliat  is,  the  oceans  are 
elevated  about  the  equator  and  depressed  about  the  poles. 

The  general  level  of  the  ocean  is  called  the  true  Ittiel ;  a  borizoQ- 
tal  plane  at  any  point  is  called  the  apparent  level. 

BqtilUbriiiin  oTLIqidcU  bt  Oomawnilcatliig  Vwuels. 

79.  When  a  liquid  is  contained  in  vessels  which  com- 
ninnicate  with  each  other,  it  will  be  Id  eqnilibrium  if  its 

1  o/a  Ina  oirfaet.     What 
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upper  aurfooo  in  all  of  the  vessels  is  ia  the  same  borizoDtal 
plana. 

Tills  iirlnciplo  »  ilcmonslrated  by  means  of  Iho  appamtui  repro- 
s^iUcJ  ill  Fig  51  llui  apiiaraluA  consi'ts  of  a  t-}ateia  of  gtusH 
vessels  of  UilTucnt  sliapcs  ami  rapacUic,  all  ol  -nliicli  com m unlearn 
by  a  lube,  ac      If  any  araouiit  ol  «Jlcr  oi  oilier  liquid  bo  jKiurcd 


'     Fig.  61 

Into  ono  of  the  branches  and  alloived  to  como  to  rest,  it  will  bo  won 
tliat  its  upper  Earfacc  in  all  of  tlic  vo.isfIs  is  in  iho  fiamo  horizontal 
piano.  Tbo  reason  of  this  is,  obviously,  a  necessary  congequence  of 
tho  priai^iplo  of  equal  pressures. 


OaiB  of  Vessels  containing   Iilqnids  ot  different  DenaitiM. 

80.  When  liquids  of  different  densities  are  cont.iined  in 
communicating  vfsscls,  tliey  ivill  be  in  etjuilibrium  when  the 
heights  of  the  columns  are  inversely  as  tlieir  densities. 


Tills  principle  is  domonstratod  by  m 
Fi;.  5S.     Tlio  apparatus  consists  of  ti 


IS  of  an  appamlns  sbnivn  in 
gla^s  tnbcs.  A  and  B.  open 


E(iTrn.uiBiuu  OF  LiQtrtts.  '         8K 

nl  top,  and  eomniDaicatiiig  at  bottom  by  a  EmaDcr  tulie.  If  a 
quantity  of  inercui'y  b«  poured  inlo  one  of  Ibo  luWi,  it  will  como  to 
a  level  in  both  tubes,  accdrtliag  to  the  principle  explained  in  ilio 
prcccdiii3  ariido.  If  a  quantity  of  'waler  be  poured  into  the  iiibc  A, 
llic  level  of  the  meteiiry  in  that  tube  will  be  depressed,  vijiltl  it  will 
Vo  elevated  iu  Uio  tube  B.  Tbo  difturcDco  of  level,  dc,  can  bo 
dclcrinincd  by  the  graiuatcJ  scales  on  tlio  lubes.  It  will  bo  fouitd 
by  meosuremeut,  that  the  calumn  of  water,  ab,  h  13, G  times  na  hi^ 
ns  the  column  of  mereury,  dc.  -nhicli  It  suppo.-ts.  It  will  be  ^own 
Lcreafrer,  that  mercury  is  13.6  limea  aa  deiiso  ns  water:  jicnco  the 
principle  is  proved.    Other  liquids  may  bo  employed  with  similar 

ICfultS, 


Fit-ta 


SqnUibziinii  of  Heterc^eneoua  liquids. 

SI.     If  liqnids  of  different  densities,  but  which  do  not 
nii.\-,  be  poured  into  a  vessel,  they  -oill  arrango  theinsc'.vcs 

(SX.)  WbUantiwwDdlUsuoteqallttilamflf  bttns'aeciwlkiiiUtt 


in  the  order  of  theii"  densities,  tUe  heaviest  beiog  at  the 
bottom,  and  the  uppev  Hurlace  of 
each  inll  be  horizontal. 

This  is  shown  by  a  vial,  Fig.  53, 
eontiining  liquids  of  diSereut  deniitieB, 
u  mercury,  water,  and  oil.  If  the  vial 
Im  shaken,  Iho  liquids  appear  to  mis, 
but  if.  allowed  to  stand,  they  arraiigo 
tbemRelvcs  in  horizontal  layers,  the 
donsei^t  liquid  at  the  bottom. 

The  vial  in  the  figure  is  represented 
as  containing  four  liquids.  It  was 
formerly  called  tlia  vial  of  four  tit' 

It  is  in  accordance  with  this  princi- 
ple that  cream  rises  on  milk,  and  oil 
on  water.  The  principle  is  often 
employed  to  separate  liquids  of  dif- 
ferent density  by  the  process  of  decant-  Fig.  68. 


The  Water  Lev^ 

,  S3«  A  Water  Level  is  an  instrument  employed  for 
determining  the  difference  of  level  between  two  points.  It 
consists  of  a  horizontal  tube  of  tin,  2^  or  3  feet  in  length, 
into  the  extremities  of  which  two  glass  tubes  are  inserted 
perpendicular  to  it.  The  whole  rests  npon  a  three-legged 
support,  called  a  tripod,  as  shown  in  Fig.  S4,  A  quantity 
of  water  tinged  with  carmine  or  other  coloring  matter  is 
introduced  into  one  of  iho  glass  tubes,  which,  flowing 
through  the  horizontal  tube,  rises  to  the  same  level  in 
the  other.    A  visual  ray  directed  along  the  surfaces  of  the 
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water  in  the  two  glass  tubes  titII  be  a  horizontal  line,  or  a 
line  of  apparent  lead.  The  use  of  the  instrument  is  evident 
from  the  figure. 


The  BpMt  IiSTel. 

8S<  The  Spirit  Levbl  consists  of  a  tube  of  glass  nearly 
filled  with  alcohol,  and  closed  at  its  two  extremities.  The 
tube  is  slightly  curved,  and  when  placed  horizontally,  the 


bubble  of  air  which  it  cfwtaina  rises  to  the  middle  of  the 
npper  side  of  the  tube.     If  either  end  be  depressed,  the 

(8S.)  DeMrilM*EpliULeT<i.     How  moiuiUd t ; 
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bubble  runs  toTrai-da  tho  other  end.    When  used  it  is  ordi- 
narily mounted  in  a  noodcn  case. 

TliJB  form  or  hvd  is  niJcIi  used  by  m3soii!<,  carpcLitcm,  and  oLlier 
arlisaiis.  To  ^certain  whether  a  surface  is  level,  llio  iiist.rumciit  is 
laid  upon  it,  and  Ibc  iH^sitioii  of  tlio  bubblo  r.oticcd.  If  (Iio  bubble  is 
in  the  middle  of  tlio  tube,  the  riurfacc  is  level. 

Tliia  form  of  Icvc!  is  also  attttcheJ  to  inauy  kinds  of  Eurvcyiiig  ftiid 
astronomical  ii 


FlB.6ft 

Springs.  —  Foontaiiu.  —  Rivers. 

B4>  It  is  the  principle  of  equal  presaurea  that  causes 
water  to  rise  in  springs  and  fountains.  The  water  which 
feeds  them  ia  contained  in  natural  ou  artificial  resei-roirs 
higaer  than  the  spring  or  fountain.  These  reservoii-s  com- 
munrcatc  with  the  spnngs  or  fountains  by  natural  or  arti- 
ficial channels,  and  the   pressure   of  the  water  in  them 

WiaianOivtat    JfifUcatiota.    (84.) 'WJwtl(4eptlDBl    rotmUlaf 


APPLlCATiaKS.  •     89 

causes  that  in  the  spring  or  fountain  to  boil  up,  or  sometimes 
to  shoot  up  in  a  jet. 

Fig.  56  represents  a  fountain  called  a  jni  d'cau.  The  reservoir  is 
on  the  hill  to  the  left,  and  the  water  reaches  the  bottcm  of  the  basin 
by  a  pipe  represented  by  dotted  lines. 

Tlic  water  of  the  jet  tends  to  rise  to  the  level  of  that  in  the  reser- 
voir, and  would  do  so  were  it  not  for  the  resistance  of  the  air,  the 
friction  of  the  water  against  the  pipe,  and  tho  lesistanco  offered  by 
the  falling  particles,  all  of  which  combine  to  render  th^  jet  lower 
than  the  fountain-head. 

The  same  principle  determines  the  flow  of  streams  from  the  higher 
to  the  lower  grounds.  The  water  of  lakes,  seas,  and  oceans  is  con- 
tinually evaporating  to  form  vapors  and  clouds.  These  aro  condensed 
iu  the  form  of  rain,  and  the  particles  of  water,  urged  by  their  own- 
weight,  seek  a  lower  level.  The  rivulets  gather  to  form  brooks,  and 
these  unite  to  form  rivers,  by  which  the  water  is  once  more  returned 
to  the  oceans  and  lakes.  All  of  the  water  does  not  flow  back  to  the 
ocean  along  the  surface,  but  a  portion  percolates  through  the  porous 
soils  and  accumulates  in  cavities  to  feed  our  springs  and  wells. 


Artesian  Wells. 

85.  Aetestan  Wells  are  deep  wells,  fonned  by  bonng 
through  rocks  and  strata  of  various  kinds  of  earth  to  reach 
a  supply  of  water.  These  wells  are  named  from  the  province 
of -^tois,  in  France,  where  they  were  first  used. 

Fig.  57  illustrates  the  principle  of  these  wells.  JTis  the  natural 
i|urface  of  the  earth.  AB  and  CD  are  curved  strata  of  elay  or 
rock  which  do  not  allow  of  the  percolation  of  water.  KK  is  an 
intermediate  stratum  of  sand  or  gravel,  which  permits  water  to 
penetrate  it.  When  a  hole,  /,  is  bored  down  to  strike  the  water- 
bearing stratum,  KK.  the  pressure  of  the  water  in  the  stratum  forces 
it  up  in  a  jet.     The  well  of  Grenello,  in  Paris,  is  nearly  1800  feet 


J^pUiln  the  jet  cTean  f  What  oanneft  the  fimo  of  serertnn  t  How  are  they  fed  t 
(85.)  What  aro  Artesian  Wells?.  Explaith  tluir  action  t  How  deep  U  that  at 
Pai'U  f 
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,  Flg.K. 

dsep.  and  is  fed  by  water  coming  from  the  lulls  of  Chlimpagne,  which 
are  much  liigher  tlian  Faria.    The  supply  of  water  from  thia  well  is 
immense.         ■ 
Many  Artesian  wclU  have  been  sunk  in  our  own  country. 


Prinolplo  of  ArohimodM. 

86.    If  a  body  ia  submerged  ia  a  fluid, 
in  all  dii-ections,  but  not  equally. 

To  illustrate,  sappose  a  cube 
immerBed  in  water,  as  shown  m 
Fig.  98.  The  lateral  faces,  a  and 
b,  will  be  equally   pressed  and  in 

opposite  directions.  The  same  will 
be  trne  for  the  other  lateral  faces. 
Hanco,  tha  horizontal  pressures  will 
exactly  neatralize  each  other.  The 
upper  and  lower  faces,  e  and  d,  will 
be  utifqually  pressed,  and  in  oppo- 
site directions.     The  face,  c,  will 


H  prenecl  »qnall;  in  kU  dlncUonat 
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be  pressed  upwards  by  a  force  equal  to  the  weight  of  a  eolamn  of 
the  liqaid  whose  cross-section  is  that  of  the  cube,  and  whose  height 
is  the  distance  of  c  from  the  surface  of  the  fluid.  The  face,  d,  will 
be  pressed  downwards  by  the  weight  of  a  column  of  the  liquid, 
having  the  same  cross- section  as  the  cube,  and  a  height  equal  to 
the  distance  of  d  from  the  surface  of  the  liquid ;  the  resultant  of 
these  two  pressures  is  an  upward  force,  equivalent  to  the  weight  of 
a  volume  of  the  liquid  equal  to  that  of  the  cube.  This  upward 
pressure  is  the  buoyant  effort  of  the  fluid. 

The  principle  just  explsuned  is  called  the  Principle  of 
Archimedes.  It  may  be  expressed  by  saying  that,  a  sulh 
merged  body  loses  a  portion  of  its  weight  equal  to  t/iat  of 
the  fluid  displaced  by  it, 

^  H3rdro8tatio  Balance. 

87.  A  Hydbostatic  Balance  is  a  balance  baring  a 
book  attached  to  the  lower  &ce  of  each  scale  pan,  and  so 
constructed  that  the  beam  may  be  raised  or  lowered  at 
pleasure. 

Fig.  59  represents  a  hydrostatic  balance.  The  cylinder,  c,  is  solid, 
and  fitted  to  slide  up  and  down  in  the  hollow  cylinder,  d.  Tha 
cylinder,  c,  may  be  confined  in  any  position  by  means  of  a  damp 
screw,  n. 

Cylinder  and  Backet  Bxperimelit. 

88.  The  principle  of  ARcemEDES  may  be  illustrated  by 
what  is  called  the  Cylinder  and  Bucket  Mcperimmt^  as 
shown  in  Fig.  69.  A  hollow  cylinder  or  bucket,  ^,  of 
brass,  is  attached  to  the  hook  of  one  of  the  scale  pans,  and 
fi'om  it  is  suspended  a  solid  cylinder  of  brass,  just  larore 
enough  to  fill  the  bucket,  and  the  two  are  balanced  by 
weights  placed  in  the  opposite  scale  pan.     A  glass  vessel 


Eminciate  tlie  principle  of  Archtxtobs.    (  87-)  What  is  a  Hydrostatio  Balanoet 
Explain  ita  ccrutrucUon.    (  88.)  Explain  the  Cylinder  and  Baoket  Experiment 
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having  been  placed  beneath  the  cyliniTer,  Tratcr  is  gradually 

poiiicd  into  it,  uiiiil  the  cylinder  is  immeissd.     The  cppc 
Bite  scale  pan  will  descend,  showing  that  the  cylinder  ia 


buoyed  up  by  some  fi>rcp.  If  we  now  fill  the  bucket,  6, 
with  water,  the  equilibrium  will  be  restoied,  and  the  beam 
will  come  to  a  level.  Becanse  the  water  poured  into  the 
bucket  is  equal  to  that  displaced  by  the  cylinder,  \ie  infer 
ihnt  the  buoyant  effort  is  exactly  equal* to  the  weight  of 
the  displaced  fluid. 

TliP.  priiiciplB  of  AncHiMBURa  in  fo  palled,  becnuso  it  xme  firft 
dii^mvprorl  by  tl.ft  ilhislriouR  fjliilowiptier  of  lliftt  name.  Ho  wns  led 
to  llio  iliseorory  in  an  flttcmp*.  lo  detect  a  fraud,  perpetrated  upon 

Viii  U  tht  pHitetpU  n/AurniHuiu  te  eattid  t 
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HiERO  of  Syracuse,  by  a  goldsmith,  whom  he  had  employed  to  make 
a  goldeu  crown.  The  artisan  mixed  a  portioa  of  silver  with  the 
£rold  that  was  giveu  him  for  making  the  crowii,  but  by  means  of  the 
principle  above  explained,  Archimedes  M'as  able  to  determine  the 
f^^act  amount  of  each  material  employed. 


Floating  Bodies.— Frinoiples  of  Flotatioii. 

89.  When  a  body  is  plunged  into  a  liquid,  it  is  urged 
downward  by  its  proper  weight,  and  upward  by  the  buoyant 
cfTort  of  the  liquid,  and,  according  to  the  relative  intensities 
of  these  two  forces,  three  case's  may  arise : 

1.  If  the  density  of  the  immersed  body  is  the  same  as 
that  of  the  liquid,  its  weight  will  be  equal  to  the  buoyant 
elfjrt  of  the  liquid,  and  it  will  remain  in  equilibrium  wher- 
ever it  may  bo  placed.  This  is  practically ^thc  case  with 
fishes.  Tiioy  maintain  themselves  in  any  position  in  Avliich 
they  may  happen  to  be,  without  effort. 

2.  If  the  density  of  the  body  is  greater  than  that  of  the 
liquid,  its  weight  will  be  greater  than  the  buoyant  effort, 
and  the  body  will  sink  to  the  bottom.  This  is  what  hap* 
pens  when  a  stone  or  piece  of  iron  is  thrown  into  water. 

3.  If  the  density  of  the  body  is  less  than  that  of  the  liquid, 
its  weight  will  be  less  than  the  buoyant  effort,  and  the  body 
will  rise  to  the  surface.  The  body  will  continue  to -rise 
until  the  weight  of  the  displaced  liquid  equals  that  of  the 
body,  when  it  will  come  to  rest.  It  is  then  said  to  float. 
Thus,  a  piece* of  wood  floats  upon  water,  and  in  like  manner 
a  piece  of  iron  floats  upon  mercury. 

When  a  floating  body  comes  to  rest  on  a  liquid,  the 
plane  of  the  upper  surface  of  the  liquid  is  called  the  Plane 
of  Flotation. 

Explain  ih%  mtXkod  ofiU  discovery.    ( 89.)  When  a  body  is  plonked  Into  a  llqnld, 
what  tbree  cases  may  arise?     Explain  the  first  case.    The  SMond cum.    Tlw  third 
What  is  the  Plane  of  FlotatSoar 
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It  Mmetimes  happens  that  a  body  which  ia  more  dense  than  » 
liquid  floatB  upon  it.  Thus,  a  porcelain  saucer  floats  upon  water. 
This  arises  from  its  form  being  such,  that  it  displaces  its  own  weight 
of  TCal«r,  whei)  onl^  partially  immersed.  For  the  Esmc  reason  iron 
ships  float  freely  on  the  ocean. 

DliutiatloR  of  the  ndnoiplei  cf  Flotation. 

90>  The  principles  of  flotation  may  be  illustrated  by  an  inKtru- 
nient  sfaown  in  Fig.  60,  which  under  vanous  ionoi  is  sold  in  the 
•bops  aa  a  child's  toy. 

in  the  form  shown,  it  conusts  of 
a  high  and  narrow  glass  vessel,  sur- 
mounted by  a  brass  cylinder,  A,  in 
which  is  an  air-tight  piston  that 
may  be  raised  or  depressed  by  ths 
hand.  The  vessel  is  partia.lly  filled 
with  water,  and  contains  a  light 
body,  as  a  fish,  hollow  and  of  porce- 
lain or  glass.  The  Gsh  is  attached  to 
a  sphere  of  glass,  m,  filled  with  air, 
and  with  &  small  hole,  o,  at  its 
lower  side,  through  which  water 
can  flow  in  or  out,  as  the  pressurs 
is  increased  or  diminished. 

Under  ordinary  circumstances  the 
■pbere,  m,  with  its  attached  fish, 
floats  at  the  surface  of  the  water. 
If  the  piston  is  depressed,  the  air 
beneath  it  is  ifompressed,  and  acting 
upon  the  water  forces  a  portion  of 
it  into  the  globe.  The  apparatus 
then  becomes  mora  dense  than  the  ^ 

water,  and  sinks.     By  relieving  the 

pressure,  the  air  in  the  globe  expands  and  drives  the  water  out, 
when  it  again  floats  on  the  surface.    The  operation  may  bs  repeated 
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Swimming  BUddcr  of  FiiliM. 

91.  In  many  flahes  there  is  a  blacldei-  filled  with  air, 
situated  dii'ectly  under  the  backbone.  This  is  called  the 
Sieimming  Jiladder. 

When  the  fiah  iriBhoB  to  descend,  it  comprFFsee  this  bladder  by  a 
muscular  effort,  and  thea,  as  Uia  quantity  of  water  diaplaoed  is  Ic^s 
than  before,  tbe  weJEbt  of  the  fish  prevails  over  the  buoyant  efort, 
and  the  fish  sinks.  On  relaxing  the  effort,  the  bladder  expandi,  the 
buoyant  efibrt  of  the  water  prevails  over  the  weight  of  the  flih,  and 


8wimmiit|f* 

99.  The  human  body  is  lighter  than  water,  especially  than  the 
salt  water  of  the  ocean,  and  tends  naturally  to  float  when  inimereed. 
The  only  renson  why  men  do  not  swim  naturally,  is  the  difficulty 
of  keeping  the  head  out  of  water;  bo  as  to  be  able  to  breathe.  The 
head  is  the  heaviest  part  of  the  body,  and  tends  continually  to  sink 
into  the  water. 

Many  quadrupeds  swim  naturally,  because  the  head  is  small  in 
proportion  to  the  body,  and  is  so  placed  upon  the  trnnk,  that  it  is 
easy  to  keep  it  above  the  surface. 

The  safest  position  for  a  person  in  the  water,  who  does  not  know 

(91.)  WluEIiCheBTlniinlDgBliddariif  allAT 
What  t*  Itt*  ta/ta  potUivn  iit  O*  vatvrt 
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how  to  s1^'im,  is  upon  the  back.  The  tendency  to  raise  the  arms  out 
of  the  water  should  be  resisted,  as  this  diminishei^  the  buoyant  effort 
of  the  fluid  without  diniiuishiiig  the  weight. 

In  learning  to  swim,  it  is  often  the  custom  to  place  bladders  filled 
with  air,  or  blocks  of  cork,  under  the  arms,  as  shown  in  Fig.  61. 
These  act  to  increase  the  buoyant  cfibrt  of  the  fluid,  without  sen- 
sibly increasing  the  weight.  It  is  on  this  principle  that  life- 
preservers  are  constructed. 

Many  kinds  of  birds,  as  ducks,  geese,  swans,  and  the  like,  swim 
naturally  and  without  effort.  They  owe  this  faculty  to  a  thick 
layer  of  down  and  feathers  which  are  very  light  and  impermeable 
by  water.  They,  therefore,  displace  a  largo  volume  of  water  in 
proportion  to  their  weight,  giving  rise  to  a  strong  buoyant  effort. 


T, — SPKCIS'IC     GRAVITY     OP     BODIES^ 

\ 

Definition  of  Specific  Gravity. 

93.  The  Specific  Gravity  of  a  body  is  its  relative 
weight;  that  is,  it  is  the  number  of  times  the  body  is 
heavier  than  an  equivalent  volume  of  some  other  body 
taken  as  a  standard. 

It  is  a  matter  of  daily  observation,  that  some  substances  are 
heavier  than  others  under  the  same  volume.  Thus,  gold  is  heavier 
than  silver,  lead  than  iron,  stones  than  wood,  and  so  on.  In  order 
to  compare  the  relative  weights  of  different  bodies,  all  arc  referred 
to  a  common  standard. 

Distilled  water  is  generally  adopted  as  a  standard,  and  because 
water  varies  in  density  at  different  temperatures,  it  is  usual  to  take 
it  at  the  temperature  of  390.2  Fahrenheit,  water  being  most  denf^e 
at  that  temperature. 

In  order  to  find  the  specific  gravity  of  any  body,  all  that 
we  have  to  do  is,  to  find  how  many  times  heavier  any 

What  is  the  principle  of  the  life-preaemer  t  Why  do  some  Mrds  noim  natur- 
aUy  t  (93.)  What  la  Speciflc  Gravity  ?  lUustraie,  What  is  taken  as  a  standard  f 
At  iJoJuit  tmnperaiur^t  Why  f  What  is  the  process  of  finding  the  spedfie  gravity 
of  abody? 
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given  volume  of  the  body  is,  than  an  equivalent  volume 
of  distilled  water  at,  39°.2  F,  This  is  the  method  of  fixing 
the  specific  gravity  of  solids  and  liquids ;  we  shall  see  here- 
after how  it  is  possible  to  fix  the  specific  gravity  of  gases 
and  vapors. 


Bpodfio  Onvity  of  BoUds. 
94,.  The  following  are  some  of  the  methods  of  determin- 
ing the  specific  gravities  of  solids: 

1.  By  the  Hydrostatic  Balance. — Place  the  boclyin  one 

of  the  scale  pans  and  balance  it  by  known  weights  in  the 

,  other  pan.    These  will  give  the  weight  of  the  body  in  lur. 

ilbod  or  findiDE  tli<  ipMlflc  gnvltr  of  a  ioHd  br 
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Next  suspend  the  body  in  a  vessel  of  distilled  water  oy 
means  of  a  thread  or  ^vire  attached  to  one  of  the  scale  pans, 
as  shown  in  Fig.  62,  and  balance  it  by  weigHts  placed  in  the 
other  pan.  On  account  of  the  buoyant  effort  of  the  water, 
the  weight  of  the  body  in  water  will  be  less  than  jthat  in  air. 
Subtract  the  weight  of  the  body  in  water  from  that  in  air, 
nnd  the  difference  will  be  the  weight  of  the  displaced  water, 
that  is,  the  weight  of  a  volume  of  water  equal  to  that  of  the 
body.  Having  found  the  weight  of  the  body  in  air,  and 
the  weight  of  an  equivalent  vollime  of  water,  divide  the 
former  by  the  latter,  and  the  result  will  be  the  specific 
gravity  required. 

2.  By  Nicholson'* s  Hydrometer^— "Eicnon&o^^^  Hydromk- 
TEK  consists  of  a  hollow  cylinder  of  glass,  as  shown  in  Fig.  03, 
weighted  at  the  bottom  by  a  heavy  body,  d^  to  make  it  float 
erect,  and  terminating  above  by  a  thin  stem,  c,  which  sup- 
ports a  scale  pan,  «.  The  instrument  is  so  constructed  that 
%vhen  a  given  weight,  say  500  gi'ains,  is  placed  in  the  pan, 
it  will  sink  in  distilled  water  to  a  notch,  c,  on  the  stem. 

The  method  of  determining  the  specific  gravity  by  means 
of  this  instrument  is  shown  in  Figs.  64  and  65.  Suppose 
it  were  required  to  determine  the  specific  gravity  of  a  small 
bar  of  iron  weighing  less  than  500  grains. 

The  bar  is  placed  in  the  pan  and  weights  added  till  it 
sinks  to  the  notch  in  the  stem  as  shown  in  Fig.  64.  These 
weights,  subtracted  from  500  grains,  give  the  weight  of  the 
bar  in  air.  Next  plaee  the  bar  in  the  cup,  cf,  as  shown  in 
Fig.  65,  and  add  weights  enough  to  make  the  instrument 
sink  again  to  the  notch  in  the  stem.  The  last  weights 
will  denote  the  buoyant  effort  of  the  fluid,  or  the  weight  of 
the  water  displaced  by  the  bar. .  Divide  the  weight  of  the 
bar  in  air  by  the  weight  of  the  displaced  water,  and  the 
result  will  be  the  specific  gravity  sought. 

What  is  NichoIson^s  Hydrometer  ?    How  used  for  detcrminlDg  the  specific  graTity 
of  a  Bolid  ? 
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'  3.  By  a  fiask. — ^Tbis  method  is  used  when  a  body  exists 
in  a  state  of  powder,  or  ia  fine  particles  like  sand.  A  small 
flask,  whose  exact  weight  is  luiown,  is  first  filled  with  the 
powder  and  the  whole  carefiiHy  weighed,  "Hie  entire  weight, 
diminished  by  that  of  the  fiaak,  is  the  weight  of  the  bodjr. 


Fig.  ea  F1&  44,  Kg.  «a 

The  flask  ia  then  filled  with  water  and  weighed.  This 
weight,  diminished  by  that  of  the  flask,  is  the  weight  of  an 
equivalent  volume  of  water.  Divide  the  weight  of  the  body 
by  that  of  its  equivaleut  volume  of  water,  and  the  resnlt  will 
be  the  specific  gravity  required. 

Spooifio   Cbttvity  of  Liqnlds. 

03.    The  following  are  some  of  the  principal  methods  of 
diitcrniiuing  the  specific  gravities  of  liquids: 

1.  Sy  t^e  HydrostfUic  Balance. — Select  a  heavy  body 
which  is  not  soluble  either  in  water  or  in  the  liquid  whose 

.    (9S>)  How  Is  tha  BpMiao  grsrit;  of  > 
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specific  gravity  is  to  be  determined,  as,  for  example,  a  ball 
of  platinum.  Weigh  this  body  first  in  Mr,  then  in  water, 
and  finally  in  the  liquid  in  question.  Subtract  the  second 
and  third  weights  from  the  first  separately;  the  results 
obttuned  will  be  respectively  the  weights  of  a  volume  of 
water,  and  of  the  liquid,  equal  to  that  of  the  platinum  ball. 
Divide  the  latter  by  the  former,  and  the  quotient  will  be  the 
spedfic  gravity  required. 


2.  By  FaJvrenheiPa  Hydrometer. — Fahkekheit's  Hydeo- 
uirrER  consists  of  a  glass  cylinder  ball.istcd  at  the  bottom  by 
a  small  globe  filled  n^ith  mercury,  and  provided  at  top  ^vith 
a  stem  and  scale  pan  as  shown  in  Fig.  66.  Its  weight  is 
carefully  determined. 

To  use  the  hydrometer,  it  is  first  plunged  into  distilled 
■w-iter,  and  weights  placed  in  the  scale  pan  till  it  sinks  to  the 

■a  \»  W  nud  to  Hod  On  iqwolBc  gn*ltf 
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notch  filed  on  the  stem.  These  weights,  increased  by  that 
of  the  uistroment,  will  give  the  weight  of  the  displaced  water. 
The  instrument  is  next  planged  into  the  liquid  in  question, 
and  weights  are  placed  in  the  pan  till  the  instrument  again 
sinks  to  the  notch.  These  weights,  added  to  thaf  of  the 
instrument,  give  the  weight  of  the  displaced  liquid.  Now 
the  volumes  displaced  are  the  same  in  both  cases,  each  being 
that  of  the  submerged  instrument ;  hence,  if  we  divide  the 
weight  of  the  displaced  liquid  by  that  of  the  displaced  water, 
the  quotient  will  be  the  specific  gravity  required. 

3.  By  the  flask. — ^A  flask  is  constructed  so  as  to  hold  a 
given  weight  of  distilled  water,*  say  1000  grains.  This  flask 
is  first  weighed  when  empty,  and  then  when  filled  with  the 
liquid  in  question.  The  difierence  of  these  results  is  the 
weight  of  the  liquid,  and  this,*  divided  by  1000  grains,  will 
be  the  specific  gravity  requu'ed. 

The  specific  gravities  of  some  of  the  most  important  substances  are 
given  in  the  following  table : 

TABLE, 

SHOWING   THS   SPECIFIC    ORAVITin    OV   80LID8   AHD    LIQUIDS. 


Platinum 22.07 

Gold 19.34 

Lead 11.35 

Silver 10.47 

Iron 7.79 

Zinc 7.00 

Diamond 3.53 

White  Marble 2.84 

Glass 2.49 

Ivory 1.92 


Mercury    13.60 

Sulphuric  Acid 1.84 

Milk 1.03 

Sea  Water 1.03 

Distilled  Water 1 .00 

Bordeaux  Wine 0.99 

OliveOil 0.91 

SpiriU  of  Turpentine  . .  0.87 

Absolute  Alcohol 0.79 

Ordinary  Ether   0.71 


It  will  be  seen  that  platinum  is  the   heaviest  solid,  and  that 
mercury  is  the  heaviest  liquid. 


How  to  the  spedfic  frravity  of  a  liquid  determinod  by  mwrns  of  a  flask  ?     Which  U 
the  heamUti  tolid  t   Liquid  t 
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A  knowledge  of  the  specific  gravities  of  bodies  is  of  frequent 
application.  In  mineralogy  it  aids  in  determining  mineral  species. 
The  jeweller  determines  by  its  aid  the  precious  stones.  It  enables 
us  to  find  the  weight  of  a  body  when  we  know  its  volume.  Thus,  a 
cubic  foot  of  iron  weighs  11.35  times  as  much  as  a  cubic  foot  of 
water ;  but  a  cubic  foot  of  water  weighs  1000  ounces,  hence  a  cubic 
foot  of  iron  weighs  11,350  ounces,  or  about  709  lbs. 


Beaume's  Aroonidter* 

96.  Beaume's  Areometer  consists  of  a  bulb  of  glass, 
ballasted  at  bottom  by  a  second  bulb  containing  raercuiy, 
and  terminating  at  top  in  a  cylinder  of  uniform  diameter,  as 
shown  in  Fig.  67. 

When  plunged  into  liquids,  it 
sinks  till  the  weight  of  the  dis- 
placed fluid  equals  that  of  the 
areometer.  In  light  fluids  it  there- 
fore sinks  deeper  than  in  heavy 
ones. 

The  plan  of  graduating  Be  Ainri's 
areometer  is  as  follows.  It  is  bal- 
lasted so  that  in  distilled  water 
it  will  sink  to  the  point  a,  on  the 
stem,  which  is  marked  0.  A  mix- 
ture of  salt  and  pure  water  is  then 
formed,  in  the  proportion  of  15  of 
the  former  to  85  of  the  latter,  into 
which  the  instrument  is  plunged. 
The  upper  surface   then  cuts  the 

stem  at  some  point,  c,  which  is  marked  15.  The  interme- 
diate space  between  a  and  c,  is  divided  into  15  equal  parts, 
and  the  division  is  continued  downwards  on  the  stem.  The 
divisions  and  numbers  are  on  a  slip  of  paper  in  the  interior 
of  the  stem. 


Fig.  er. 


W\at  are  aams  o/tk^  applications  of  the  spsci^c  gravity  qf  bodies  f  ( 96  •)  ■Des- 
cribe Beaum^**  Areometer  T    How  is  it  gradaated? 


SPECIFIC  GEAVITY.  ]03 

Tbe  use  of  the  instrument  thus  graduated  h  to  aacertaia 
the  amount  of  salt  in  any  solution  of  salt  in  water.  It  is 
plunged  into  the  eolation  in  question,  and  the  number  to 
whicb  it  sinks,  denotes  the  per-cectage  of  salt  in  the  solu- 
tion. 

Inslrumeiils  constructed  on  this  principle  have  been  devised  for 
determining  the  strenglh  of  other  M>lutiaDE,  -whether  of  acids  or 
falls'.  Also  for  determining  tbe  strength  of  saccharine  sduttonB  aod 
the  like. 

The  Alooholomstsr. 

fl7.  The  ALConoi-oum-ER  is  similar  in  its  constniction  to 
the  areometer  just  described.  It  is  graduated  so  as  to  show 
the  percentage  of  alcohol  iMi'any  mixture  of  alcohol  ond 
water. 

The  instrument  U  first  ballasted  so 
that  when  plunged  in  pure  water  it  wilt 
float  with  nearly  all  of  its  stem  above 
the  water.  The  line  of  flotation  is 
marked  0.  Mixtures  are  then  formed, 
containing;  I,  2,  3,  &c.,  per  cent,  of  pure 
alcohol  and  water,  and  the  instrument 
is  plunged  into  them  in  succession^  The 
lines  of  flotation  are  marked  1,  2,  3,  Ac, 
as  in  the  instrument  previously.  In  this 
case  tlie  numbei-s  run  upwards.  It  is 
necessary  to  giaduate  it  throughout  by 
trial,  as  the  divisions  ai-e  not  uniform. 

To  use  the  instrument,  it  is  plunged 
into  the  solution  of  alcohol  in  water  to  be  tested,  and  tho 
per-centage  is  read  off  on  the  paper  scale  within  the  tube,  or 
else  the  scale  is  scratched  upon  the  stem  with  a  diamond. 
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The  Ijaotometer. 

99.    The  Lactometer  is  entirely  analagous  in  principle 
to  BEAUMii's  areometer,  and  is  used  to  determine  the  purity 
of  milk.  The  instrument,  and 
the  method  of  using  it,  are 
shown  in  Fig.  69. 

It  is  graduated  by  trial, 
using  mixtures  of  milk  and 
water.  In  the  first  trial  pure 
water  is  used,  then'"  mixtures 
containing  10,  20,  30,  40,  i&c, 
per  cent,  of  milk.    The  scale  ^'^*  ^• 

is  therefore  divided  into  10  parts,  between  pute  water  and 
pure  milk. 


(  08 •)  What  is  a  Lactometer  I    How  graduated  and  need? 


CHAPTER    m. 

KEOHANIOS      OF      GABE8      AND      VAPORS. 

I. — THE    ATMOBPHEjy. 

Qoneral  Properties  of  Gases  and  Vapors. 

99.  Gase3  and  Vapors  have  been  defined  to  be  highly 
compressible  fluids. 

The  distinction  between  a  gas  and  a  vapor,  is  not  very  clear. 
When  a  body  in  a  gaseous  form  can,  by  moderate  pressure,  be  re- 
duced to  a  liquid  form,  it  is  usually  called  a  vapor.  For  most  of 
the  purposes  of  Physics  the  distinction  is  uuimportant. 

Besides  the  property  of  compressibility,  or  rather  as  a 
consequence  of  it,  gases  and  vapors  continually  tend  to 
expand  so  as  to  occupy  a  greater  space.  Th#  force  which 
they  exert  in  this  way,  is  called  their  Tefision^  or  their 
Mastic  Force. 

Thirty-four  gases  are  known,  thirty  of  which  are  compound,  and 
four  are  simple.  The  four  simple  gases  are,  oxygen^  hydrogen^  nu 
trogen,  and  chlorine.  Most  of  the  gases  are  colorless,  but  some  are 
not  so. 

Of  the  thirty-four  gases,  all  but  five  have  been  liquefied  by  pres- 
sure, and  the  application  of  cold.  The  five  that  have  thus  far  re- 
sisted are,  oxygen,  hydrogen,  nitrogen,  deutoxyde  of  nitrogen,  and 
carbonic  oxyde. 


(09.)  Wliat  are  Oiises  and  Vapors  t  What  is  the  diference  litween  themf 
What  is  meant  by  Tension  t  ffoto  many  known  gaeet  are  there  t.  Which  ar^ 
Hmple t    WMoh  haife  not  been  Uqwi/ied  f 

5* 
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Defoxiption  of  the  Atmosphere. 

100*  The  air  we  breathe  is  a  mixture  of  oxygen  and 
nitrogen^  with  a  slight  quantity  of  carbonic  acidy  watery 
vapor^  and  some  accidental  impurities.  The  oxygen  and 
nitrogen  are  mixed  in  the  proportion  of  21  to  70. 

The  oxygen  of  the  air  sapports  life  and  combustion ;  without  it, 
neither  could  long  exist.  The  nitrogen  serves  to  dilute  it.  Were 
the  air  composed  entirely  of  oxygen,  bodies  would  burn  with  too 
much  rapidity,  even  nmny  of  the  metals  would  be  consumed.  Ani- 
mal life,  too,  would  soon  be  exhausted  by  overaction  in  such  an 
atmosphere. .. 

The  atmosphere  is  transparent,  without  odor,  and  color- 
less^ except  when  seen  in  masses.  In  masses,  it  assumes  a 
blue  tint,  and  it  is  this  which  causes  the  sky  to  take  a  blue 
color. 

Without  an  atmosphere,  the  celestial  vault  would  appear  perfectly 
black;  in  ascending  high  mountains,  the  sky  gradually  loses  its 
blueness,  and  approaches  a  hue  of  black;  this  is  because  the  mass 
of  air  above  the  observer  rapidly  diminishes  as  we  ascend. 

The  air,  by  virtue  of  its  elasticity,  serves  as  a  medium 
for.the  tran^faiission  of  sound ;  it  also  sei'ves  ad  a  means  of 
transporting  the  vapors  of  oceans  ^nd  lakes  to  fsill  upon  the 
land  in  the  form  of  rain,  snow,  and  the  like. 

ZhcpansiTe  Force  of  Air. 

101«  Air,  like  simple  gases,  always  tends  to  assume  a 
greater  volume. 

-  To  show  this  property,  take  a  bladder  fitted  with  a  stop-cock,  as 
shown  in  Fig.  70.  Having  moistened  the  bladder  to  make  it  more 
Aezible,  open  the  cock,  squeeze  out  most  of  the  air,  and  then  close  it. 

,  ( 100.)  Describe  the  compoBition  of  the  atmosphere.  What  is  ths  tM«  qf  the 
fiosygen  t  O/the  nitrogen,?  What  ia  the  color  of  air  ?  What  ^ect  hat  the  air  on 
celestial  appearances  t  Mention  some  of  the  uses  of  the  atmoephcxv.  ( 1  Ol .)  Sow 
is  the  eoapdnsi^e  force  qf  air  shotonf 


Place  the  nearly  empty  blnddfr  nnder  Uie  receiver  of  on  air-pump, 
and  eihaust  the  air.  As  Iho  air  becomes  rarer  in  (he  receiver,  the 
bladder  will  he  eeea  to  expand,  showing  that  the  air  within  it  is 
Bipansible.  lu  Uie  same  way,  it  may  be  shown  that  any  gas  is 
expansible. 


Wel£3it  ^  Atr. 

102.    Air,  like  otber  bodies,  has  -weight. 

To  show  this,  talto  a  hollow  globe  of  glass,  filled  with  a  Ftop-eocfc, 
as  shown  inFis.  71.  Having  attached  it  to  one  scale  pan  of  a  delU 
eate  balance,  counterpoise  it  by  weights  placed  in  the  other.  Then 
by  means  of  the  air-pump  exhaust  the  air  from  the  globe ;  the  oppo- 
site  scale  pan  will  descend,  and  some  weights  will  have  to  bo  added 

llOi.)  Hixo  it  UHioan  Oat  atr  katvieiiiU. 
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to  the  first  scale  pan  to  restore  the  equilibrium.  The  weights  added 
will  iiidicate  the  weight  of  the  exhausted  air. 

Oonq>08ltion  of  the  A^anosphere. 

108,  It  has  been  stated  that  our  atmosphere  is  com- 
posed principally  of  oxygen  and  nitrogen,  with  small  quanti- 
ties of  carbonic  acid  and  watery  vjqjor. 

The  amount  of  watery  vapor  depends  upon  the  place,  the 
season,  the  temperature,  and  the  direction  of  the  wind ; 
under  all  circumstances  it  forms  but  a  small  per-oentage  of 
the  entire  atmosphere. 

*  The  carbonic  acid  in  the  atmosphere  arises  in  a  great 
measure  from  respiration  and  combustion.  A  continual 
supply  of  this  gas  is  afforded  by  volcanoes.  On  the  other 
hand,  it  is  being  continually  taken  up  in  the  process  of  vege- 
tation. Plants  continually  absorb  it,  appropriating  the  car- 
bon, and  giving  off  the  oxygen  which  it  contains.  Another 
cause  of  diminution  in  the  amount  of  carbonic  acid  in  the 
mr,  is  absorption  by  the  water  of  our  streams.  Water  ab- 
sorbs large  quantities  of  it,  which  thus  becomes  the  means 
of  dissolving  earthy  matters,  and  eventually  of  causing  cal- 
careous deposits. 

It  is  the  result  of  observation,  that  the  si\pply  and  loss 
are  very  nearly  balanced,  so  that  the  per-centage  of  carbonic 
acid  in  the  atmosphere  remains  nearly  constant.  It  amounts 
to  about  a  thousandth  part  of  the  entire  atmosphere. 

Atiiiosl>hnio  Pressure. 

1041.  Tlie  atmosphere,  by  virtue  of  its  weight,  exerts  a 
force  of  pressure  upon  the  surface  of  the  earth  as  well  as 
upon  every  object  wdth  which  it  is  in  contact.  This  force 
is  called  the  AtmospJieric  Pressure, 

(103)  Upon  what  ciroamstanoes  does  the  watery  vapor  in  the  afr  depend? 
Whence  is  carbonic  acid  supplied  ?    What  becomes  of  the  excess  of  carbonic  acid  ? 
How  do  the  supply  and  loss  compare?    What  \a  the  amoont  in  the  atinosj^re? 
104.)  What  is  the  Atmosphorio  Preasiire  ? 
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Plus  preasore  decreases  as  we  ascend  into  the  atmos- 
phere. 

If -we  kuppose  the  atmosphere  to  be  divided  into  Iiyen  parallel  to 
the  surface  of  thQ,e&rth,  it  i«  eTident  that  each  layer  is  pressed  down 
by  the  weight  of  all  above  it.  Hence,  the  higher  layers  are  leu 
oompreesed  than  those  below  Ibem.  Being  less  compresiBd,  they 
expand,  or  become  rarefied.  The  existence  of  atmospheric  preflaura 
may  be  shown  b;  a  variety  of  expeiimeuts,  tome  of  which  will  be 
explained  below. 


ns.n. 

Bunting  a  Membmie. 

lOS.    A  gliuis  cylinder,  open  at  both  ends,  has  ita  upper  end 

covered  by  a  atretohed  membrane,  such   as  is  used  by  gold-beaten, 

How  doei  It  TB7  u  if«  UMnd  I     Bovi  tAoan  that  Hit  air  btMnui  rartr  in 
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and  its  lower  end  is  ground  so  as  to  fit  the  plate  of  an  air-pump,  as 
shown  in  Fig.  72. 

In  its  natural  condition,  the  membrane  is  pressed  down  by  the 
weight  of  the  atmosphere  above  it,  and  this  pressure  is  resisted  by 
the  tension  of  the  air  within  the  cylinder.  If  now  the  air  be  ex- 
hausted from  the  cylinder,  the  membrane  will  no  longer  be  pressed 
from  within,  and  will  finally  burst  with  a  loud  report. 

The  bursting  of  the  membrane  shows  the  pressure  of  the  air.  The 
report  arises  from  the  sudden  rush  of  air  to  fill  up  the  exhausted 
cylinder. 

The  Magdeburg  Hemii^lxereB. 

106«  This  apparatus,  named*  from  the  city  where  it  was  in- 
vented, consists  of  two  hollow  hemispheres  of 
brass,  which  are  ground  so  as  to  fit  each  other 
with  an  air-tight  joint.  The  hemispheres  are 
shown  in  Fig.  73.  One  of  them  is  so  prepared 
that  it  can  be  attached  to  an  air-pump,  and  is 
provided  with  a  stop-cock,  by  means  o;  .which  • 
a  communication  with  the  external  air  can  be 
opened  or  closed  at  pleasure. 

The  two  hemispheres  being  placed  one  upon 
the  other,  the  pressure  of  the  external  air  is 
exactly  counterbalanced  by  the  tension  of  that 
within,  and  no  obstacle  prevents  them  from 
bein^  drawn  apart.  If,  however,  the  air  be 
exhausted  from  yrithin,  the  external  pressure 
is  no  longer  counteracted  by  an  expansive 
force  from  within,  and  it  requires  a  consider- 
able effort  to  effect  their  separation,  as  shown  in  Fig.  74.  We  shall 
see  hereafter  that  the  hemispheres  are  pressed  together  by  a  force 
equal  to  15  lbs.,  multiplied  by  the  number  of  square  inches  in  their 
common  cross  section. 


What  oamsa  th6  bursting  t    77^  report  t    (108)  Whai  are  the  Uagdebotitrg 
SemUphtrti  t   Deaeribe  the  eooperimentt  and  explain  is. 


Tne  ATMosrnEBB, 


The  experimant  wm  devised  h?  Otto  ton  Gdehicrf,  of  Masde- 
tour^.  He  constructed  two  liemispheres  more  than  two  feel  ill 
■Kameter,  and  a^er  havin;  exhausted  the  air,  it  is  reported  that 
it  required  seTcral  horses  to  draw' them  asunder. 


~  Torric«Jllan  Tobc—VLeasan  of  the  AtmtMph^rio  Presanre. 

i07.  The  preceding  experimeata  show  that  the  atmos- 
phere exerts  a  fbrce  of  pressure ;  the  intently  of  that  fore? 
may  be  measured  by  other  means. 

ToRBicEixi,  a  pupil  of  Galileo,  showed  in  1643,  that  this 
pressure  amounts  to  about  15  lbs.  on  each  square  inch  of 
surface,  at  the  level  of  the  sea. 
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In  order  to  repeat  Tokricklu'ii  experiment,  lake  a  gloEa  Inbe 
Kbont  tbree  feet  iu  length,  closed  at  one  end  and  open  at  the  other. 
Turning  the  closed  end  downwards, 
let  it  be  filled  with  mercury.  Then 
holding  the  finger  over  the  open 
end,  let  it  be  inverted  in  a  Tessel 
of  mercury,  as  shown  in  Fig.  tfl. 
On  removing  the  finger,  the  mer- 
cury sinks  in  the  tube  until  the 
column,  AS,  is  about  30  inches 
high,  when  it  cooies  to  a  ttate  of 
equilibrium. 

In  thia  condition,  the  mercury 
is  sustained  by  the  pressure  of 
the  air  upon  the  EurfecB  of  Che 
frea  mercury  in  the  vessel,  trans- 
miltcd  according  (o  the  law  ex- 
plained in  Article  TO.  At  the 
level  of  the  sen,  the  height  of  the 
column  AS,  is  on  an  average  not 
far  from  30  inches,  ifr  2i  feet. 

If  we  fluppose  the  croasf. section 
of  the  tube  to  be  one  square  inch, 
the  atmospheric  pressuie  upon  that 
surface  must  be  sufficient  to  bal- 
ance the  weight  of  30  cubic  inches 
of  mercury.  Now  the  weight  of 
30  cubic  inches  of  mercury  is  a 
little  less  than  15  Its, ;  hence,  wo 
Bay  (he  measure  of  the  atmotipherio 
pressure  is  15  lbs.  on  each  square 
inch.^  ^^»- 

A  pressure  of  15  Iba.  on  each  square  inch,  ia  often  called 
ail  atmospfiere,  and  this  becomes  a  unit  for  expressing  the 
pressures  of  gases  and  vapors.  Thus,  when  we  aay,  in  any 
■  given  case,  that  the  pressure  of  steam  in  a  boiler  is  four 
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# 

atmospheres,  we  mean  that  it  exerts  a  pressure  of  «0  lbs.  on 

each  square  inch  of  sur&ce. 


109.  As  soon  as  Torbicelu's  experiment  was  known 
in  France,  Blaise  Pascal  undertook  to  ascertain  by  experi- 
ment whether  the  mercury  was  actually  retained  in  the 
tube  by  the  pressure  of  the  atmosphere,  or  by  some  other 
cause. 

He  caused  a  friend  to  repeat  Tokbicelij's  experimoit 
npon  the  top  of  the  mountain  of  Puy-de-Dome,  correctly 
reasoning,  that  if  the  height  of  the  mercurial  column  is  due 
to  atmospheric  pressure  alone,  it  ought  not  to  be  so  great 
on  the  mountain  top  as  at  the  level  of  the  sea.  The  result 
of  the  experiment  showed  that  the  height  of  the  column 
was  less  on  the  top  of  the  mountain  than  at  its  base. 

He  next  reasoned,  that  if  the  tube  were  filled  with  any 
liquid  less  dense  than  mercury,  the  height  of  the  column 
ought  to  be  proportionally  greater.  Consequently,  he  made 
at  Rouen,  in  1646,  the  following  experiment.  He  took  a 
tube,  similar  to  that  of  Tohricelli,  but  nearly  50  fi[^  in 
length,  and  after  filling  it  with  wine,  inverted  it  in  a  vessd 
of  the  same  liquid.  Pascal  observed  that  the  colunm  fell, 
until  it  was  about  35  feet  high,  when  it  came  to  rest.  In 
this  case,  the  column  was  fenrteen  times  as  high  as  when 
mercury  was  used,  and  as  mercury  is  fourteen  times  as  dense 
as  wine,  be  concluded  that  the  sole  cause  of  the  phenomenon 
in  question  was  the  pressure  of  the  atmosphere. 


109.    A  Basoheteb  is  an  instrument  for  measuring  the 
pressure  of  the  air.    If,  to  Tobbicelu's  tube,  were  fitted  a 


( 108.)  Deaeiibe  Pascal^  experimento  In  detail,  and  bSs  mode  of  reuoDiog. 
What  eoneliuioii  is  deriTod  ftom  Pascal's  experiments?  ( 109.)  Wbsi  is  s  Bar- 
ometer t    Whst  is  its  prlndple  ? 
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scale  for  measuring  tlie  exact  altitude   of  the  mercurial 
column,  it  would  be  a  barometer. 

Several  forms  have  been  given  to  t!ie  barometer,  some  of 
■which  will  be  described  in  the  following  articles. 

Tba  Olitnm  Barometer. 

110.  Fig.  76  represents  a 
CiSTERS  Bakombieb,  Buch  as 
is  in  common  use  in  France 
and  in  this  country. 

It  consists  of  a  glass  tube, 
at,  about  34  inches  long, 
closed  at  the  top  and  open  at 
the  bottom.  This  tube  has  a 
dLtmeter  of  about  four-tenths 
of  an  inch.  It  is  filled  with 
mercury  and  inverted  in  a 
cistern,  A,  which  is  partially 
filled  with  the  same  liquid,  as 
explaincdin  Arficle  107.  The 
mercury  settles  in  the  tube 
till  the  height  of  the  column 
is  about  30  inches  at  the  level 
of  the  sea. 

The  cistern  A,  is  3  or  4 
inches  in  diameter,  and  it  is 
so  adapted  to  the  tube  ai,  as 
to  permit  the  air  to  penetrate 
to  the  cistern  at  the  joint  i. 
Only  a,  part  of  the  cistern  is* 
seen  in  the  figure,  the  remain- 
der being  let  into  the  frame 
which  supports  the  whole  in- 
Btrument.    At  the  top  of  the  pij.  k. 

(110-)  DaMrlbelhgCUbirubarometiir.    Tbe  tnb«.    Th«  clBtfro. 
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fi-ame  is  a  scale,  (7,  having  its  0  point  at  the  lerel  of  the 
mercury  in  the  cistern ;  or  on  the  opposite  siv^e,  is  a  scale  on 
'H'hich  are  marked  certain  weather  indications. 

A  carved  piece  of  metal  emhraces  the  tube  and  carries  an 
index,  which,  as  the  piece  is  raised  or  depressed  to  corres 
pond  to  the  top  of  the  column,  points  oat  upon  the  scale  Cy 
the  height  of  the  column.  Two  thermometei-s,  one  of  mer- 
cury and  one  of  alcohol,  are  also  attacl^ed  to  the  frame, 
which  serve  to  show  the  temperature  of  the  instrument  and 
of  the  mercury  which  it  contains. 

The  0  point,  or  beginning  of 'the  scale,  is  at  the  surface  of  the 
mercury  in  the  cistern.  When  the  pressure  of  the  air  increases,  a 
portion  of  the  mercury  in  the  cistern  is  forced  up  into  the  tube,  and 
the  0  point  descends:  when  the  pressure  diminishes,  the  reverse 
takes  place.  But  inasmuch  as  the  surface  of  the  mercury  in  the 
cistern  is  very  great  in  comparison  with  that  in  the  tube,  this  rise 
and  fall  is,  for  most  purposes,  quite  unimportant.  When  great 
accuracy  is  required,  the  bottom  of  the  cistern  is  made  of  leather,  and 
can,  by  means  of  a  screw,  be  raised  or  depressed  until  the  surface  of 
the  mercury  in  the  cistern  just  grazes  the  point  of  an  ivory  pin  pro- 
jecting from  the  top  of  the  cistern.  This  improvement,  devised  by 
FoRTiiv,  is  now  in  general  use. 

To  determine  the  heighjb  of  the  barometer,  the  0  point  is 
first  adjusted,  then  the  curved  piece  is  slid  up  or  down  till 
it  coincides  with  the  surface  of  the  mercury  in  the  tube,  and 
the  height  is  then  read  off  on  the  scale  c.  The  height  of 
the  thermometer  should  also  be  noted. 

In  the  instrument  described,  the  scale  c  does  not  extend  through- 
out the  whole  length  of  the  insj^ument,  because,  in  ordinary  cases, 
only  a  small  part  of  the  scale  is  needed.  When  a  barometer  is  to  be 
used  in  high  altitudes,  the  scale  is  continued  downwards  as  far  as 
necessary. 


Describe  the  scale.  The  Index.  The  thermometew.  Whtr^  iaVu^  point  o/1h4 
$caU  r  JTow  UUteO  point  regulaML  in  aceuraU  baronuUr$  t  How  is  the  height 
of  the  barometer  determiaed  ? 


r 
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ne  8^;ilioii 

111.  Fig.  77  rq)resent8  a  Siphok 
Baroxsteb.  It  consists  of,  a  carved 
tube,  abj  baving  two  unequal  branch- 
es, the  shorter  one  acting  as  a  cistern. 
In  the  longer  branch,  there  is  a 
Tacanm  above  the  mercury,  but 
the  shorter  one  is  supplied  with  air, 
which  communicates  tdth  the  external 
atmosphere  through  a  small  opening, 
t.  There  are  two  scales,  one  at  .the 
upper  part  of  each  branch,  and  in  front 
of  each  is  a  movable  index  which  may 
be  raised  or  depressed  until  it  comes 
to  the  free  surface  of  the  mercury  in 
each  branch.  By  means  of  these  scales, 
the  difference  of  level  in  the  two 
branches  may  be  measured.  This  dii« 
ference  is  the  height  of  th6  barometrio 
column. 

To  prevent  violent  oscillations  when  the 
instrument  is  moved  from  place  to  place,  the 
two  branches  communicate  throngh  a  fine, 
almost  capillary,  tube.  This  arrangement 
also  prevents  the  possibility  of  a  bubble  of 
air  penetrating  from  the  shorter  to  the  longer 
branch;  when  the  instrument  is  inclined. 


nig.  77. 


Propeorties  of  a  good  Barometer. 
119«    The  space  at  the  top  of  the  tube  should  be  per- 


( 1 1 1.)  Deaorlbe  the  Siphon  barometer.  What  takes  the  place  of  a  cistern  ?  How 
many  scales  are  needed,  and  how  are  they  arranged?  How  is  the  differende  of  level 
determined  f  JSow  ar6  otoUlaUone  obviated  t  (112.)  What  are  the  qoalificatioiia 
of  a  good  barometer  ! 
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fectly  free  from  air  or  moisture,  otberMdse  they  would,  by 
their  elastic  force,  prevent  the  mercurial  column  from  rising 
to  its  proper  height. 

The  elastic  force  of  vapor  of  water  is,  as  will  be  shown,  very  con- 
siderable, even  at  ordinary  temperatures.  To  expel  both  air  and 
Tnoistnre,  the  mercury  should  be  boiled  in  the  tube  before  the  latter 
is  inverted  into  the  cistern. 

The  mercury  should  be  pure,  the  bore  of  the  tube  should 
be  sufficiently  large,  and  the  scale  should  be  accurate.  Mer- 
cury may  be  purified  by  distillation. 

Thus  far,  mercury  has  been  preferred  to  all  other  liquids  for  filling 
barometers.  It  is  true,  otHer  liquids  might  be  used,  but  in  such 
case,  the  tube  would  become  unwieldly  from  its  lengthy  In  the  case 
of  water,  a  tube  of  about  35  feet  would  be  required.  There  is 
another  objection  to  using  water,  which  arises  from  its  tendency  to 
form  vapor  even  at  ordinary  temperatures.  The  formation  of  vapor 
at  the  top  of  the  tube,  would,  as  we  have  just  seen,  prove  highly 
injurious  to  the  working  of  the  instrument 

Mean  Height  of  the  Barometer. 

113.  The  height  ol  the  barometer  is  constantly  fluc- 
tuating. The  difference  between  the  greatest  and  least 
heights  observed  at  Paris,  amounts  to  as  much  as  one- 
thirteenth  part,  of  the  greatest.  The  fluctuations  become 
greater  as  we  approach  the  poles,  and  less  as  we  approach 
the  equator. 

The  mean  or  average  height  at  any  place  can  be  found  only  from 
a  great  number  of  observations.  If  w^e  take  hourly  observations  for 
one  day  and  divide  the  sum  of  the  heights  hf  24,  the  result  is  called 
the  mean  height  for  that  day,  This  does  not  differ  much  from  the 
height  observed  at  midnight.  If  we  take  the  sum  of  the  mean  daily 
heights  for  a  year,  and  divide  by  365,  the  result  is  the  mean  height 


What  liquid  U  lest  for  JOHng  haromeUr*  t  Ohjectians  to  cthtr  Uqyidtt 
(1 1 3  )  Where  are  the  flactoations  of  the  barometer  greatest?  Least?  Amount  at 
Paris  ?    H(yw  U  the  mean  height  for  a  day  determined  t   For  a  year  t 
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for  that  year.  By  taking  thersum  of  the  mean  annual  heights  for 
many  years  and  dividing  it  by  the  number  of  years,  the  result  is  the 
mean  height  fyc  that  place. 

At  the  level  of  the  sea,  the  mean  height  is  not  fex  from 
80  inches,  as  already  stated. 

Causes  of  Barometrical  FluctuationB. 

114..  The  cause  of  the  fluctuations  observed  in  the 
barometer,  is  a  change  in  the  weight  of  the  column  of  air 
above  it.  Since  tlie  weight  of  the  entire  atmosphere  is 
constant,  if  it  becomfe  heavier  at  one  point  on  the  earth's 
surface,  it  must  become  lighter  at  some  other  point;  a 
fact  which  is  confirmed  by  observations  by  means  of  the 
barometer.  * 

The  cause  of  the  change  of  weight  in  the  column  of  air 
over  the  barometer,  is  a  change  of  temperature.  When  the 
temperature  at  any  place  is  elevated,  the  air  expands  and 
rises  upward  until  its  lateral  tension  is  greater  than  that  of 
the  suiTounding  air,  when  it  flows  away  to  the  neighboring 
regions.  When,  on  the  contrary,  the  temperature  is  dimin- 
ished, the  air  contracts  and  an  additional  quantity  flows  in 
from  the  neighboring  regions. 

The  barometer,  then,  fidls  where  there  is  a  dilatation,  and 
rises  where  there  is  a  contraction,  of  the  air. 

The  barometer  serves  as  a  weather-glass.  It  stands  high  in  fair 
weather,  and  low  in  foul  weather.  A  sudden  fall  of  the  barometer 
indicates  an  approaching  storm,  and  a  sudden  rise,  in  general,  indi- 
cates approaching  fair  weather. 

The  Index  Barometer. 

115*  Fig.  78  represents  an  ornamental  form  of  an  Index  Bar- 
ometer.    The  manner  in  which  the  index  is  made  to  show  the 

I'or  any  place  f  What  is  the  mean  height  at  the  level  of  the  sea  ?  (114)  What 
Is  the  cause  of  the  fluctuations  observed  ?  What  is  the  cause  of  the  change  of  weight 
la  the  aerial  column  ?  When  does  the  barometer  rise  f  Fall  ?  U^e  o/the  hannrutef 
a»  a  ioeather'ffhuM  t  {\l  5.)  Explain  the  Index  barometer. 
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fluctuafious  of  tba  barometer,  ia  ehowii  in  Fig.  79.  The  index  ii 
altuclied  to  uii  axis  which  bears  s  pulley.  Passing  over  tliis  puller 
ia  a.  fiuo  wire,  at  one  extremity  of  wliicii  it  attached  an  iron  weight, 


ng.  78.  ■       rij.  T». 

a,  which  rises  whan  the  height  of  the  mercury  diminishee,  and  falU 
when  this  height  increases.  At  the  second  extremity  is  a  counter- 
poise, 6,  which  keeps  the  wire  lense,  and  causes  the  wheel  to  torn 
as  the  weishts  rise  and  fail. 
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The  index  plays  in  front  of  a  dial-plate,  around  yrhich  are  marked 
certain  letters  indicating  the  weather  to  be  expected  when  the  index 
stands  at  any  one  of  them.  The  instrument  shown  in  the  figure  is 
of  French  construction,  and  the  letters  are  the  initials  of  the  French 
names  of  the  different  kinds  of  weather,  as  exhibited  below.  In  the 
annexed  tiEible  is  shown  the  height  of  the  barometer  corresponding  to 
each  indication : 

TABLE. 


UEIGUT  OF 

LXTTEBS. 

FBE7TCB. 

'       XNGLISH. 

BABOKETEB. 

' 

28.78  inches. 

T. 

Tempete. 

Tempest. 

29.13      ** 

G.  P. 

Grande  pluie. 

Heavy  rain. 

29.48      " 

P.  V. 

Pluie  ou  vent. 

Rain  or  wind. 

29.84      " 

V. 

Variable. 

Variable. 

30.19      " 

B. 

Beau  temps. 

Fine  weather. 

30.54     -" 

B.  F. 

Beau  fixe. 

Settled  weather. 

30.90      " 

T.  S. 

Tres-sec. 

Drought. 

The  above  table  is  only  given  to  illustrate  the  method  of  employ- 
ing the  instrument.  It  is  evident  that  different  tables  would  be 
required  at  different  places.  But  little  reliance  is  to  be  placed  on 
barometers  of  this  kind,  as  weather  indicators. 

Measure  of  Mountain  Heights  by  the  Barometer. 

116.  One  of  the  most  important  applications  of  the 
barometer,  is  to  the  measurement  of  the  height  of  any  place 
above  the  level  of  the  sea. 

As  we  ascend  above  the  level  of  the  sea,  the  pressure  of  the  air 
diminishes,  and  the  barometer  falls.  Formulas  have  been  deduced, 
by  means  of  which  the  difference  of  level  between  any  two  places 
can  be  found,  when  we  have  the  heights  of  the  mercurial  columns  at 
the  two  places,  together  with  the  temperatures  of  the  air  and  mer- 
cury at  these  places. 

A  detailed  explanation  of  the  method  of  making  the  observations, 


Ma  eoTutruction  ajid  iMe.    (116.)  On  what  principle  ia  the  barometer  «9ed  for 
meamiring  heigMst  \ 
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and  deducing  tho  difference  of  level,  does  not  come  within  the  plan 
of  this  work.  For  information  on  this  subject,  the  reader  is  referred 
to  Mechanics,  Art.  200. 

Height  of  the  Atmosphere. 

117.  The  density  of  the  air  at  the  siir&ce  of  the  earth 
is  about  10,400  times  less  than  that  of  mercury.  Were 
there  no  decrease  in  density  as  we  ascend,  its  height  would 
be  10,400  times  30  inches,  or  26,000  feet ;  that  is,  about  five 
miles.  But  on  account  of  the  rapidly  decreasing  density 
upwards,  the  actual  height  is  very  much  greater.  It  has 
been  estimated  to  be  not  &x  from  forty-five  miles  in  height. 

Atmospheric  Pressure  transmitted  in  all  directidns. 

118.  Gases,  as  well  as  liquids,  transmit  pressures  in  all 
directions,  from  which  it  results  that  the  pressure  of  the  air 
is  not  only  felt  downwards,  but  laterally  in  all  directions. 
This  is  shown  by  the  Magdebourg  hemispheres,  which  ad- 
here with  equal  force,  whether  the  force  to  draw  them 
asunder  be  exerted  vertically,  laterally,  or  in  any  oblique 
direction. 

The  same  fact  may  be  illustrated  as  follows :  Let  a  tum- 
bler be  filled  with  water,  and  covered  with  a  sheet  of 
paper ;  then,  holding  the  paper  in  contact  with  the  water, 
let  the  tumbler  be  inverted.  If  the  hand  be  withdrawn,  the 
water  remains  in  the  tumbler,  being  held  there  by  the  pres^ 
sure  of  the  atmosphere,  directed  upwards,  as  shown  in 
Fig.  80. 

The  wine-taster,  shown  in  Fig.  81,  is  constructed  on  this  prin- 
ciple. It  consists  of  a  tube  open  at  both  ends,  the  lower  opening 
being  quite  small.     The  instrument  is  introduced  into  a  cask  of 


(117?)  Were  the  density  the  same  as  at  the  eartVs  surface,  tirhat  would  be  its 
height?  What  is  its  estimated  height?  (118)  How  are  pressures  transmitted 
throngh  gases?  Howls  the  principle  iUostratod?  What  U  tKe  prinetpU  qf  th$ 
win$4€Uiert 

6 
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wine  tbroagh  the  bnog-Iiole,  and  'wbeii  it  haa  beeome  filled  to  the 

level  of  the  liquor  in  tbe  cask,  the  tbuiub  is  planed  over  tba  upper 
end,  and  tbo  instrument  is  witMrdwu.    A  porlioa  of  tbe  wise  ii 


Fig.  SOL  rig.  81. 

Iteld  in  the  tube,  bein^  ret&ined  by  the  atmospheric  presanre,  and  if 
tbe  tube  be  placed  orer  a  tumbler,  and  the  tbnmb  be  raited,  tbe 
^na  will  flow  oat.  Tbis  ia  tbe  principle  of  the  dropping  tnbe,  em- 
ployed by  druggiala  and  otbera. 


Fresmre  on  tlie  Human  Body. 

119.  The  pressure  on  each  square  inch  of  the  body  Is 
16  Ibe. ;  hence,  od  the  whole  body  the  pressure  is  enormous. 
If  we  take  the  surface  of  the  human  body  equal  to  2000 
square  inches,  which  ia  not  iar  from  the  average  in  the  case 
of  an  adult,  tbe  pressure  amouats  to  30,000  pounds,  or 
16  tons. 

If  it  be  asked  why  the  body  is  not  crushed  by  this  enor- 
mous pressure,  the  answer  is,  because  it  ia  uniformly  distrib- 
uted over  the  whole  surface,  and  is  reaeted  by  the  elastic 
force  of  air,  and  other  gases,  distributed  through  the  tissues 
of  the  body. 

The  fallowing  experiment  ibows  that  the  tinaues  of  (he  human 
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body  oaatain  sir  utd  gweg,  whou  elaaticitj  rsEists  the  atmoapherio 
preeiure.     Let  the  hand  be  prened  dcaely  upon  the  mODth  of  » 
glass  eyliader,  whose  interior  cflmmaiiicates  with  the  air-pamp.  aa 
showu  in  Fig.  S2.    No  inconTeuience  will  be  felt.    Bat  if  the  air 
be  exhaosted   from  the  cyl- 
inder, the  flesh  of  the  hand 
will  be  forced  into  the  cyl- 
inder by  the  pressure  from 
vithout,  which  is  na  longer 
resisted  by  the   pressure  of 
the  ur.     The  band  swella, 
and  the  blood  tends  to  Bow 
ont  through  the  pores. 

The  questiou  may  be 
asked,  why,  when  the  hand 
is  placed  upon  a  body,  it  is 
not  retained  there  by  the 
pressure  of  the  atmosphere. 
The  answer  is,  there  is  a 
thin  layer  of  air  between 
the  hand  and  the  body, 
whieh  exactly  couDterbal- 
ances  the  effect  of  the  ex- 
ternal pressure.  Were  the 
air  perfectly  excluded  from 
between  the  hand  and  the 
body,  there  would  be  a 
strong  tendency  to  adher* 
ence  between  them.  ^' 

The  operation  ot  cupping,  in  medicine,  depends  upon  the  principlei 
just  explained. 
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•    11. MEASir&E     OF     Tn£     ELASTIC     FOBCS     OF     OASES. 

Mariotte's  Law. 

^  130.  When  a  given  mass  of  any  gas  or  vapor  is  com- 
pressed, so  as  to  occupy  a  smaller  space,  its  elastic  force  is 
increased ;  on  the  contrary,  when  the  volume  is  increased, 
its  elastic  force  is  diminished. 

The  Jaw  of  increase  and  diminution  of  elastic  force  was 
first  made  known  by  Mariotte  ;  hence  it  was  called  by  his 
name.    MARiarrE's  law  may  be  enunciated  as  follows : 

The  elastic  force  of  any  given  amount  of  gas^  whose  tem- 
perature remains  the  same,  varies  inversely  as  its  volume* 

As  a  consequence  of  this  law  it  follows  that, 

^  the  temperature  remains  constant,  the  elastic  force 
titries  as  the  density. 

Maxiotte's  Tube. 

121.  Maeiotte's  law  may  be  verified  by  means  of  an 
apparatus,  shown  in  Figs.  83  and  84,  called  Mariotte^s  Tube. 
Tins  tube  is  of  glass,  bent  into  the  shape  of  a  letter  J.  The 
short  branch  is  closed,  and  the  long  one  open  at  the  top. 
The  tube  is  attached  to  a  wooden  frame,  provided  with 
siiitable  scales  for  measuring  the  heights  of  mercury  and  air 
in  the  two  branches. 

The  instrument  having  been  placed  vertical,  a  sufficient 
quantity  of  mercury  is  poured  into  {he  long  branch  to  cut 
off  commitnication  between  the  two  branches,  as  shown  in 
Fig.  83.  The  level  of  the  mercury  in  the  two  branches  is 
the  same,  and  this  level  is  at  the  0  point  of  the  two  scales. 
The  air  in  the  short  branch  is  of  the  same  density,  and  has 
the  same  tension  as  that  of  the  external  atmosphere. 

(120.)  What  is  Mabiottb'8  Law?    Conaequenco?    (121.)  Describe  MarlotU'i 
Tube. 


SLASnc     FOKCE 


If  an  additional  quantity  of  mercury  be  poured  into  the 
longer  branch  of  the  tube,  it  will  press  upon  the  lur  in  the 
Sorter  branch,  and  compress  it.    If  the  diSereuce  of  level 


fikeb.  FiK.ei. 


in  the  two  branches  be  made  equal  to  the  height  of  tlie 
barometiical  column,  ni  shown  in  Fig.  84  (where  the  differ- 
ence ia  7G  centimetres,  or  29.92  inches'),  the  air  will  be  com- 
pressed into  £C,  one  half  of  its  original  bulk. 


id  to  TsrU^  the  iMr  t 
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'  In  the  figure,  the  air  in  BC  is  subjected  to  the  pressure  of  two 
etmospheres,  one  from  the  actual  atmosphere,  transmitted  through 
the  mercury,  and  an  equal  pressure  from  the  weight  of  the  mercury, 
AC,  which  is  equal  to  that  of  an  atmosphere. 

If  the  difference  of  height,  AC^  he  made  equal  to  two,  three,  four, 
&o.,  times  that  of  the  barometric  column,  the  air  in  BC  will  be 
reduced  to  one  third,  one  fourth,  one  fifth,  &c.,  of  its  original  bulk. 


IMEanometen. 

129.  A  Manpmetee  is  an  apparatus  for  measuring  the 
elastic  force  of  a  gas  or  v^por. 

There  are  two  principal  kinds  of  manometers,  the  open 
and  the  closed  manometer. 

The  Open  SSanometer. 

133.  Fig.  85  represents  an  Opbn  Manometer,  such  as 
is  often  used  for  measuring  the  pressure  of  steam  in  a  boiler. 

It  consists  of  a  narrow  tube  of  glass  fixed  against  a  verti- 
cal wall,  and  communicating  with  a  cistern  of  mercury,  C. 
A  pipe  leads  from  the  boiler  to  the  cistern,  C7,  and  by  means 
of  a  stop-cock,  steam  may  be  admitted  to  the  cistern,  or  cut 
off  at  pleasure. 

When  the  tension  of  the  steam  in  the  boiler  is  just  equal  to  that 
of  the  atmosphere,  the  mercury  stands  at  the  same  level  in  the  tube 
and  cistern.  When  the  tension  of  the  steam  becomes  equal  to  twice 
that  of  the  atmosphere,  the  mercury  is  forced  from  the  cistern  into 
the  pipe,  where  it  rises  till  the  difference  of  level  is  30  inches.  This 
is  marked  2  on  the  tube,  and  when  the  mercury  is  at  this  division,  the 
tension  of  the  steam  is  two  atmospheres.  The  divisions  3,  4,  5,  &c., 
are  placed  at  distances  of  30  inches,  and  when  the  mercury  stands 
at  any  one  of  them,  the  manometer  indicates  a  tension  of  the  corre- 
sponding number  of  atmospheres. 

.  ( 1 22-)  What  Is  a  Manometer  ?    How  many  kinds  are  employed  ?    What  are  they  ? 
(123.)  Describe  the  Open  Manometer.    JBaoplain  iU  acHan, 
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Flg.8B. 

In  the  figaM,  the  teiwion  indicated  is  3t  atinrnpherea. 

Tbo  OloMd  Mauometar.   . 

■94.    The  Closed  Manometer  is  shown  in  Fig,  86,  and 

differa  from  the  one  just  described,  in  having  its  vertical 

tube  closed  at  the  top.    It  is  graduated  on  the  principle 

enuntnated  in  Mariotte's  law. 

<ia4.)Dawtfbiitlua<»dlIiB«iuiter.    lUw  itttgnOaMttil 
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When  the  preeEurc  in  iha  boiler  is 
one  atmosphere,  the  mercory  in  ths 
cistern  aud  tube  are  at  the  same  level, 
the  tension  of  the  stcaRi  and  the  claslio 
force  of  the  air  juat  balancing  each 
other.  Whon  tlio  pressure  becomes 
two,  three,  four,  &o.,  atmosphcrus,  tha 
air  in  the  closed  tube  will  occupy  one 
half,  one  third,  one  fourth,  Sjo.,  the 
space  it  did  before,  allowance  being 
made  for  the  'weight  of  the  mercury 
which  ii  forced  up  into  the  tube.  The 
inslrumcut  having  been  graduated,  its 
use  ii  evident.  When  it  is  desired  to 
ascertain  the  tension  of  the  steam  in 
the  boiler,  the  cock  is  turned,  and  tlie 
height  to  which  tlie  mercury  ascends 
in  the  tube,  indicates  the  t«Baion  in 
atmoBpheres.  Any  number  of  sub- 
divisions may  ho  made  in  either  of  the 
two  manometers  described. 

Besides  these,  there  is  a  metallis 
manometer,  invented  by  M.  Bourduk, 
and  known  as    BnttRnon's    Metallic  ^ 

Manometer.    It  is  not  so  reliable  as  those  described. 


^le  Air-put^ 

laS.  An  Air-pump  is  a  machine  for  exhausting  the  air 
from  a  closed  space.    The  air-pump  was  invented  by  Oiro 

TON  GtriiUCKE,  in  1650. 

A  perspective  view  of  one  of  the  most  common  forms  of  the  nir- 
pnmp  is  given  in  Fig.  87.  The  delails  of  its  construction  will  bo 
beat  studied  from  Figs.  gS  and  89  ;  the  former  represents  a  longi- 

ninstrale.     Hot  Is  tbl>  mmomotBT  uwdf     (124.)  What  ii  an   Air-pompt 
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Fig.  ST. 

tudinal,  and  the  latter  a  transverEo  section.     la  all  of  Ine  flgnren,  the 
same  lettani  indicate  corresponding  parts. 

The  air-pump  consists  of  two  glass  cylinders,  called  harrela,  in 
which  ore  pistons,  P  and  Q,  made  of  leather,  thoroughly  wakod  in 
oil.  The  pisfoiia  nro  ottoehed  to  rods,  and  are  elevated  and  depregeed 
by  a  lever,  JVTtf,  Fig.  89,  which  imparts  an  oscillating  motion  lo  a 
pinion,  K.     The  teeth  of  this  pinion  engage  with  corresponding  ones 

Oit»  a  coapM*  Otterijiffen  rif  M«  atr-pamp.    aarrtlt.    fMa»*    SaOt. 
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on  tho  inner  lides  of  tlia  piston  rods,  A  and  B.     The  tnaohinD  ii  to 

arranged  th&l  ono  rod  aaceiidB  whilst  the  oUier  descends.  The  cyl* 
inders  rest  upon  and  are  flrraly  attached  to  a.  platform,  H,  Fig.  88. 
On  the  same  platform,  H.  is  a  column,  L  which  supports  a  plate,  .G. 
Besting  upon  tho  plate  G,  is  a  bell  glass,  R,  called  a  receiver.  The 
receiver  communicates  with  both  cylinders  by  a  pipe,  Ehown  in 
Fig.  88. 


This  [upc  branches  near  the  cylinders,  one  branch  leading  to  eoch 
cylinder,  aa  shown  in  Fig.  69.  The  pipe  communicates  with  the 
cylinders  by  openings,  which  moy  bo  closed  by  conical  Talves,  a  and 
6.  Tho  valves  n  and  4  are  attached  to  rods  which  pass  through  tha 
pistons,  and  fitted  to  slido  with  gentle  friction  as  the  pistons  moTo 
np  and  down.     In  the  pistons  are  valves,  *  and  (,  which  are  gently 

Stftttr.   Pip*.    Vaitf.    Volt*  ra& 
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pressed  by  spiral  Hpriogs  m  u  to  permit  the  condcnMd  air  to  escape 
uid  then  to  clo»o  the  orifloes  in  the  valves.  All  of  tho  valveB,  a,  b, 
Sj  and  t,  open  upwards. 

In  explaining  the  action  of  the  air-pump,  it  will  be  suffi- 
dent  to  conader  a  angle  barrel,  as  shown  in  Fig.  88.     The 
piston,  P,  being  at  the  bottom  of  tiie  barrel,  the  valves  a 
and  t  are  closed.     If  the  piston  be  raised,  the  valve  a  is 
opened,  whilst  the  valve  t  ia  kept  dosed  by  the  spiral  spring 
and  the  pressure  of  the  atmc«pliere.     The  valve  a  ia  soon 
arrested  by  its  I'od  com- 
ing in  contact  with   the 
top  of  the  barrel,  and  it 
then  remains  open  during 
the  ascent  of  P.     The  air 
in  the  barrel  above  the 
piston  13  driven  out  at 
the  opening,  r,  and  that 
in  the  receiver  and  pipe 
expands  so  as  to  fill  the 
receiver,  pipe,  and  barrel. 
If  the  piston,  P,  be  de- 
pressed, it  at  once  closes 
the  valve  a,  and   com- 
presses  the    air  in   tlie 
barrel  till  its  elastic  force 
becomes  great  enough  to 
force  open  the  valve  ^ 
ivhen  it  escapes  into  the 
stmosphtirc.  t%  St. 

By  this  double  stroke 
of  the  piston,  P,  a  portion  of  the  air  is  exhausted  from  the 
receiver,  and  if  a  second  double  stroke  be  made,  a  portion 
of  what  remains  may  in  like  manner  be  exhausted,  and  so 
on  until  nearly  a  perfect  vacuum  is  formed  in  the  r 

Duerlbe  tb*  Mfion  of  th«  dr-pamp  U  d»ldL 
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iZ,  or  in  any  other  closed  vessel  attached  to  the  pipe  of  the 
machine. 

What  has  been  said  of  one  barrel,  is  equally  true  of  the 
other ;  in  fact,  the  instrument,  as  figured,  is  a  double  pump. 


Measure  of  the  Rarefaction  produced. 

126.  In  order  to  jneasuro  the  degree  of  rarefaction  pro- 
duced, a  glass  cylinder,  -EJ  Fig.  87,  is  connected  with  the 
pipe  by  means  of  an  opening  through  the  column  I,  In  this 
cylinder,  is  a  glass  tube  bent  into  the  form  of  the  letter  U, 
one  branch  being  closed  at  the  top,  and  the  other  open. 
The  tube  has  its  closed  branch  filled  with  mercuiy,  and  is 
called  a  siphon  gauge. 

The  mercury,  under  ordinary  circumstances,  is  kept  in  the 
closed  branch  by  the  atmospheric  pressure,  but  as  the-  air 
1;>ecomes  rarefied  in  the  receiver,  the  tension  of  the  air 
becomes  less  and  less,  and  finally  the  mercury  falls  in  the 
closed  branch  and  rises  in  the  open  one.  The  difference  of 
level  between  the  mercury  in  the  two  branches,  is  due  to  tho 
tension  of  the  rarefied  air,  and  if  this  difierence  be  aetor* 
mined  by  means  of  a  proper  scale  attached  to  the  gauge, 
the  tension  can  be  found.  Thus,  if  the  difference  of  level  is 
reduced  to  one  inch,  the  tension  of  the  air  m  the  receiver 
will  be  only  one  thirtieth  part  of  the  tension  of  the  external 
atmosphere. 


XSzpeKimeiite  with  the  Aiivpump. 

]!2Y*  We  have  already  described  several  experiments  requiring 
the  employment  of  the  air-pump,  such  as  the  shower  of  mercury, 
Fig.  A :  the  fall  of  bodies  in  a  vacuum,  Fig.  2 ;  the  bladder  in  a 
vacuum,  Fig.  70  :  the  bursting  membrane,  Fig.  72 ;  and  finally,  ihe 
hemispheres  of  Magdebourg,  Fig.  73. 

( 136.)  Hotr  may  the  de^e  of  rarefiietton  be  maosared?    What  U  tta9  siphon 
gauge?    £zplain it»<aotion  and  OMi 
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Tho  machine  mar  I>e  omA  to  sbov  that  the  aii  u  neMMU7  t( 
mpport  of  combustion  and  ani- 
mal  iife.  If  a  lighted  taper  bo ' 
placed  under  ttie  receiver,  aiid 
the  air  exhausted,  the  light  will 
grow  dim,  and  finalljr  will  go 
out  entirely.  If  an  auimal  or 
bird  be  placed  under  the  re- 
ceiver, and  the  air  exhausted,  it 
wtl  struggle  and  soon  die.  This 
esporimeat  is  shown  io  Fig.  90. 

Animals  and  birds  die  a* 
■oon  as  tbey  are  placed  in  a 
TacQum;  reptiles  support  iife 
longer  when  deprived  of  sir .  as 
to  certain  insests,  they  live  for 
many  dajra  under  on  exhausted 
Teoeiver.  They  are  enabled  to 
iive  on  the, small  supply  of  air 
which  remains  in  the  receiver, 
after  as  much  of  it  as  possible 
ia  wttrwrted.  _^.  „ 


treaervatloii  of  Food  in  a  Tacnom. 

198.  It  has  been  discovered  that  articles  of  food  which  woDid 
seon  perish  if  exposed  to  the  air,  may  be  preserved  fresh  for  a  long 
time  if  kept  in  a  vacunm. 

If  fruits,  vegetables,  and  the  Mkt,  bo  placed  in  a  bottle  with 
water,  and  then  healed  gradually  till  ebullition  takes  place,  all  of  tho 
air  will  be  driven  out,  being  replaced  by  steam.  If  the  bottle  is 
corked  and  sealed  in  this  condilion,  the  fruit  will  remain  fresh  for 
years.  On  this  principle,  vast  quantities  of  meal,  fruit,  vegetables, 
and  the  like,  are  prepared  for  naval  and  other  purposes.  Instead  of 
botlles.  tin  canisters  may  be  employed,  which,  afior  eipatling  tho 
air,  are  hermetically  sealed  by  soldering. . 

: > 

(IIT)  SinoleafhoaafMtair  U  ntetaary  to  combuHiim  a*d  atttmal  UJir 
Tfhat  aitimalt  titpport  Hft  bmgnl  in  a  wtcMun  t  ( 1 28.)  Bau  an  itrMdu  if 
)bod  prM»rvtdi»taeiior    WAatappUeaUeniar4»ad*i^Mtfr*»etfltl 
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1S9>  A  Comtesssa  is  a  machine  for  condensing  air,  bv 
forcing  large  quantitiea  into  %  amOll  space. 

Such  a  machine  is  represented  in  Fig.  91.  It  is  similar  to 
the  ur-pump  in  its  general  conutrnction,  but  differs  in  some 
of  its  detuls.    The  recdver  ia  of  very  th^ck  glass,  and  is 


confined  upon  the  plate  hy  a  second  plate  at  the  top,  which 
is  coQDectcd  with  the  bottom  plate  by  fonr  brass  rods  with 
suitable  screws  and  nuts.  To  prevent  danger  in  case  of 
rupture,  the  glass  receiver  is  surrounded  by  a  netting  of 
strong  wire.  The  four  valves  open  in  a  direction  contrary 
to  that  of  the  valves  in  the  mr-pump,  so  that  air  is  forced 

(1S9)  VhatliaCoDdaNit    DmtWM totnut  It uid  tha  lir-piuiip t    Howii 
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into  the  receiver  at  every  double  stroke,  instead  of  being 
exhausted,  as  in  that  instrument.  Finally,  a  closed  manom* 
etcr,  m,  is  employed  to  indicate  the  tension  of  the  corn- 
pressed  air.  The  machine  is  worked  in  the  same  way  as  the 
air-pump. 

A  taper  burns  more  freely  in  comprenied  air  than  in  the  air  under 
the  ordinary  pressiMre.  Animals  placed  in  compressed  air  do  not 
experience  any  extraordinary  inconyeniencc.  In  many  submarine 
operations,  it  becomes  necessary  for  men  to  work  in  an  atmosphere 
of  compressed  air,  and  it  has.  been  found  that  no  other  inconvenience 
is  felt  under  a  pressure  of  these  atmospheres,  than  a  painful  sense  of 
compression  in  the  ears.  This  feeling  takes  place  only  at  the 
beginning  and  end  of  the  operations,  disappearing  when  an  equilib- 
rium is  established  between  ^he  tension  of  the  air  in  the  internal  ear 
and  that  without. 

Artificial  Fountains. 

130.  An  Abtificial  Fount aiit,  is  a  machine  by  means 
of  which  water  is  forced  upward  in  the  form  of  a  jet  by  the 
tension  of  compressed  air..  The  most  interesting  instrument 
of  this  class,  is  that  known  as  Hero's  fountain,  so  named 
from  its  inventor,  Heko,  of  Alexandria,  born  120  b.  c. 

Hero's  Fountain. 

131*  An  ornamental  form  of  Hero's  Fountain  is  shown 
in  Fig.  92.  It  consists  of  two  globes  of  glass,  connected  by 
two  metallic  tubes.  The  upper  globe  is  surmounted  by  a 
brass  basin,  connected  with  the  globes  by  tubes,  as  sho^in 
in  the  figure. 

To  use  the  instrument,  the  tube  which  foi-ms  the  jet  is 
withdrawn,  and  through  the  opening  thus  made,  the  upper 
globe  is  nearly  filled  with  water,  the  lower  one  containing 
air  only.  The  jet  tube  is  then  replaced,  and  some  water 
is  poured  into  the  basin. 

How  iB  tbe  defH'ee  of  condensation  mensared  ?  What  ejket  has  eondensed  air  on 
eonUnution  t  On  animal  lift  t  On  d€oer$  f  ( 1 30.)  What  is  an  AiUfldal  Fwuf 
taiaf    (lai.)  Deaeribe  Hbbo^b  Fdontaia.   How  to  it  prepared  for  iiaa? 
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The  water  in  the  l>asin,  acting  by  its  weight,  flowa  into 
the  lower  globe,  through  the  tube  shown  on  the  left  of  the 
figure,  as  indicated  by  the  arrow  head.  This  flow  of  water 
into  the  lower  globe  forces  out  a  part  of  the  air  in  it,  which, 
ascending  by  the  tube  shown  on  the  right  of  the  figure, 
accumulates  in  the  upper  globe.  The  pressure  of  the  air 
in  the  upper  globe,  acting  upon  the  water  in  that  part  of 

JlxplalB  Ut  iclioD. 
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tile  inBtnunent,  forces  a  part  of  it  np  through  the  jet  tube, 
^ving  rue  to  a  jet  of  water,  which  may  be  made  to  play  for 
several  hoars  vithout  re-filling  the  instruiaeiit. 


■  33.      An  IXTEEUITTENT  FotT^TAIN  18   OHB   ID  which  the 

Sow  ia  intermittent,  that  is,  in  wliich  the  flow  takes  place  at 
regular  interrala.  Sach  foontains  exist  in  nature.  Fig.  93 
repreeentB  an  artifiml  fonntuiu  of  this  character. 
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It  consists  of  a  glass  globe,  a,  closed  above  by  a  glass 
stopper,  and  having  two  small  tubes  below,  through  which 
water  can  flow  without  interruption.  The  globe  a,  is  sup- 
ported by  a  hollow  glass  stem,  J,  which,  rising  from  a  me- 
tallic basin,  enters  the  globe  and  reaches  nearly  to  the  top 
of  it.  Around  the  bottom  of  the  tube  <?,  are  small  holes,  c, 
through  which  air  can  enter  it,  and  thus  reach  the  upper 
part  of  the  globe  a.  A  small  spout,  m,  serves  to  draw  off 
the  water  from  the  basin. 

To  use  the  instrument,  the  globe  a,  and  the  metallic 
basin,  are  nearly  filled  with  water.  So  long  as  the  holes,  c, 
are  covered  with  water,  no  flow  will  take  place  from  the 
globe  a,  but  as  soon  as  the  basin  is  emptied  by  the  spout 
m,  so  as  to  expose  the  holes,  c,  the  air  enters  the  tube  d^ 
and  reaching  the  globe  a,  the  flow  from  the  two  tubes  com- 
mences. The  flow  will  continue  until  the  holes,  c,  are  again 
submerged,  when  it  will  cease,  and  so  on  as  long  as  any 
water  remains  in  the  globe. 

Of  course  the  capacity  of  the  two  tubes,  attached  to  the 
globe  a,  must  be  greater  than  that  of  the  spout  ih. 

The  Atmospherio  Inkstand. 

133.  An  inkstand  has  been  devised  in  accordance  with 
the  principles  of  atmospheric  pressure,  which,  whilst  pre- 
serving the  ink  from  evaporation,  is  extremely  simple  in  its 
construction.  ' 

The  inkstand,  partially  filled  with  ink,  is  represented  in 
Fig.  94.  The  body  of  the  inkstand  is  air-tight.  Near  the 
bottom  is  a  tube  for  supplying  the  ink  as  wanted,  and  also 
for  filling  the  inkstand  when  necessary.  The  inkstand  is 
filled  by  turning  it  until  the  tube  is  at  the  top,  when  the 


Deserlbe  the  artifieial  one  Bbown  in  Fig.  9S.    Explain  its  action.    (183.)  Ezplala 
tbe  oonstrnction  and  use  of  the  Atmospheric  Inlutand. 
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ii&i  oan  be  poured  in  through 
the  tube.  The  presaure  of 
the  atmosphere  preTents  the 
ink  from  flowing  out.  VVhen 
the  ink  has  been  naed  till  its 
level  falls  below  o,  where  the 
tube  joins  the  main  body  of 

the  inkstancl,  a  bubble  of  air  , 

enters,  and  ri^ng  to  the  top, 
acts  by  its  pressure  to  fill  the 
tube  ag^,  and  eo  on  until  the 
ink  is  exhausted,  "*  •*■ 

Wateo:  ^Pwnp^ 
ISl.  A  "Watek  Pomp  ia  a  machine  for  rdwng  water 
from  a  lower  to  a  higher  level,  generally  by  the  aid  of 
atmospheric  pressure.  Three  separate  principles  are  cm- 
ployed  in  working  pumps :  the  gucking,  the  lifting,  and  the 
forcing  principles.  Pumps  are  often  named  according  as 
one  or  more  of  these  principles  are  employed. 

Tina  Sneklt^  and    T''*^'"g  Pniiq)- 
139.    A  Sucking  and  Liftikg  Pump  is  represented  in 
Fig.  95,  in  which  a  portion  oF  the  barrel  ia  removed,  to  show 
more  dearly  the  relative  position  of  the  parts. 

It  consisU  of  a  cylinder,  usually  of  cast  iron,  called  the 
hcarei  of  the  pump.  The  barrel  communicates  with  a  re- 
servoir Dy  a  narrow  pipe,  called  the  sucking  pipe,  a  part 
of  which  is  shown  in  the  figure.  At  the  fop  of  the  sucking 
pipe  ia  a  valve  opening  upwards,  called  the  sleeping  valve. 
Within  the  barrel  ia  a  disk  of  metal  or  wood,  paoked  with 
leather,  called  the  piston.  The  piston  is  attached  to  a  rod, 
6,  called  the  piston  rod,  and  is  moved  up  and  down  through 

(134.)  WlutlsBW«tH  Pomp?  Ho*  rosny  prlndpleB  imy  be  employed  f  Wh«» 
mio  tier?  Ho*  «e  pomp,  umedt  {  186.)  Dewirib.  th.  Sneting  uA  IiMd| 
Pump.    ItabimL    fliuifcint pip*.    Blwpiin«lT«.    Ptawu. 
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a  certain  space,  called  the  play  of  the  piston,  by  a  lever,  ^, 
called  the  pump-handle.  To  cause  the  rod  to  work  verti- 
cally, it  is  connected  with  the  handle  by  a  forked  piece, 


which  is  united  to  the  piston  rod  by  a  hinge  joint.  Thia 
arrangement  permits  the  rod,  d,  to  glide  up  and  down 
through  a  guide,  as  shown  in  the  figure.    Finally,  the  piston 

PlajortheplitoD.    PlKoD  rod.    Quids. 
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itself  is  pierced  in  its  centre,  and  carries  a  Gccond  valve, 
bIso  opening  upward,  called  the  piston  valve. 

In  explaining  the  action  of  this  pump,  we  refer  to  Figs. 
SO,  97,  and  98,  which  represent  sections  of  the  pump  in 
different  states  of  action.  In  all  of  the  figures,  a  is  the 
sleeping  valve,  c  the  piston  valve,  smd  B  the  sncking  pipe. 


Tig,  96.  FJg.  91.  Fig.  W, 

Suppose  the  piston  to  be  at  the  lowest  point  of  its  play ; 
there  will  then  be  an  equilibrium  between  the  pressure  of 
the  air  within  the  pump  and  that  without.  W-hen  the 
piston  19  raised  to  the  highest  point  of  its  play,  the  air  be- 
neath it  is  rarefied,  and  its  tension  diminished ;  the  tension 
of  the  air  in  the  sucking  pipe  then  forces  up  tbe  sleeping 
valve,  and  a  portion  of  it  escapes  into  the  barrel.  The  ten- 
won  of  the  air  in  the  sucking  pipe  being  less  than  that  of 

PIllOBTllT*.    XiplilnlbaMOsBsftUtpTOp. 
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the  external  atmosphere,  a  quantity  of  water  rises  in  the 
pipe,  to  restore  the  equilibrium.  The  water  continues  to 
rise  till  its  weight,  increased  by  the  tension  of  the  air 
in  the  pump,  is  jUst  equal  to  the  tension  of  the  external  air. 
When  the  equilibrium  is  restored,  the  sleeping  valve  closes 
by  its  own  weight. 

Now,  if  the  piston  be  depressed,  the  air  in  the  barrel  is 
condensed,  forces  open  the  piston  valve,  and  a  portion 
escapes  into  the  external  atmosphere.  If  the  piston  be 
raised  again,  an  additional  quantity  of  water  will  be  forced 
into  the  pump,  and  after  one  or  two  strokes  of  the  piston, 
it  will  begin  to  flow  into  the  barrel,  las  shown  in  Fig.  06. 

When  the  water  rises  above  the  lowest  limit  of  the  play 
of  the  piston,  the  latter  in  its  descent  will  act  to  compress 
the  water  in  the  barrel.  This  pressure  forces  open  the 
piston  valve,  and  a  portion  of  the  water  passes  above  the 
piston,  as  shown  in  Fig.  97.  By  continuing  to  elevate  and 
depress  the  pLstou,  the  water  will  be  rais6d  higher  and 
higher  in  the  pump,  till  at  length  it  will  flow  from  the  spout, 
as  shown  in  Fig.  98. 

As  the  water  is  raised  in  the  pump  by  atmospheric  pressure,  it  is 
necessary  that  the  lowest  limit  of  the  play  of  the  piston  should  not 
be  more  than  34  feet  above  the  surface  of  the  water  in  the  reservoir, 
even  at  the  level  Of  the  sea.  To  provide  against  barometric  fluctua- 
tions and  other  contingencies,  it  is  usual  to  make  this  distance  con- 
siderably less  than  34  feet. 

The  Forcing  Pnmp. 

136.  In  the  Forctng  Pump,  the  sucking  pipe  may  be 
dispensed  with,  and  the  barrel  plunged  directly  into  the 
reseiToir,  as  shown  in  Figs.  99  and  100,  or  a  sucking 
pipe  may  be  employed,  as  will  be  explained  hereafter.    We 


What  is  the  lowest  limit  offhs  play  o/ihe  piston  f   {1S6,\  What  two  tomn  may 
be  given  to  the  Forcing  Pnmp  ?  ^ 
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1  first  coimder  the  case  in  wMch'  the  sncking  |»pe  is 


Vle.M.  f[g.lMli 

In  this  case  the  piston  is  sohd,  and  a  latersil  pipe,  JT, 
called  the  delioery  pipe,  is  introduced  below  the  level  of 
the  lowest  position  of  the  pistoD.  There  are  two  valves, 
both  fixed,  the  sleeping  valve  a,  as  in  the  sucking  pamp, 
and  a  valve  c,  opening  into  the  delivery  pipe. 

When  the  piston  is  raised  to  its  highest  position,  as  shoWn 
in  Fig.  99,  the  pressure  oi  the  atmosphere  on  the  water  in 
the  reservoir  forces  open  the  sleeping  valve,  and  the  barrel 
is  filled  with  water  up  to  the  bottom  of  the  piston,  when 
the'eleeping  valve  closes  by  its  o^vn  weight.  On  depressing 
the  piston,  the  valve  c,  is  forced  open,  and  a  portion  of  the 
water  in  the  barrel  is  forced  into  the  dehvery  pipe.    When 
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the  piston  reaches  its  lowest  position,  the  weight  of  the 
water  in  the  delivery  pipe  closes  the  valve  c,  and  prevents 
the  water  in  the  delivery  pipe  from  returning  into  the 
barrel. 

By  continually  raising, and  depressing  the  piston,  addi- 
tional quantities  of  water  are  forced  into  the  delivery  pipe, 
which  finally  escape  from  the  spout  at  the  top  of  the 
delivery  pipe,  as  shown  in  Fig.  100. 

To  regulate  the  flow  of  the  water  through  the  delivery  pipe,  and 
to  facilitate  the  working  of  the  pump,  an  air-vessel  is  generally  in- 
troduced, as  will  be  explained  in  the  next  article.  Sometimes  the 
working  is  rendered  uniform  by  combining  two  forcing  pumps  in 
8ueh  a  manner,  that  the  piston  of  the  one  ascends,  whilst  that  of  the 
other  descends.  This  combination  is  also  explained  in  the  next 
article. 

The  oil  in  a  carceMamp  is  forced  up  into  the  wick  by  a  double 
forcing  pump,  moved  by  clook-work. 

The  Fire  Sngine. 

lay,  A  Fire  Engine  is  a  double  forcing  pump,  having 
its  delivery  pipe  composed  of  leather  or  other  flexible 
material.  It  is  used,  as  its  name  implies,  for  extinguishing 
fires. 

Fig.  101  shows  a  section  of  the  essential  parts  of  a  fire 
engine.  In  this  figure,  PQ  is  the  lever  to  which  are  at-, 
tached  the  piston  rods,  that  move  the  pistons  m  and  n ;  H 
is  an  air-vessel  with  two  valves,  one  admitting  water  fi'om 
each  barrel ;  Z  is  the  entrance  to  the  .hose  or  delivery 
pipe ;  JW  and  If  are  rods  sustaining  the  firamework  of  the 
machine. 

The  two  barrels  are  plunged  into  a  reservoir  which  is 
kept  supplied  -pth  water.    This  water  flows  mto  a  space 

^      ™  ■■■■■■      ■  I  ■■  ■■ ■■  I  ■    ■■■■■■■      »■■■»    —         »■         ■  ii»  ■     ■         ^^i— — ^.i^— I  I  ■    ■  — 

Hou>  U  ihsflow  rtgulaUdt  Ebto  i^  fh^XMrtinff  rendered  un^»mf  EowU 
ihs  ail  raiud  in  a  earetl4amp  t  ( 137-)  What  Is  a  Flr«  Engine?  Deacxibe  it  In 
4eCaU. 
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beneath  the  barrek  tlirongh  holes  represented  on  the  right 
and  left  of  the  figure,  and  from  thence  is  forced  into  the 
ail-vessel  in  a  manucr  entiiely  Himilar  tc  that  explained  la 


Fig.  ini. 

the  last  article.  When  the  water  ia  forced  into  the  lur- 
vessel  2i,  the  air  is  at  first  compressed,  after  which  it  acta 
hy  ita  tension  to  force  a  continuous  current  through  the 
hose. 

The  icver  is  provided  ■with  long  handles  at  right  angles  to  ito 
length,  fo  Ihat  it  may  be  ■workej  by  several  men  acling  together. 
The  general  method  of  using  a  fire  engine  is  shown  in  Fig.  103. 

Within  a  few  years  many  improvements  have  been  introduced 
into  the  fire  engine,  one  of  the  most  importaot  l{|uie  the  application 
of  steam  as  a  motor. 
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The  SncUng  and  Forcing  Pump. 

138.  This  pump  dificrB  from  the  forcing  pump,  des^ibed 
in  Art.  136,  in  liaving  a  sucking  pipe,  which  terminates  at 
the  sleeping  valve.  The  length  of  the  sucking  pipe  ought 
not  to  exceed  30  feet,  hut  that  of  the  delivery  pipe  may  be 
of  any  length  cimpatible  with  the  strength  of  the  pump. 


(138)  Drwrlbo  th*  Sookius  nnd  TciniBg  Pomp.    Hoir  high  m 
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Tho  S^ihoit. 

1S9.  The  Siphon  is  a  bent  tube,  by  means  of  which  a 
liquid  may  be  transferred  from  one  reservoir  to  another,  over 
an  intermediate  elevation.  The  siphon  may  be  nsed  with 
advantage  when  it  is  required  to  draw  off  tlie  upper  portion, 
of  a  liquid  without  disturbing  the  tower  portioo.  Thia 
operation  is  called  decanting. 


The  siphon  consists  of  two  branches  of  nneqnal  lengths,  iia 
shown  in  Fig.  103.  The  shorter  one  is  plunged  into  the 
liquid. to  be  decanted,  and  the  flow  takes  place  from  the 
longer  one. 

To  wse  the  siphon,  it  mnat  first  be  filled  with  the  liquid.  This 
operation  may  be  effected  by  applying  the  mouth  to  the  outer  end  of 

nwd  wtth  ulnntimT     Whit  1* 
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the  BiphoA,  and  exhausting  the  air  hy  suction,  or  ifc  may  he  inverted 
and  filled  hy  pouring  in  the  liquid,  and  stopping  hoth  ends,  after 
which  it  is  again  inverted,  care  heing  taken  to  open  hoth  ends  at  the 
same  instant.  Sometimes  a  sucking  pipe  is  employed  to  exhaust  the 
air  and  fill  the  siphon. 

When  the  fiow  commences,  it  will  continue  until  the  liquid  in  the 
first  reservoir  falls  helow  the  level  of  the  end  of  the  siphon. 

To  understand  the  action  of  the  siphon,  we  must  consider 
the  forces  called  into  play.  The  water  is  urged  from  d 
towards  5,  by  the  pressure  of  the  atmosphere  on  the  fluid  in 
the  reservoir,  together  with  the  weight  of  the  water  in  the 
outer  branch  of  the  siphon ;  that  is,  by  the  weight  of  a 
column  of  water  whose  height  is  ab.  This  motion  is  re- 
tarded by  the  pressure  of  the  atmosphere  at  5,  together  with 
the  weight  of -the  fluid  in  the  inner  branch  ;  that  is,  by  the 
weight  of  a  column  whose  height  is  cd.  The  difiference  of 
these  forces  is  the  weight  of  a  column  of  the  liquid  whose 
height  is  the  excess  of  ab  over  cd^  and  it  is  by  the  action  of 
this  force  that  the  flow  is  kept  up.  The  greater  this  differ- 
ence the  more  rapid  will  'be  the  flow,  and  the  less  this 
difference  the  slower  the  liquid  will  escape.  When  this 
difference  becomes  zero,  the  flow  ceases  altogether. 

The  siphon  is  used  for  conveying  water  over  hills,  hut  for  this 
purpose  the  highest  poin(  of  the  tuhe  should  not  he  more  than  thirty 
feet  ahove  the  level  of  the  water  in  the  reservoir,  this  heing  ahout 
the  height  at  which  the  atmospheric  pressure  will  sustain  a  column 
of  water. 

If  a  siphon  he  mounted  on  a  piece  of  cork,  so  as  to  sink  as  the  level 
of  the  fluid  falls,  the  flow  will  he  constant.  Such  a  siphon  is  called 
a  siphon  of  constant  flow. 


jffoto  long  wiU  ths^aw  continue  t  Explain  the  principle  and  action  of  the  siphon 
in  detaiL  Sow  high  can  water  be  raised  hy  a  siphon  t  Describe  a  siphon  qf  con» 
stanijlow. 
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140,    It  has  been  Blionn  that  a  body  plunged  into  a 
liquid  b  buoyed  up  by  a  force  equal  to  the  weight  of  the 
diaplaced  liquid.    That  a  inmilar  effect  is  produced  upon  a 
body  in   the  atmoaphere, 
may  be  shown  by  means 
of  an  instrument  called  a 
baroscope,  which  is  repre- 
sented in  Fig.  104. 

The  Baroscope  consists 
of  a  beam  like  that  of  a 
balance,  irom  one  extrem- 
ity of  which  is  suspended 
a  hollow  sphere  of  copper, 
and  from  the  other  ex- 
tremity a  solid  sphere  of 
lead.  These  are  made  to 
balance  each  other  in  the 
atmosphere. 

If  the  instrument  be 
placed  under  the  receiver 
of  an  air-pump  and  the 
all  exhausted,  the  copper 
sphere  will  descend.  This 
shows  that  in  the  air  it 
was  buoyed  up  by  a  force 
greater  than  that  exerted  rig.  lOi 

upon  the  leaden   sphere. 

If,  now,  the  leaden  sphere  be  increased  by  a  weight  equal 
to  that  of  a  volume  of  ^r  equal  to  the  bulk  of  the  copper 
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sphere  diminished  by  that  of  the  leaden  sphere,  it  will  be 
found,  after  the  air  is  exhausted,  that  the  balance  is  in 
equilibrium.  This  shows  that  the  buoyant  effort  is  equal  to 
the  weight  of  air  displaced.  Hence  we  have  the  follow- 
ing principle,  entirely  analogous  to  the  principle  of 
Abchimedss: 

"When  a  hody  is  'plunged  into  a  gas^  it  i^  huoyed  up  hy 
a  force  equal  to  tlie  weight  of  tJie  displaced  gas. 

If  the  buoyant  effort  is  greater  than  the  weight  of  the  body,  the 
latter  will  rise ;  if  it  is.  less,  the  body  will  fall :  if  the  two  are  equal, 
the  body  will  float  in  the  atmosphere. without  either  rising  or  falling. 

Smoke,  for  example,  rises,  because  it  is  lighter  than  the  air  which 
it  displaces.  It  continues  to  rise  until  it  reaches  a  stratum  of  air 
where  its  weight  is  just  equal  to  that  of  the  displaced  air,  when  it 
will  come  to  rest  and  remain  suspended.  A  soap-bubble  filled  with 
warm  air  floats  for  a  considerable  time  in  the  atmosphere,  being 
nearly  of  the  same  weight  as  the  displaced  air. 

The  Balloon. 

141«  A  Balloon  is  a  spherical  envelope  fiUed  with  some 
gas  lighter  than  the  air. 

Balloons  are  of  very  different  sizes,  and  are  filled  with  gases  of  very 
different  specific  gravities,  and  consequently  capable  of  raising  very 
difierent  weights  in  ascending  to  the  upper  regions  of  the  atmosphere. 

The  first  balloon  was  constructed  by  Stephen  and  Joseph  Mont- 
aoLFiER,  two  brothers,  in  1783.  It  was  made  of  linen,  lined  with' 
paper.  It  was  about  forty  feet  in  diameter,  and  weighed  560  lbs. 
It  was  filled  with  heated  air  and  smoke,  furnished  by  burning  wet 
straw,  paper,  and  the  like,  under  the  ballpen,  the  lower  part  of  which 
was  left  open  to  receive  it.  The  balloon  rose  to  a  height  of  more 
than  a  mile,  but  it  soon  became  cooled  in  the  upper  regions  of  the 
air  and  fell  to  the  earth. 


Olye  the  law  of  baoyancj.  When  toiU  a  body  rise  in  the  atmosphere  t  When 
faU  r  When  remain  neutral  t  EbaampUe,  (141.)  What  is  a  Balloon  ?  CHee  an 
account  of  the  early  history  of  haUooning. 
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In  the  following  August,  two  brothers,  named  Robert,  constructed 
a  balloon  of  silk  saturated  with  india-rubber,  and  filled  it  with 
hydrogen  gas.  The  ascensional  power  of  this  balloon  was  very 
great,  and  being  set  loose  in  Paris,  it  rose  with  great  rapidity,  and  at 
the  end  of  four  minutes  had  reached  a  height  of  nearly  a  thousand 
yards,  when  it  was  lost  sight  of  by  entering  a  cloud.  It  descended 
fifteen  miles  from  Paris,  to  the  astonishment  of  the  people  who  saw  it 

Manner  of  filling  a  Balloon  and  making  an  aaoent. 

142*  Balloons  may  be  filled  either  with  hydrogen  or  with  illu^ 
minating  gas,  which  is  a  compound  of  carbon  and  hydrogen.  Oi| 
account  of  the  readiness  with  which  the  latter  gas  can  be  obtained, 
together  with  its  cheapness,  it  is  generally  employed.  The  envelope 
is  made  of  silk,  rendered  air-tight  by  some  kind  of  varnish,  and  is 
strengthened  by  a  network  of  cords.  This  network  also  serves  to 
sustain  a  wicker  basket,  or  car,  in  which  the  aeronaut  is  seated. 

Fig.  1 05  represents  the  method  of  filling  a  balloon,  and  preparing 
it  for  an  ascension.  'Two  masts  are  erected  at  a  suitable  distance 
from  each  other,  at  the  tops  of  which  are  pulleys.  A  rope  passing 
through  a  loop  at  the  top  of  tho  balloon,  also  passes  over  the  pulleys, 
and  serves  to  raise  the  balloon  during  the  process  of  filling. 

When  the  process  of  filling  commences,  the  balloon  is  raised  till 
it  is  three  or  four  feet  abov«  the  ground,  when  the  gas  is  introduced 
by  means  of  a  pipe  or  hose  which  connects  with  a  gasometer.  As 
the  balloon  fills  with  gas  it  is  held  down  by  ropes,  and  when  com-^ 
pletely  filled,  the  opening  is  closed,  and  the  car  attached.  Care 
should  be  taken  not  to  fill  the  balloon  completely,  as  the  gas  expands 
in  rising,  and  unless  an  allowance  is  made  for  this  increase  of 
volume,  the  balloon  might  be  ruptured. 

To  regulate  the  ascensional  power,  the  car  is  ballasted  by  sand, 

f  contained  in  small  bags.     Everything  being  ready,  the  ropes  are 

detached,   and  the  balloon  ascends  with   greater  or  less  velocity, 

according  to  the  ascensional  force,  that  is,  the  excess  of  the  buoyant 

efibrt  over  the  weight  of  the  entire  balloon  and  its  cargo. 

When  the  aeronaut  finds  that  he  does  not  ascend  fast  enough,  he 
increases  the  ascensional  force  by  emptying  one  or  more  of  the  sand 


(142.)  Wiih'iBliaAartl>aUoon%fla«df    Explain  the  method  qf  JUUng  a  baUoon. 
How  U  the  cucMMimal  p<noer  regvia4ed  f 


POPCLAB  PHYSICS. 


b^i.  In  like  manner,  in  descending,  if  the  velocity  is  too  great,  oi 
if  the  balloon  tends  to  fall  in  a  dangerous  place,  tlie  weight  of  Um 
b»lloon  is  dimiuiiihed  by  emptying  lome  of  iho  sand  bags. 


Tlf-IOH. 

To  render  the  descent  less  difficult,  the  aeronaut  is  provided  with 
m  anchor  or  grapple,  suspended  from  a  cord,  by  means  of  which  he 
oaii  seize  upon  some  terrestrial  object  when  he  comes  near  the  earlh. 
When  the  anchor  is  made  fast,  the  aeronaut  dra.wH  down  the  balloon 
by  pulling  upon  the  cord.  The  anchor,  the  sand  bags,  and  t^e 
wicker  oar,  are  represented  on  the  ground  in  Fig.  105. 

JE&u  doe*  On  aarvaaai  jnatt  /att  to  Bit  tai-lk  in  ductitdini;  t 
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At  the  top  of  the  balloon  is  a  yalve  kept  closed  by  a  spring  j  it 
can  be  opened  by  means  of  a  siring  descending  through  the  balloon 
to  the  car  of  the  aeronaut.  When  he  wishes  to  descend,  he  opens 
the  yalve,  and  allows  a  portion  of  the  gas  to  escape.  To  ascertain 
whether  he  is  ascending  or  descending,  the  aeronaut  is  provided  with 
a  barometer ;  when  ascending,  the  barometric  colunm  falls,  and  when 
descending,  it  rises.  By  ^eans  of  the  barometer  the  height  at  any 
time  may  be  determined. 

The  Paraduzte. 

143.  A  Pabachute  is  an  apparatus  by  means  of  which 
an  aeronaut  may  abandon  his  balloon,  and  descend  slowly 
to  the  earth. 

The  form  and  construction  of  a  parachute  is  shown  in 
Fig.  106,  It  consists  of  circular  piece  of  cloth,  15  or  16  feet 
in  diameter,  presenting,  when  spread,  the  form  of  a  huge 
umbrella.  The  ribs  are  made  of  cords,  which,  being  con- 
tinued, are  attached  to  a  wicker  car,  as  shown  in  the  figure. 

When  the  aeronaut  wishes  to  descend  in  the  parachute,  he  enters 
the  car  and  detaches  the  parachute  from  the  balloon.  At  first  he 
descends  with  immense  rapidity,  but  the  air  soon  spreads  the  cloth, 
and  then  acting  by  its  resistance,  the  velocity  is  diminished,  and  the 
aeronaut  reaches  the  earth  without  injury.  A  hole  is  made  &t  the 
centre  of  J;he  parachute,  which,  by  allowing  a  part  of  the  compressed 
air  to  escape,  directs  the  descent  and  prevents  violent  oscillations 
that  might  prove  dangerous. 

The  parachute  was  first  tried  by  Blanchard,  who  placed  a  dog  in 
the  car,  and  detached  it  from  the  balloon.  A  whirlwind  arrested 
its  descent  and  carried  it  up  above  the  clouds,  where  Blamchard 
soon  after  fell  in  with  it,  to  the  great  joy  of  the  poor  animal.  A 
current  again  separated  the  two  voyageurs,  but  both  reached  the 
earth  in  safety,  the  dog  being  the  last  to  descend. 

J.  Garnerin  was  the  first  man  who  ventured  to  descend  in  a 
parachute,  which  he  did  by  detaching  himself  from  a  balloon  at  the 


What  i8  the  um  of  P^s  wO^s  at  the  top  t    What  U  the  use  of  the  barometer  t 
(1 43.)  Vhat  Ib  a  Parachute  ?    Describe  it.    Explain  its  use  and  aetion. 
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height  of  a  thousand  yards  above  the  surface  of  the  earth.    He 
descended  in  safety. 


Hemarkable  Balloon  ABOwmrioiiii. 

144*  The  first  ascension  was  made  in  October,  1783,  by  De 
'BoziER.  His  balloon  was  filled  with  heated  air,  and  was  confined  by 
a  rope,  so  that  he  only  rose  to  a  height  of  about  a  hundred  feet.  In  the 
following  year  De  Rozier  and  D' Arlakdes  ascended  in  a  fire  balloon 
from  the  Bbis  de  Boulogne,  and  after  a  voyage  of  twenty -five  minutes 
they  descended  on  the  other  side  of  Paris.  In  a  subsequent  ascent 
De  Rozier  lost  his  life  in  consequence  of  his  balloon  taking  fire.  In 
1785,  BLdLMCHARD  and  Jetfries  crossed  the  English  Channel  from 
Dover  to  Calais.  During  the  voyage  they  had  to  throw  overboard 
all  of  their  ballast,  then  their  instruments,  and  finally  their  clothing, 
to  lighten  the  balloon.  In  1804,  Gay  Lussag  ascended  to  the  height 
of  23,000  feet  above  the  level  of  the  sea.  At  this  height  the  baro- 
metric column  fell  to  12.6  inches,  and  the  thermometer,  which  at 
the  surface  of  the  earth  was  31",  fell  to  H"  below  0. 

At  such  heights,  substances  which  absorb  moisture,  like  iiaper  and 
parchment,  become  dry  and  crisp  as  if  heated  in  an  oven,  respira^ 
tion  becomes  difficult,  and  the  circulation  is  quickened  on  account  of 
the  rarefaction  of  the  air.  Gay  Lussac  relates,  that  his  pulse  ros* 
from  66  to  120.  The  sky  becomes  almost  black,  and  the  silence 
that  prevails  is  frightful.  After  a  voyage  of  six  hours,  Gay  Lussac 
descended,  having  travelled  about  ninety  miles. 

On  the  1st  of  July,  1859,  Messrs.  Wise,  La  Mountain,  Gager, 
and  Hyde,  ascended  from  St.  Louis,  Mo.,  and  descended  at  Hender- 
son, Jefferaon  Co.,  N.  Y.,  having  travelled  1150  miles  in  a  little  less 
than  twenty  hours,  or  about  fifty-seven  miles  per  hour.  This  is  the 
most  celebrated  voyage  on  record. 

Balloons  have  been  used  with  some  success  in  military  operations. 
As  means  of  travelling,  they  have  thus  far  proved  of  no  value,  on 
account  of  the  difficulty  of  directing  their  course. 


(144.)  DeacHle  wme  of  the  mpgt  remarJkdbU  BaUoon  ABcentiont,  ^f 
BOHBR.  Of  Blanchard  and  Jeffbibb.  0/  Gay  Lttssao.  What  effect  ha*  the 
atmoephereat  great  devaUonat  Describe  me  great  American  voyoff^  **««  V 
baOoon$, 
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AOOUBTIOB. 


I.  —  PRODUCTION     AND      PROPAGATION     Of     BOUND. 


Definition  of  Acoustics. 

145*  AcoxiSTics  is  that  branch  of  Physics  which  treats 
of  the  laws  of  generation  and  propagation  of  sound. 

Definition  of  Sound. 

146*  Sound  is  a  motion  of  matter  capahje  of  affecting 
the  ear  with  a  sensation  peculiar  to  that  organ. 

Sound  is  caused  by  the  vibration  of  some  body,  and  is 
transmitted  by  successive  vibrations  to  the  ear.  The  origi- 
nal vibrating  body  is  said  to  be  sonorous.  A  b^dy  which 
transmits  sound  is  called  a  medium.  The  principal  medium 
of  sound  is  the  atmosphere ;  wood,  the  metals,  water,  Ac, 
are  also  media. 

d 

,  Fig.  107. 

Let  us  take,  for  illustration,  a  stretched  cord  which  is  made  to 
vibrate  by  a  bow,  as  in  a  violin,  for  example.  When  the  cord  is 
drawn  from  its  position  of  rest,  ac6,  Fig.  107,  to  the  position  adby 
every  point  of  the  cord  is  drawn  from  its  position  of  equilibrium ; 

(145.)  What  Is  Acoustics?  (146.)  What  is  Sound  ?  What  is  its  cause  ?  How  Is 
it  transmitted?  What  is  a  sonorous  body?  A  medium?  Examples.  l^aipUiin  tA6 
vibrating  cord. 
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when  it  is  abandoned,  it  l«nds,  by  virtae  of  ita  elasticity,  to  Tctnrn  to 
its  priroitiTe  state.  In  retamiiig  to  this  position,  it  does  ao  with  4 
velocity  that  carries  it  past  acb  to  aeb,  from  irliich  it  retnroa  again 
nearly  to  adb,  and  so  on  Tibniting  backward  and  forward,  nnti],  ifter 
a  great  number  of  osoillatione,  it  at  length  oomea  to  rest.  Theao 
ribrations  are  the  cause  of  a  Boand  which  may  reach  the  ear  thioogh 
the  atmosphere- 

The  OBcillations  of  sonorous  bodies  are  too  rapid  to  be  counted,  or 
even  to  be  seen  distinctly.  This  nay,  boweT«r,  be  made  imanifmut  to 
the  eye  in  sevenU  ways. 

For  example,  if  a  hollow  glass  globe  be  made  to  TibnUe  by  ftriking 
it.  and  a  small  ball  of  ivory  be  broaght  near  it,  a  suecesBiou  of  shocks 
is  safficieut  to  make  the  vibratory  motion  manifest. 

If  a  plate  of  metal  be  fixed  at  one  of  its  points,  and  then  made  to 
vibrate  by  drawing  a  violin  bow  over  one  of  ils  edges,  fine  particlea 
of  sand  strewn  over  it  will  be  seen  to  douce  up  and  down,  and  finally 
to  arrange  themselves  in  curious  figures.  This  motion  of  the  parti- 
cles of  sand  is  due  to  the  vibrations  of  the  plate,  and  it  serves  to  moke 
them  manifest  to  the  eye. 


lig.  108, 

Propagation  tn  Alx. —  Sound-WaTas. 

147.    The  vibrationa  of  &  eonorous  body  ^ve  rise  to 
corresponding  vibrations  in  the  surrounding  air,  which  are 
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transmitted  by  a  succession  of  condensations  and  rare&c- 
tions,  as  represented  in  Fig.  108,  until  at  last  they  reach  the 
ear  and  produce  the  sensation  of  sound. 

The  vibrations  of  the  air  communicate  corresponding 
vibrations  to  the  tympanum  or  drum  of  the  ear,  whence 
they  are  transmitted  by  a  very  complex  mechanism  to  the 
auditory  nerve,  and  so  to  the  sensorium,  or  seat  of  sensa- 

m 

tion. 

The  aerial  vibrations  emanating  from  a  sonorous  body  spread  ont- 
vards  in  successive  spheres;  hence  sound  is  tranismitted  in  all 
directions. 

An  idea  of  the  successive  spheres  or  undulationii  may  be  had  by 
dropping  a  stone  upon  the  surface  of  a  pond  of  still  water,  and 
noticing  the  successive  waves  as  they  follow  each  other  to  the  shores. 
The  central  particlett  continue  to  oscillate  like  those  of  the  cord 
already  described,  and  at  each  oscillation  a  new  wave  or  undulation 
is  generated. 

Oo-ezistenoe  of  Sonorous  Wscwea. 

14§«  It  is  to  be  remarked  that  many  sounds  may  be 
transmitted  through  the  air  simultaneously.  This  shows 
that  the  sound  waves  cross  each  other  without  modification. 
In  listening  to  a  concert  of  instruments,  a  practiced  ear  can 
detect  the  particular  sound  of  each  instrument. 

Sometimes  an  intense  sound  covers  up  or  drowns  a  more  feeble 
one  ]  thus,  the  sound  of  a  drum  might  drown  that  of  the  human  voice. 
Sometimes  feeble  sounds,  which  are  too  faint  to  be  heard  separately, 
by  their  union  produce  a  sort  of  iimrmur.  Such  is  the  cause  of  the 
murmur  of  waves,  the  rumbling  sound  of  a  breeze  playing  through 
the  leaves  of  a  forest,  and  the  indistinct  hum  of  a  distant  city. 

It  has  been  shown  that  two  sound-waves  may,  under  certain  cir- 
cumstances, neutralize  each  other,  producing  silence. 
.Ill  ■  i 

How  imparted  lo  the  andltory  nerre?  Wh<tt  i8  the  form  of  a  tound-toave  in  th6 
airt  IlluetraU  hy  ioaeea  on  a  pond.  ( 148.)  Bo  sound-waves  interfere  with 
each  other^s  progress?  How  shown?  JSi^pUAn  U^  vMtrmwr  (tfUawe,  WavM. 
Of  a  eUy* 
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Sound  is  not  propa^ted  in  a  Vaomun. 

149*  That  some  medium  is  necessary  for  the  trans- 
mission of  sound,  may  be  shown  by  the  following  experi- 
ment. 

In  a  glass  globe  with  a  stop-cock,  is  suspended  a  bell,  as 
shown  in  Fig.  109.  When  the  globe  is 
shaken,  the  sound  of  the  bell  is  distinctly 
heard.  If  the  air  be  exhausted  from  the 
globe,  no  sound  is  heard  when  the  globe 
is  shaken. 

This  expenment  may  be  performed 
otherwise  as  follows : 
.  A  bell  is  placed  under  the  receiver  of 
an  air-pump,  provided  with  a  striking 
apparatus  set  in  motion  by  clock-work.  '*«•  *^* 

Before  the  air  is  exhausted,  the  strokes 
of  the  hammer  on  the  bell  are  distinctly  heard,  but  as  the 
air  is  exhausted  the  sound  becomes  fainter  and  &inter,  till 
at  last  it  ceases  to  be  heard. 

For  the  complete  success  of  this  experiment,  the  bell  and 
clock-work  should  be  placed  upon  a  cushion,  of  some  sub- 
•stance  which  does  not  readily  transmit  sound. 

In  asoending  high  mountains,  the  air  beoomes  rarefied,  and  a  cor- 
responding diminution  in  the  intensity  of  sounds  is  observed. 
Saussure,  on  firing  a  pistol  on  the  summit  of  Mt.  Blano,  reports 
that  it  produced  only  a  feeble  sound,  like  that  heard  on  breaking  a 
stick. 

Propagation  of  Sound  In  Uqnids  and  SoUdai 

I50«  Sound  is  transmitted,  not  only  by  gases,  but  also  by 
liquids  and  solids.    Divers  hear  sounds  from  the  shore  when 


( 140-)  How  Is  it  shown  that  sound  is  not  transmitted  in  a  raoanm?  Another 
method  of  showing  the  same  thing.  ElffM  <tf  elevation  on  tound,  (  1 60.)  How  fi 
it  shown  that  liquids  and  solids  transmit  sounds? 
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under  water,  and  Bounds  made  under  water  are  heard  on 
shore.  A  slight  soond  made  at  one  end  of  a  long  stick  of 
timber  is  distinctly  heard  by  an  ear  at  the  other  end,  even 
when  it  might  be  inandible  at  an  equal  distance  through  the 
air. 

The  earth  transmits  sounds,  and  by  pladng  the  ear  in  con- 
tact with  it,  sounds  may  be  distinguished  at  a  great  distance. 
This  method  of  hemng  approaching  footsteps  of  men  or 
animals,  is  well  understood  by  hunters.  In  the  construction 
of  subterranean  galleries  for  mining  purposes,  the  miner  is 
often  guided,  as  to  the  direction  he  should  take,  by  sounds 
transmitted  through  large  masses  of  earth  and  rock. 

Velocity  of  Soond  in  the  Air. 

151«  That  sound  occupies  an  appreciable  time  in  pasdng 
from  point  to  point  may  be  shown  by  many  &miliar  ex- 
amples. If  we  notice  a  man  cutting  wood  at  a  distance,  we 
shall  perceive  his  axe  Mi  some  time  before  the  sound  of  the 
blow  reaches  the  ear.  If  a  gun  is  discharged,  we  see  the 
flash  before  we  hear  the  report.  In  like  manner  the  flash 
of  lightning  is  seen  before  we  hear  the  thunder. 

In  1822,  a  nimiber  of  scientific  men  undertook  a  series  of 
very  nice  experiments  to  determine  the  velocity  of  sound. 
They  placed  a  cannon  on  the  hill  of  Montlery,  near  Paris, 
and  another  on  a  plain  near  Yille-Juif,  the  distance  between 
them  being  61,047  feet.  At  each  station  twelve  discharges 
were  made  at  intervals  of  ten  minute's;  the  discharges 
alternating  between  the  stations  at  intervals  of  five  minutes. 
Observers  placed  at  each  station  observed  the  intei-vals  of 
time  that  elapsed  between  seeing  the  flash  and  hearing  the 
rep<E)rt  of  the  cannon  at  the  other  station.     (See  Fig.  110.) 


How  is  It  shown  that  the  earth  transmits  sonnd?  Illastrate.  (151.)  How  is  it 
shown  that  soand  requires  an  appreciable  time  to  pass  from  place  to  place? 
Illustrate.    Explain  the  experiments  made  near  Paris. 
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The  average  of  these  intervals  at  both  stations  was  feond  to 
be  64.6  sec,  giving  foe  the  actual  velocity  of  Gomid,  1118 
feet  per  second. 

The  temperature  of  the  air  was  61°  F.  Souod  travels 
£tsteF  in  heated  than  in  cold  ^.  Making  allowance  for 
this  change  of  velodty,  and  reducing  the  velofsty  to  vhat  it 
wonld  have  been  at  32°  F.,  we  have  lor  this  temperature, 
the  velot^ty  eq^oal  to  lOfiO  &et  per  second. 


Fig.  110. 

A  knowledge  of  the  velocity  of  sound  enables  us  to  determine  th« 
.distBDce  between. two  points.  Let  a  gun  be  fired  at  one  point,  and 
let  an  observer  note  the  time  between  the  flash  and  report ;  muUiplf 
the  nnmber  of  aeoDnda  elapsed  by  1090,  we  have  the  distance  re< 
quired.  When  great  accuracy  ia  required,  the  temperatare  of  the 
air  must  be  taken  into  account.  In  a  similar  way  we  may  determine 
the  depth  of  a  well,  by  dropping  a  atone  and  noting  the  time  between 
the  instant  when  it  strikes  the  water  and  that  at  which  the  «ound 
reaches  the  ear. 

The  velooitf  of  sound  is  not  the  same  in  all  goaea.  It  ia,  in 
general,  greater  in  the  rarer  gases.     But  in  the  same  gas,  all  sounda. 
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whether  strong  or  feeble,  grave  or  acute,  are  traiutnitted  with  the 
same  velocity.  If  we  listen  to  a  band  at  a^distance,  the  notes  reach 
us  exactly  in  the  same  order  that  they  are  played,  and  the  sounds  of 
all  the  instruments  are  heard,  together. 


Velocity  of  Sound  in  Uquids  and  SoUda. 

153.  Liquids  and  solids  transmit  sound  more  rapidly 
than  sar.  Experiments  made  by  transmitting  sound  across 
the  Lake  of  Geneva,  in  Switzerland,  show  that  the  velocity 
of  sound  in  water  is  about  4700  feet  per  second,  which  is 
more  than  four  times  its  velocity  in  air. 

That  sound  travels  filter  in  iron  than  in  air,  may  be  shown 
by  placing  the  ear  at  one  extremity  of  a  long  iron  bar  ov 
tube,  whilst  it  is  struck  on  the  other  end  with  a  hammer. 
Two  sounds  will  be  heard,  the  first  transmitted  through  the 
iron,  and  the  second  through  the  air.  It  has  been  shown 
that  sound  is  transmitted  seventeen  times  fester  in  iron  than 
in  air.  The  velocity  of  sound  is  not  so  great  in  the  other 
metals. 

Rsfleotion  of  Bound. 

153.  Sound  is  propagated  through  the  air  in  spherical 
waves.  (Fig.  108.)  When  these  waves  meet  with  an 
obstacle  they  are  driven  back,  as  an  elastic  ball  is  when 
thrown  against  a  hard  wall.  The  wave3  driven  back  take 
a  new  direction,  or  are  reflected.  The  laws  of  reflection  are 
the  same  as  those  which  govern  the  reflection  of  heat  and 
light,  which  will  be  explained  hereafter. 


154.    An  Echo  is  a  repetition  of  a  somid,  caused  by  a 
reflection  o£  the  sound-waves  from  an  obstacle  more  or  less 


J>o  aUwunds  travd  ^»Uk  fqttol  velooUyt  Eow  ^hownt  iX$Z.)  How  was  it 
4>own  that  aoimd  trayela  ii^st^r  in  water  tban  in  air  f  In  Iron  than  in  air  ?  ( 1 6  8  J 
S^lain  the  reflection  of  sound.  (|  j»4.)  What  is  tn  Echo  I 
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remote.  Thus,  if  we  proaoonoe  in  a  iood  yoice  a  sentence 
at  a  certain  distance  irom  a  rock  or  a  building,  we  often 
hear,  after  an  instant,  the  same  sentence  as  if  repeated  at  a 
distance  bj  another  person. 

This  is  due  to  reflection  of  the  sound-waves  from  the  rock 
or  building.  In  order  that  anj  echo  may  be  dearlj  dis- 
tinguished, the  reflection  must  take  place  from  an  obstacle 
which  is  at  least  109  feet  distant. 

It  is  not  possible  to  pronounce  or  to  hear  distinctly  more  than  Atb 
syllables  in  a  seoond.  The  velocity  of  sound  being  1090  feet  per 
second,  it  follows  that  sound  travels  218  feet  in  one  fifth  of  a  second. 
If,  then,  an  obstacle  be  placed  at  the  distance  of  109  feet,  sound  will 
go  to  it  and  return  in  one  fifth  of  a  second.  At  the  distance  of  109 
feet,  the  last  syllable  only  of  the  echo  will  reach  the  ear  after  the 
sentence  is  pronounced.  Such  an  echo  is  called  monosyllabic.  If 
the  echo  takes  place  from  an  obstacle  at  a  distance  of  218  feet,  we 
hear  two  syllables ;  that  is,  the  echo  is  dissyllabic.  At  diitaiices  of 
327  feet,  the  echo  is  trisyllabic,  and  so  on. 

Sound  may  be  reflected  from  several  objects  dtnated  in 
diflerent  directions  and  at  diflerent  distances.  Such  echoes 
are  called  muUipie  echoes.  It  is  said  that  at  a  place  three 
•leagues  from  Verdun,  a  multiple  echo  formed  by  parallel 
walls  fifty  or  sixty  yards  apart,  repeats  a  sound  twelve  times. 
At  the  chateau  of  Simonnetta,  in  Italy,  there  is  an  echo 
which  repeats  the  report  of  a  pistol  from  forty  to  fifty 
times. 

Echoes  modify  the  tones  of  souud.  Some  repeat  sounds 
with  a  roughened,  others  with  a  softened  tone ;  some  with 
a  sneering,  others  with  a  plaintive  accent. 

Resonance. 

155.  When  sounds  are  reflected  from  obstacles  at  a  less 
distance  than  109  feet,  the  reflected  sound  is  superposed 


Iflnstrate.  What  canses  the  echo?  E»p!iai%  the manotyUaMCy  diwyttdHe^  and 
iriijfUoMc  echoes.  What  are  mnltiple  echoes  t  Examples.  What  effect  have  echoes 
on  the  tone  of  a  sound  ?       (155.)  What  is  a  Sesonance? 
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upon  the  direct  one,  giving  rise  tt>  a  strengthened  sound, 
which  is  called  a  Resonance. 

It  is  the  resonance  from  the  walls  of  a  room  that  makes  it  easier 
to  speak  in  a  closed  apartment  than  in  the  open  air.  The  resonance 
IS  more  clearly  perceived  when  the  walls  are  elastic.  In  rooms 
where  there  are  carpets,  curtains,  stuffed  furniture,  and  the  like,  the 
sound-waves  are  broken  up,  and  the  resonance  is  diminished;  but  in 
houses  where. there  is  no  furniture,  the  resonance  is  strengthened. 
Hence  it  is,  that  the  sound  of  voices,  footsteps,  and  the  like,  is.  so 
strongly  marked  in  deserted  and  unfurnished  buildings. 

ZntODsity  of  Ek>aiid. 

156.  The  LrrENSiTY  of  sound  is  its  loudness.  The  in* 
tensity  of  sound  depends  upon  the  force  with  which  the 
vibrating  particles  of  air  strike  upon  the  drum  of  the  ear. 
The  original  intensity  depends  upon  the  power  of  the  ex- 
citing cause. 

Causes  that  modify  the  fiitemdty  of  Sound. 

157.  The  following  are  some  of  the  causes  that  modify 
the  intensity  and  rate  of  propagation  of  sound : 

1.  It  is  shown  by  theory  and  confirmed  by  experiment, 
that  the  intensity  of  sound  diminishes  as  the  square  of  the 
distance  from  the  sonorous  body  increases. 

This  is  expressed  by  saying  that,  the  intensity  of  sound 
varies  inversely  as  the  square  of  the  distance  from  the 
sonorous  body. 

2.  The  intensity  of  sound  diminishes  with  the  amplitude 
of  the  vibration  of  the  aerial  particles. 

When  a  cord  vibrates,  the  sound  is  observed  to  .diminish  as  the 
vibrations  become  smaller,  and  when  the  vibrations  cease,  the  sound 


nhutraU  by  etoamptte.    (156.)  What  is  Intensity  ?    On  what  depend  ?    (15  T.) 
What  are  the  laws  of  intensity  ?    1.  Effect  of  distance  f   2.  Amplitude  of  vibration? 
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18  no  longer  h^ard.  Ifi  this  case  the  length  of  vibration  of  the  cord 
determines  the  length,  or  amplitude  of  the  vibrations  of  the  aerial 
particles. 

3.  The  density  of  the  air  modifies  sound.  "When  the 
air  is  rarefied,  the  intensity  is  diminished.  This  &.ct  has 
been  shown  by  the  experiment  of  a  bell  in  an  exhausted 
receiver. 

The  presence  of  watery  vapor  in  the  air  also  modifies  sound,  that 
substance  being  a  good  conductor  of  sound.  When  the  air  is  cooled, 
it  becomes  more  dense,  hence,  sounds  are  louder  in  cold  than  in 
warm  weather. 

4.  The  wind  modifies  sound.  The  velocity  of  sound  is 
increased  or  diminished  by  the  velocity  of  the  wind,  accord- 
ing as  the  direction  of  the  wind  conspires  with  or  opposes 
the  propagation. 

The  effect  of  the  wind  is  to  move  the  whole  mass  of  air,  carrying 
along  the  sound-waves  unaltered. 

5.  Sound  is  increased  in  intensity  when  the  sonorous  body 
is  in  contact  with,  or  even  in  the  neighborhood  of  another 
body  capable  of  vibrating  in  unison  with  it. 

Henee,  the  sound  of  a  vibrating  eord  is  reinforced  or  strengthened 
by  stretching  it  over  a  thin  box  filled  with  air,  as  in  the  violin.  In 
this  case  the  air  in  the  body  of  the  violin  vibrates  in  unison  with 
the  cord.  The  ancients  placed  in  their  theatres  vessels  of  brass,  to 
reinforce  and  strengthen  the  voices  qf  the  actors. 

Intensity  of  Sounds  in  Tubes. 

15§.  When  a  sound  is  transmitted  through  a  tube,  the 
:sound-waves  can  not  diverge  laterally,  and  consequently  the 


JUtiHratB.  8.  Density  of  the  air?  lUwdraU.  4.  How  does  wind  modfff  soand? 
5.  Effect  of  a  neighboring  sonorous  body  ?  lUustz-ate.  ( 15S.)  What  effect  has  a 
lube  on  sound  ? 


sound  is  transmitted  to  a  great  distance  witboat  mnoh  Ibss 
of  intensity, 

M.  BioT  was  atlo  to  carry  on  a  converaalion  in  a  low  tone  through 
a  tube  a  tbouaand  feet  in  length.  He  nays  that  the  taaai  Waa 
tranBmitted  no  well,  that  there  was  bat  OM  my  to  avoid  being 
heard,  and  Uiat  was  not  to  apeak  at  all. 


This  property  of  tuVs  i^  utilized  in  hotels  and  dwelllnv-hoitspB; 
for  transmitting  meps^es  fWim  one  story  tojinother.  The  tubei 
employed  for  Ibis  purpo«e  nre.ealled  Bpeaking  tuben,  Tba  method 
of  employing  the  speaking  tube,  is  illustrated  in  Fig.  111. 

The  5p«akiiig  Truinpet. 

ISO.    The  Speakiso  Trcsipet,  as  its  mime  implies,  is 

a  conical  tube  employed  to  transmit  the  voice  to  a  great 

Riinri  mipvAnmi    PraMeal  appHeaKeiu.    ( 1 C9  )  Wlwt  li  *  Sp«ililiic  Trnm; 
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distance.    It  is  nsed  by  firemen  and  by  marinerB,  as  shown 
in  Fig.  112. 


By  moans  of  the  speaking  (rampel.  the  Toice  of  the  captain  can 
be  heard  above  (he  Doise  of  the  ninda  and  waves  in  a  tempest. 
According  to  Father  Rircher,  Aleiakdir  the  Great  employed  a 
ipealdng  trumpet  in  eommanding  bis  armiea. 

The  effect  of  the  speAking  trampet  has  been  explained  by  lucces. 
live  reflections  of  aonnd-vBTca  from  tbd  scticirotu  material  of  which 
the  instrameDt  is  composed,  by  virtne  of  which  the  voice  istrons- 
mitted  only  in  the  iltrection  of  the  tube. 

But  the  fact  in,  that  sound  u  tra'nsmitted  in  all  directions,  which 
would  indicate  that  it«  effect  shonid  be  attributed  to  a  reinforcement 
of  the  voice  by  the  vibration  of  the  column  of  air  contained  in  the 
trumpet,  according  to  the  principle  that  sound  is  reinforced  by  an 
auxiliary  vibrating  body. 


Bait  U  Ik4  tfiti  efIA*  iptatiiif  ti-umpet  txplntntd  t 
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The  Ear  TnimiMt. 


160.    The  Ear  TRirsrPErr  is  &  trumpet  employed  hj 
persona  whose  heaiicg  is  delective,  as  shown  in  Fig,  113. 


It  is  ^mply  the  speating  trumpet  reversed.  It  sorres  to 
collect  and  concentrate  the  sound-waves,  which  are  thua 
enabled  to  producer  move  powerful  impression  on  the  drum 
of  the  ear.  The  shape  of  the  ear  in  man  and  in  animalB  is 
Buch  as  to  perform  the  function  of  the  trumpet. 


Differenoe  between   a  Musical   Bound  and  a  Hoiae. 
161.     A  Musical  Sousd  results  from  a  succession  of 
vibrations  of  equal  durafion.     Such  vibrations  are  called 
isochronoL 
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Noise  results  firom  a  single  impulse,  or  from  a  saocesaon 
of  vibrations  of  nneqnal  doration.  Thus,  the  crack  of  a 
whip,  the  discharge  of  a  pistol,  the  rattling  of  thnnder,  or 
the  roar  of  the  waves  of  the  ocean,  are  destitute  of  musical 
value,  and  are  simply  noises. 

Pitch  of  8oiiiids.->Maiic. 

169.  The  PrrcH  of  a  musical  sound  depends  upon  the 
frequency  of  the  vibrations.  Those  sounds  which  result  from 
very  rapid  vibrations,  are  called  acute,  whilst  those  which 
arise  from  very  slow  vibrations,  are  called  grave. 

The  terms  acute  and  grave  are  relative ;  thus,  a  given  sound  may 
be  acute  with  respect  to  a  second,  whilst  it  is  grave  with  respect  to 
a  third ;  thus,  a  sound  which  corresponds  to  160  Tibrations,  is  acate 
with  respect  to  one  corresponding  to  80  vibrations,  and  grave  with 
respect  to  one  corresponding  to  320  vibrations  per  second.  A  well 
arranged  and  happy  combination  of  grave  and  acute  sounds  accord* 
ing  to  the  principles  of  harmony,  constitutes  music, 

UnStB  ai  pezoeptiUe  Sounda. 

163.  M.  Savabt  investigated  the  subject  of  sound  with 
respect  to  the  number  of  vibrations,  corresponding  to  the 
most  grave  and  acute  sounds  perceptible  by  the  human 
ear,  by  means  of  an  apparatus  devised  for  that  purpose. 

As  the  result  of  his  investigations,  he  concluded  that  the 
gravest  perceptible  sound  was  produced  by  16  vibrations 
per  second,  aad  t^e  most  acute  by  48,000  vibrations  per 
second.  Allowing  1090  feet  as  the  velocity  of  sound,  we 
find  for  the  length  of  the  waves,  corresponding  to  the 
gravest  sounds,  68  feet,  and  for  the  length  corresponding 
to  the  most  acute  sounds,  a  little  more  than  a  quarter  of 
an  inch. 

What  is  a  Noise  ?  1 62.  What  does  Pitch  depend  npon  ?  What  is  an  acute  sonnd  ? 
A  grave  one?  lUuHrats  ly  saBampUfi.  WJ^i  is  muHef  (163)  Who  inreili- 
gated  the  limits  of  audible  sounds  t    Giye  the  results  of  his  investigation. 

8 
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The  limits  of  sounds  employed  in  music  are  much  narrower 
especially  in  singing.  Savart  gives  for  the  gravesi  sounds  of  the 
male  voice,  190  vibrations  per  second,  and  for  the  female  voice  572. 
For  the  most  acute  sounds  of  the  male  voice  he  gives  678  vibratiofm 
per  second^  and  for  the  female  voice,  1606. 

Two  sounds,  corresponding  to  the  same  number  of  vibrations  per 
seeondj  are  in  unison. 


Musical  Scale. — Gamut. 

164.  The  ear  not  only  distinguishes  betTreen  given 
sounds— which  is  most  grave,  and  which  is  most  acute— buf 
it  also  appreciates  the  relations  between  the  number  of  vibra- 
tions corresponding  to  each.  We  can  not  recognize  whether 
for  one  sound  the  number  of  vibrations  is  precisely  two, 
three,  or  four  times  as  great  as  for  another,  but  when  the 
number  of  vibrations  corresponding  to  two  successive  or 
mmultaneous  sounds  have  to  each  other  a  simple  ratio,  these 
sounds  excite  an  agreeable  impression,  which  varies  with 
the  rdation  between  the  two  sounds. 

From  this  principle  there  results  a  series  of  sounds  char- 
acterized by  relations  which  have  their  origin  in  the  nature 
of  our  mental  organization,  and  which  constitute  what  m 
csiHed  SL  Musical  Scale. 

In  this  scale  sounds  recur  in  the  same  order  in  groups  of  seven. 
Each  group  constitutes  what  is  called  a  Gamut  of  seven  notes,  known 
by  the  names,  ut,  re,  mi,  fa,  sol,  la,  si.  The  first  six  of  these  names 
are  the  first  syllables  of  the  first  six  verses  of  the  hymn  that  is 
chanted  at  Rome  at  the  feast  of  St.  John.  The  name,  si,  has  been 
given  more  recently  to  the  seventh  note.  The  notes  are  more  gener- 
ally called  by  the  first  letters  of  the  alphabet,  A,  B,  C,  &c. 

The  word  gamut  comes  from  the  name  gamma,  the  third  letter  of 
the  Greek  alphabet,  because  Gcido  D'Arezzo,  who  first  represented 


WhaiarelhsUtnU^inHnffinffr    Whenareeotmdiinuntjtanr    (164)  What  Is 
•Musical  Scaler     What  U  a  Gamut  t    Why  w  ccUedf   2,^a7ne  the  note  ofth^ 
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the  notes  by  points  placed  upon  parallel  lines,  designated  these  lines 
by  letters,  choosing  the  letter  gamma  to  designate  the  first  line. 


16'S«  An  Interyal  is  the  relation  between  two  sounds, 
that  is,  between  the  number  of  vibrations  corresponding  to 
those  soonds. 

The  interval  between  two  successive  notes  is  called  a  second/ 
tfau2(,  the  interval  between  ut  and  re  is  a  second,  as  is  the  interval 
between  re  and  mi,  mi  and /a,  and  so  on.  « 

If  the  interval  between  two  notes  comprises  one,  two,  three,  four, 
five,  or  six  notes,  this  interval  is  called  a  thirdj  fourth^  fifi^i  sixth, 
seventh,  eighth,  or  octcuue.  For  example,  the  interval  between  ut  and 
mi,  is  a  third,  that  between  ut  and  fa,  b,  fourth,  or  quarter,  and  so  on. 
Finally,  the  interval  between  the  ut  of  one  gamut,  and  the  ut  of  the 
next  succeeding  gamut,  is  an  octave. 

The  coexistence  of  several  sounds  is  called  an  accord. 
When  the  ear  can  distinguish,  without  fatigue,  the  relation 
between  two  sounds,  which  is  the  case  when  this  relation  is 
simple,  the  coexistence  of  these  sounds  is  called  a  consch 
nance  ;  when  the  ear  is  painfully  affected  by  the  coexist- 
ence, it  is  called  a  dissonance. 

The  most  simple  accord  is  the  unison,  in  which  the  number  of 
vibrations  are  equal ;  then  comes  the  octave,  in  which  the  number  of 
vibrations,  corresponding  to  one  sound,  is  double  that  corresponding 
to  the  other ;  then  the  fifth,  in  which  the  numbers  are  as  3  to  2 ; 
then  the  fourth,  in  which  the  numbers  are  as  4  to  3 ;  and  finally 
the  third,  in  which  the  ratio  is  that  of  5  to  4. 

When  the  numbers  of  vibrations  corresponding  to  three  simultane- 
ous sounds,  are  as  4,  6,  and  6,  the  combination  is  called  a  perfect 
accord.    For  example,  the  notes  %U,  mi,  sol,  form  a  perfect  accord,  as 


(165.)  What  Is  an  Interval?  What  U  a  thirds  fourth,  flft\  sisrtTi,  seventh^ 
cctavst  What  is  an  Accord  ?  A  Consonance?  A  Dissonance?  What  U  ^i>6  Hm- 
pUti  accord t  Ths  n€xt  Hmr,le«ir  NaA  three  in  order?  What  ie  a  per/eoi 
accord  f   -JExample, 
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do  the  notM  tol,  si,  re.    These  ucords  produee  open  the  ear  the 
most  agreeable  saiu&tioQ. 

^le  Tuning  Fork. 

166.  A  TuNi'ia  Fork  is  an  instrmneQt  used  in  tuning 
musical  instruments  of  fixed  sounds,  liko  the  piano. 

It  con^ts  of  a  plate  of  steel,  bent  into  the  shape  of  the 
letter  U,  mounted  upon  a  wooden  box,  as  shown  in  Fig.  114. 
The  wooden  box  is  open  at  one  extremity,  and  serres  to 


reinforce  the  sound,  which  would  otherwise  be  feeble.  Tha 
fork  is  made  to  sonnd  by  drawing  across  one  of  its  branches 
a  violin  bow,  or  by  straining  the  branches  apart  by  a  wedge 
of  wood  or  metal,  and  then  suddenly  withdrawing  it,  or 
finally,  by  striking  one  of  the  branches  with  a  solid  body. 
The  tuning  fork  is  usually  constructed  so  as  to  sound  the  la, 
whi<^  corresponds  to  856  vibrations  per  second. 

(166.)  What  ii4Tsii]ii)[Forkt    Dctorlbelt.   now  Itltimda  to  wnndl    .. 


M0SICAL  soumos.  173 

Trasflverae  Vibrations  of  Cords. 

167.  We  have  already  seen  (Art.  146),  that  when  a 
stretched  cord  is  drawn  from  its  position  of  equilibrium 
and  abandoned,  it  returns  to  its  position  of  rest  by  a  suc- 
cession of  continually  decreasing  vibrations. 

Cords  used  in  musical  instruments  are  generally  made  of 
catgut,  or  of  twisted  wires.  They  are  made  to  vibrate  by 
drawing  a  bow  across  them,  as  in  the  violin ;  by  drawing 
them  aside,  as  in  the  harp ;  or  by  percussion  with  little 
hammers,  as  in  the  piano.  In  all  of  these  cases,  the  vibra- 
tions are  transversal^  that  is,  the  movements  take  place 
perpendicularly  to  the  direction  of  the  cord. 

IiowB  of  Trazunrersal  Vibrations  of  Cords. 

i6§.  The  number  of  vibrations  of  f^  stretched  cord  in 
any  given  time,  as  in  one  second,  for  example,  depends  upon 
its  length,  its  thickness,  its  tension,  and  its  density.  The 
following  are  the  laws  that  govern  the  number  of  vibrations 
in  a  fixed  time : 

1.  TJie  tension  being  the  same^  the  number  of  vibrations 
varies  inversely  as  its  length. 

If  a  given  cord  makes  18  vibrations  per  second,  it  will  make  36  if 
its  length  be  reduced  to  one  half,  54  if  its  length  be  reduced  to  one 
third,  and  so  on.  This  property  is  utilized  in  the  violin.  By  apply- 
ing the  finger,  we  virtually  reduce  the  length  of  the  vibrating  portion 
at  pleasure. 

2.  The  tension  and  length  being  the  same^  the  number  of 
vibrations  varies  inversely  as  its  size. 

Small  cords  vibrate  more  rapidly  than  large  ones,  and  con- 
sequently render  more   acute  sounds.     A  cord  of  any  given  size 


( 1 67.)  Of  wbRt  are  musical  cords  made  ?  How  set  in  vibration  in  dliferent  instm- 
ments  ?  (168.)  Upon  what  does  the  number  of  vibrations  of  a  cord  depend  ?  What 
is  the  first  law  ?    lUtutraU.    The  second  law  ?    lUastrate, 
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makea  twin  ta  niftny  vibratioiiB  e»  one  or  doable  the  EJze.    Other 
tilings  being  equal,  tiie  notes  rendered  dilTcr  by  a.11  ociuvc. 

3.  T/iG  length  and  size  being  the  eame,  the  number  cf 
vibrations  varies  as  the  square  root  of  l/ie  tension. 

If  ;i  cj.-d  renders  a  ei^'eii  nctc,  it  will,  if  ils  lei^sioii  be  qLiiidriipii-.'. 
render  a  note  an  octave  higher,  and  ho  on.     This  propeny  i«  util.7 
ill  stringod  inat/nmcnts  by  means  of  an  apparatus  for  increusiii^  >. 
diminishing  the  tension  a.1  pleasure. 

4.  Other  things  heing  equal,  the  number  of  vibrations 
varies  inverselg  as  the  square  root  of  the  density. 

Dense  cords  render  graver  nol«3  than  those  of  Iceb  density.  Small, 
light,  and  short  cords,  alrongly  etretehed,  yield  acute  DOtes.  Larj^e, 
dense,  and  long  cords,  not  strougly  stretched,  yield  grave  notes. 

Verification  of  the   IdW«  of  TibraUon. 

169>  The  laws  enunciated  in  the  preceding  article  may 
be  verified  hj  means  of  an  iostrtmient  called  a  Sonometer, 
.  shown  in  Fig.  115. 


The  sonometer  ia  smd  to  have  been  invented  by  Pythag- 
oras, about  600  years  before  our  era.     In  its  present  form, 
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it  consists  of  a  wooden  box  about  four  feet  in  length,  upon 
which  are  mounted  two  fixed  bridges,  A  and  i?,  and  a 
movable  one,  J}.  On  these  bridges,  two  cords,  CD  and 
AJ3,  fastened  firmly  at  one  end  and  passing  over  pulleys  at 
the  other  end,  are  stretched  by  means  of  weights,  -P. 

Let  the  cords  be  exactly  alike  and  stretched  by  equal 
weights.  If  the  bridge  2>,  be  moved  so  as  to  render  CD 
equal  to  one  half  of  AJ3,  the  notes  of  the  two  cords  will 
differ  by  an  octave ;  that  is,  CD  will  vibrate  twice  as  fast 
as  AD,  If  CD  be  made  equal  to  one  third  of  AD^  by 
moving  the  bridge  2>,  the  former  will  vibrate  three  times 
as  fast  as  the  latter,  and  so  on.     This  verifies  the  first  law. 

To  verify  the  seco7id  law,  we  remove  the  bridge  2>,  and 
use  two  cords,  one  of  which  is  twice  as  large  as  the  other. 
It  will  be  found  that  the  notes  yielded  will  differ  by  an 
octave.  If  one  cord  be  taken  three  times  as  large  as  the 
other,  the  latter  -will  be  found  to  vibrate  three  times  as 
fast  as  the  former. 

To  verify  the  third  law,  let  the  two  cords  be  alike,  and 
stretch  one  by  a  weight  four  times  as  great  as  that  employed 
to  stretch  the  other.  The  notes  will  differ  by  an  octave. 
If  the  stretching  force  in  one,  is  nine  times  that  in  the  other, 
case,  the  former  will  vibrate  three  times  as  fast  as  the  latter, 
and  so  on. 

To  verify  the  fourth  law,  we  make  use  of  cords  equal  in 
length,  size,  and  equally  stretched,  but  of  different  densities. 
It  will  be  found  that  the  law  is  verified  in  each  case^ 

Striaged  Inatmments. 

lyo..  All  stringed  instruments  of  music  are  constructed 
in  accordance  with  the  preceding  laws.  They  are  divided 
into  instruments  MfriXk*  faced  sounds^  and  instruments  with 
variable  sounds. 

Deecrfbe  it.     How  Is  tlie  first  lav  verified?    The  ikm«o4?     T^e  third?     Th« 
foorth?    (170.)  IIov  ane  stringed  Instraments  classed? 
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To  the  former  class  belong  the  piano,  the  harp,  &o.  They 
have  a  cbrd  for  each  note,  or  else  an  arrangement  is  ma^e 
so  that  by  placing  the  finger  at  certain  points,  as  in  the 
guitar,  the  same  cord  may  be  made  to  render  several  notes 
in  succession. 

To  the  latter  class  belong-  the  violin,  the  violoncello,  Ac. 
They  are  provided  with  cords  of  catgut,  or  sometimes  of 
metal,  put  in  vibration  by  a  bow.  Various  arrangements 
are  made  for  regulating  the  notes,  such  as  increasing  the 
tension,  placing  the  finger  upon  the  cords,  and  the  like. 
These  instruments  are  difficult  to  play  upon,  and  require 
great  nicety  of  ear,  but  in  the  hands  of  skiUful  players  they 
possess  great  power.  They  are  the  soul  of  the  orchestra, 
and  it  is  for  them  that  the  finest  pieces  of  music  have  been 
composed. 

Sound  from   Pipes. 

171  •  When  the  air  in  apipe^  or  hollow  tube,  is  put  into 
vibration,  it  yields  a  sound.  In  this  case,  it  is  the  air  which 
is  the  sonorous  body,  the  nature  of  the  sound  depending 
upon  the  form  of  the-  pipe  and  the  manner  in  which  the 
vibrations  of  its  contained  air  are  produced. 

To  produce  a  sound  from  a  pipe,  the  contained  air  must 
be  thrown  into  a  succession  of  rapid  condensations  and 
rarefactions,  which  is  effected  by  introducing  a  current  of 
air  through  a  suitable  mouth-piece.  Two  principal  forms  are 
given  to  the  mouth-piece,  in  one  of  which  the  parts  remain 
fixed,  and  in  the  other  there  is  a  movable  tongue,  called 
a  reed. 

Pipes  with  fixed  Mouth-pieoes. 

172.  Pipes  with  fixed  mouth-pieces  are  of  wood  or 
metal,  rectangular  or  cylindrical,  and  always  of  considerable 

Examples  of  each  class.  Which  are  most  dlfflcalt  to  play  upon  ?  (171.)  What  is 
the  sonorous  body  in  the  case  of  a  pipe  ?  How  thrown  Into  vibration  ?  What  is  a 
mouth-piece f  How  many  forms?  (172.)  What  are  the  characteristics  of  pipes 
with  fixed  month-pieces! 
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length  compared  with  thdr  cross  section.  To  ihis  clasa 
belong  the  flute,  the  organ  pipe,  and  the  like.  Some  of  the 
forms  given  to  pipes  of  this  class  are  shown  iu  Figs.  116, 
117,  118,  119,  and  120. 

Vig.  116  represents  a  rectangular  pipe  of  vrood,  and  Fig.  117 
(hows  the  form  of  its  longitudinal  section.    P  repreaeuts  the  tuba 


Fig.iia.        pig.m.         mg-us.  nj.iiii.         i^isa 

tbroagh  vrhich  Mr  ie  forced  into  it.  The  air  pastes  through  a  narrow 
opening,  i,  called  the  vent.  Opposite  the  vent  ii  an  opening  in  the 
side  of  the  pipe,  called  the  noulh.  The  upper  border,  n,  or  the 
tnoulh,  is  bevelled,  and  is  cftDed  the  upper  Up,  the  lower  border  is  not 
bevelled,  and  it  called  the  lower  lip. 
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The  current  of  air  forced  through  the  vent  strikes  against  the 
upper  lip,  is  compressed,  and  by  its  elasticity,  reacts  upon  the  enter* 
iiig  current,  and  for  an  instant  arrests  it.  This  stoppage  is  only  i'or 
an  instant,  for  the  compressed  air  finds  an  outlet  through  the  mouth, 
again  permitting  the. flow.  No  sooner  has  the  flow  commenced  tlian 
it  is  a  second  time  arrested  as  before,  again  to  be  resumed,  and 
so  on. 

This  continued  arrest  and  release  of  the  current  gives  rise  to  a 
succession  of  vibrations,  which  are  propagated  through  the  tube, 
causing  alternate  and  rapid  condensations  and  rarefactions,  which 
result  in  a  continuous  sound.  The  vibrations  are  the  more  rapid  as 
the  current  introduced  is  stronger,  and  as  the  upper  lip  approaches 
nearer  the  vent.     Such  is  the  nature  of  the  organ  pipe. 

Fig.  118  represents  a  second  form  of  organ  pipe,  which  is  shown 
in  section  in  Fig.  1 19.  This  is  but  a  modification  of  the  pipe  already 
explained.  The  letters  indicate  the  same  parts  as  in  the  preceding 
figures. 

Fig.  120  represents  the  form  of  the  mouth-piece  of  the  flageolet, 
and  it  will  be  seen  that  it  bears  a  close  resemblance  to  the  pipes 
already  explained. 

In  the  flute,  an  opening  is  made  in  the  sides  of  the  pipe,  and  the 
arrest  and  flow  of  the  current  are  efliected  by  the  arrangement  of  the 
lips  of  the  player. 

Reed  Pipes. 

173.  In  Heed  Pipes  the  mouth-piece  Ls  provided  with 
a  vibrating  tongue,  called  a  Heed^  by  means  of  which  the 
air  is  put  in  vibration.  To  this  class  belong  the  clarionet, 
the  hautboy,  and  the  like.  The  reed  may  be  so  arranged 
as  to  beat  against  the  sides  of  the  opening,  or  it  may  play 
freely  through  the  opening  in  the  tube. 

Figs.  121  and  122  show  the  arrangement  of  a  reed  of  the  first  kind. 
A  piece  of  metal,  a,  shaped  like  a  spoon,  is  fitted  with  an  elastic 
tongue,  /,  which  can  completely  close  the  opening.      A  piece  of 

I     I  I       ■  I —  -     —  ^ ■--   -       

Explain  the  action  in  detail.  JTow  is  the  mouth-pUes  in  the  ftnte  f  ( 1 73.) 
What  isar^ed?  What  are  some  of  the  reed  instraments  ?  Etplain  the  arrange* 
mewt  qfa  reed  t^ftkejltreit  kind. 
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nrdUil,  r,  which  ma;  be  elevated  er  depressed  by  a  b  rod,  b.  serve* 
to  lonstben  or  shorlea  tba  vibratini;  part  of  the  reed.  This  arrange- 
ment enables  us  to  diniiuah  or  incrcoRa  the  rapidity  of  Tibration  at 

The  nioiilh-pieoo,  as  described,  conaeets  with  the  tube  T,  and  is 
set  in  a  rectangalar  box,  KN,  whicli  is  in  communication  with  a 
bellows,  from  which  the  wind  ia  supplied.  For  the  purpose  of  clars 
domonatration,  the  upper  part  of  the  tube  KN,  baa  glaas  window* 
on  three  sides  to  show  the  motion  of  the  teed. 


Tig.  ISt  T^m  Vl»  Itt 

When  a  current  of  air  is  forced  into  the  tube  XJV,  the  reed  is  set 
in  rapid  vibration,  causing  a  succeasion  of  rarefactions  and  conden- 
sations in  the  air  of  the  pipe  T,  and  causing  it  to  emit  a  sound.  The 
air  entering  the  tube  KN,  flrat  closes  the  opening  by  pressing  the 
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ned  agftiiut  it;  the  re«d  then  recoils  by  virtue  of  its  elasticilj,  per- 
mitting a  portion  of  coud^need  air  to  enter  the  pipe,  when  llie  reed 
ia  asain  preMed  against  the  opening,  and  so  on  as  long  as  the  cur- 
rent of  air  is  kept  up.  It  is  evident,  that  the  r&pidity  of  rtbratioD 
will  be  increased  by  increasing  the  tension  of  the  air  from  the 
bellows,  and  also  by  sbortening  the  vibrating  part  of  the  reed. 

Fig.  123  shows  the  arraDgemcnt  of  the  freo  reed.  The  vibrating 
plate,  /,  ia  placed  bo  as  to  pa^s  backwards  through  an  opening  in  the 
aide  of  the  tube  ca,  allernately  closing  and  opening  a  communicayon 
between  the  tube  and  the  air  from  the  bellows.  The  regulator,  r,  is 
entirely  nimilar  to  that  shown  in  Fi^s.  )21  and  122,  as  are  the 
remaining  parts  of  the  arrangement.  The  explanation  of  the  action 
of  this  species  of  leed  is  entirely  similar  to  that  already  described. 


£bplaiiiaearraiia»m»iii"/lhi  Frtt  Etrd,    WhatUliinKidtiifaeUont 
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Tba  Ballowi. 


IM.  Fig.  124  represents  one  form  of  the  BeUotoa,  used 
in  cauamg  pipes  to  sound.  It  b  vorked  by  a  pedal.  The 
Mr  enters  a  valve,  18,  through  which  it  passes  to  a  leathern 
reservoir,  R.  The  top  of  the  Teservoir  is  weighted  so  as  to 
force  the  air  into  a  box,  from  which  it  is  admitted  to  the 
pipes  by  means  of  valves,  which  are  opened  and  ^ut  at  the 
will  of  the  player. 

'  Wind  lutmittBtita. 

179.  WrO)  Ixstruuknts  of  music  consist  of  ppes, 
either  straight  or  carved,  which  are  made  to  soimd  by  a 
current  of  air  properly  directed. 

In  some,  the  current  of  air  is  directed  by  the  mouth  upon 
on  opening  made  in  the  side,  as  in  the 
flute.  In  others,  the  current  of  air  is  made 
to  enter  through  a  month-piece,  as  in 
the  flageolet.  In  others,  the  reed  is  used, 
as  in  the  clarionet.  In  the  organ,  there  is 
a  collection  of  tubes,  similar  to  those  shown 
in  Figs.  116  and  118.  In  some  instru- 
ments, like  the  trumpet  and  the  horn,  a 
conical  month-piece  is  used,  of  the  form 
shown  in  Fig.  125,  within  which  the  lips 
of  the  musician  vibrate  in  place  of  the 
reed.    The  rapidity  of  vibration  can  be  yiTiai. 

regulated  at  wiU. 

(176)  WbUireWlad 


CHAPTER  V. 

HEAT. 
t.**t}XNBBi.L     PR0PEBTIX8     OF     HIAT. 

Definition  of  Beat. 
» 
X7B.    Hbat  is  a  physical  agent  capable  of  exciting  in 

us  the  sensation  which  we  call  warmth.    Absence  of  heat 

constitutes  cold, 

^eories  of  Heat, 

177,  Two  principal  theories  have  been  advanced  to 
explain  the  phenomena  of  heat. 

According  to  the  first  theory,  heat  is  a  fluid,  destitute  of 
weight,  and  capable  of  flowing  from  one  body  to  another. 
The  particles  of  thi^  fluid  mutually  repel  each  other,  and  are 
attracted  by  the  particles  of  other  bodies.  This  is  called 
the  emission  theory. 

According  to  the  second  theory,  heat  consists  of  a 
vibratory  motion  of  the  particles  of  bodies,  which  motion  is 
transmitted  from  one  body  to  another  through  an  elastic 
fluid,  called  etJver^  in  the  same  manner  that  sound  is  trans- 
mitted through  air.  The  warmest  bodies  are  those  in  which 
these  vibrations  are  most  rapid  and  most  extensive.  This 
is  the  undulatory  theory. 

According  to  the  emission  theory,  a  body  cools  by  losing 


( 17G.)  What  is  He»tT   CoH?     (177.)  What  two  theories  of  heat  hare  been 
ftdvflcaoed  ?   Ez|)laiii  the  «iDiasio&  theory. .  The  uodnlatoi^  thMiy. 
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a  portion  of  the  fluid ;  according  to  the  undulatory  theory, 
they  simply  lose  a  part  of  their  motion. 

In  the  progress  of  science,  the  undulatory  theory  seems  to  be 
growing  into  favor,  but  for  the  purposes  of  explanation,  tiie  emission 
theory  is  preferable. 

Oeneral  Sfieoti  of  Heat. 

X79.  Heat,  accumulating  in  bodies,  penetrates  into  their 
substance,  and  uniting  with  their  ultimate  molecules,  gives 
rise  to  repellent  forces  which  counteract  those  of  cohesion. 
Hence,  the  most  noticeable  phenomenon  of  heat  is,  that  it 
causes  bodies  to  expand.  If  appHcd  in  sufficient  quantity, 
the  particles  of  solids  are  so  far  repelled,  as  to  move  freely 
amongst  each  other,  becoming  liquid;  or  if  still  greater 
quantities  of  heat  are  applied,  the  body  passes  into  a  state 
of  vapor.  When  heat  is  abstracted  from  a  vapor,  it  returns 
to  a  liquid  state,  and  if  still  more  heat  be  abstracted,  it 
becomes  solid,  and  if  the  process  -be  continued,  the  solid 
goes  on  contracting  un.der  the  influence  of  the  molecular 
forces. 

Hence  we  say,  that  heat  dilates  bodies,  and  cold  contracts 
them.  Heat  also  converts  solids -into  liquids,  liquids  into 
vapors,  and  acting  upon  gases  and  vapors,  causes  them  to 
expand, 

SfaEpanslon  of  Bodies  by  Beat. 

179.  All  bodies  are  expanded  by  heat,  but  in  very 
different  degrees.  The  most  dilatable  bodies  are  gases, 
then  vapors,  then  liquids,  and  finally  solids.  In  fluids  we 
regard  only  increase  of  volume,  but  in  solids  we  distinguish 
two  kinds  of  expansion,  linear  expansion^  that  is,  expansion 
in  length,  and  expansion  of  volume. 

( 17S)  Descrtbe  the  general  efTects  of  beat  on  solids.  On  llqatda.  What  effect 
b»eold  onvapora?  On  liquids?  ( 179.)  What  bodies  are  most  dilutable?  Tli» 
taint  dilatabler   What  is  linear  «spaitflonr   Ezpaaaknidfvolaaet, 
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Fig.  126  reprewnta  the  method  of  Bhowins  ud  measorinK  the 
liaeu  expansion  of  the  metals.  A  rod  of  metal,  A,  pasBca  through 
two  metallic  supports,  heiag  made  fast  at  oqb  extrcmitjr  by  a  clamp- 
screw,  B,  and  being  free  to  expand  at  the  other  eitremity.  The 
free  end  abuis  against  the  short  end,  C,  of  a  lever,  the  long  end,  D, 
of  which  plays  in  Iront  of  a  graduated  ue. 


When  the  rod  is  heated,  by  placing  fire  beneath  it,  as  shown' in 
the  figure,  the  rod  A  expands,  and  the  expansion  is  shown  by  th« 
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'  motion  of  the  index,  D.  When  the  rod,  A.  is  of  bImI,  eopp«r,  silver, 
tie.,  the  amoiiDt  of  expangion  Taries,  ta  ii  abo'^n  b;  the  different 
amouats  of  diaplacement  of  the  index.  Brass,  for  example,  expanda 
more,  for  the  same  araouat  of  boat,  than  iron  or  steel. 

Fig.  127  shown  the  method  of  demonstrating  that  bodies  undergo 
an  expanaioD  in  Yolume  when  heated.  A  ring.  A,  is  eonstructed  eo 
that  a  ball,  B.  passes  freely  through  it  when  oold.  If  the  ball  be 
heated  in  a  furnace,  it  will  no  longer  pass  through  the  ring,  bijt  if 
allowed  to  cool,  it  again  falls  through  the  ring.  The  melhod  of 
making  the  eiperimsnt  is  fully  shovm  in  the  figure. 

Liquids  and  gases  being  more  expansible  than  solids,  their  expan* 
aion  is  mora  easily  shown  by  ex- 
periment. Far  liquids,  we  take  a 
hollow  glass  sphere,  terminating  in 
a  narrow  tube,  open  at  the  top,  and 
fill  the  globe  and  a  portion  of  the 
st«m  with  some  fluid,  like  mercury, 
as  shown  in  Fig,  128.  If  heat  be 
applied  to  the  globe,  the  liquid  will 
rise  in  the  stem  from  a  towards  b, 
indicating  an  increase  of  volume ; 
and  if  sufficient  beat  be  applied,  the 
liquid  »-iIl  fill  the  stem,  and  will 
ultimately  bo  converted  into  vapor. 
If  the  liquid  is  allowed  to  cool,  it 
again  returns  to  ita  original  volume. 

An  analogous  experiment  shows 
the  expansion  of  gases  and  vapors. 
A  bulb  of  glass  is  provided  with  a 
long  and  fine  tube  of  the  same  ma- 
terial, which  is  bent  twice  upon 
itself,  as  shown  in  Fig.  129.  An 
index  of  mercury  is  introduced  into 
the  stem  in  the   following  manner.  ^^ 

The  bnlb  is  healed,  and  a  portion  of  ^^ 

the  air  which  it  contains  is  driven  ^  *  ^^ 


Fig.  IM. 
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out,  when  a  drop  of  mercury  is  poured  into  the  funnel,  a.  If  the 
instrument  is  allowed  to  cool,  the  air  in  the  hulh  contracts,  and  the 
pressure  of  the.  atmosphere  drives  the  drop  of  mercury  along  the 
tube  to  some  position,  m. 

I'he  instrument  having  been  prepared  in  this  manner,  if  the  bulb 
is  held  in  the  hand  for  a  few  minutes,  the  air  becomes  heated  and 
expands,  the  expansion  being  indicated  by  the  index  moving  to  some 
new  position,  as  n.     If  allowed  to  cool,  the  index  returns  to  m. 

From  what  precedes,  we  infer  that  heat  expands  all 
bodies,  and  that  cold  contracts  them.  There  are  apparent 
exceptions  to  this  law,  but  they  are  only  apparent.  Thus, 
bodies  capable  of  absorbing  water,  like  paper,  wood,  clay, 
and  the  like,  contract  on  being  heated.  This  contraction 
is  only  apparent ;  it  arises  from  the  water  whieh  they  con- 
tain being  vaporized  and  driven  off,  which  produces  an 
apparent  diminution  of  volume  ;  after  they  are  thoroughly 
dried,  they  follow  the  general  law. 

The  phenomenon  just  explained  is  used  for  bending  absorbent 
bodies.  To  effect  this  they  are  heated  on  one  side  only,  which 
drives  out  the  water  from  that  side,  and  causes  them  to  bend  in 
that  direction.  It  is  this  principle  that  causes  wooden  articles  to 
warp,  and  therefore  demands  that  articles  of  furniture,  and  wooden 
parts  of  buildings^  be  coated  with  oils,  paints,  or  varnishes,  to  pre- 
vent the  absorption  of  water. 

The  principle  of  expansion  and  "tontraction  is  often  utilized  in 
the  arts. 

A  familiar  example,  is  the  process  of  setting  the  tire  of  a  wagon- 
wheel.  The  tire  is  made  a  little  smaller  than  the  outer  periphery 
of  the  wooden  part  of  the  wheel.  It  is  then  heated,  and  placed 
around  the  wheel;  on  cooling,  it  contracts  powerfully,  and  draws 
the  felloes  firmly  together.      The  same  principle  has  been  applied 


What  is  the  general  conelnsion  with  respect  to  the  action  of  heat  and  cold  ? 
Explain  the  apparent  exceptions  to  the  law.  Explain  th6  proceia  of  warping 
Are  the  principlea  of  contraction  and  eapanHon  tUUtMdt  JBxplainthe  operatton 
qfutting  a  tirt,    O/dratoing  tcalls  together. 


THXBMOMETEBB.    .  187 

in  bringing  the  walls  of  a  building  back  to  their  original  position 
after  they  had  begun  to  separate  from  each  other. 

Sensible  and  Latent  Heat.  —  Temperatureb 

180.  When  the  heat  received  by  a  body  is  attended 
with  an  increase  of  warmth,  the  heat  is  said  to  be  sensible. 

In  certain  cases  a  body  may  receive  a  lai'ge  amount  of 
heat  without  any  mcrease  of  warmth.  Such  heat  is  said  to 
be  latent. 

The  temperature  of  a  body  is  the  degree  of  heat  which  it 
manifests:  if  the  body  grows  wann,  its  temperature  is  said 
to  rise ;  if  it  grows  cool,  its  temperature  is  said  to  fall. 


II.— THERMOMETERS.       * 

The   Thennometer. 

181.  AThebmometeb  is  an  instrument  for  measuring 
temperatures. 

The  thermometer  depends  upon  the  principle  that  bodies 
expand  when  heated,  and  contract  ^hen  cooled.  Ther- 
mometers have  been  constructed  of  a  great  variety  of 
materials.  For  common  purposes,  the  mercurial  thermome- 
ter is  preferred,  on  account  of  the  uniformity  with  which 
both  mercury  and  glass  expdihd  when  heated. 

The  mercurial  thermometer  consists  of  a  bulb  of  glass,  at 
the  upper  extremity  of  which  is  a  narrow  tube  of  uniform 
bore,  hermetically  sealed  at  its  upper  end.  The  bulb  and  a 
part  of  the  tube  are  filled  with  mercury,  and  the  whole  is 
attached  to  a  frame  on  which  is  a  scale  for  measuring  the 
rise  and  fall  of  the  mercury  in  the  tube. 


(  1 8  0  )  What  Is  sensible  heat  ?  Latent  heat  ?  Temperature  ?  (181.)  What  is  a 
Thermometer?  On  what  principle  does  it  depend  ?  What  la  the  best  thermometer 
for  common  nae  ?    Describe  a  mercurial  thermometer. 
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BCethod  of  makiiig  a  Thexmometer. 

183.  A  capillary  tube  of  glass  is  provided, 
of  uniform  bore,  upon  one  end  of  which  a  bulb 
is  blown,  and  upon  the  other  a  funnel,  as  shown 

in  Fig.  130. 

The  funnel  is  nearly  filled  with  mercury, 
which  is  at  first  prevented  from  penetrating  into 
the  bulb  by  the  resistance  of  the  air  and  the 
smallness  of  the  tube.  The  bulb  is  therefore 
heated,  when  the  air  within  expands,  and  a  por- 
tion escapes  in  bubbles  through  the  mercury. 
On  coolingf  the  pressure  of  the  external  atmos- 
phere forces  a  quantity  of  mercury  through  the 
tube  into  the  bulb.  By  repeating  this  operation 
a  few  times,  the  bulb  and  a  portion  of  the  tube 
are  filled  with  mercury. 

The  whole  is  then  heated  till  the  mercury 
boils,  thus  filling  the  tube,  when  the  funnel  is 
melted  off  and  the  tube  hermetically  sealed  by 
means  of  a  jet  of  flame  urged  by  a  blow-pipe. 
On  cooling,  the  mercury  descends  to  some  point 
of  the  tube,  as  shown  in  Fig.  131,  leaving  a 
vacuum  at  the  upper  point.  It  only  remains 
to  graduate  it,  and  attach  a  suitable  scale. 


9 
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Figs.  180.     181. 


Method  of  Qradoation. 

183.  Two  points  of  the  stem  are  first  determined,  the  freezing 
and  the  boiling  point.  These  are  determined  on  the  principle  that 
the  temperatures  at  which  distilled  water  freezes  and  boils^  are 
always  the  same,  that  is,  when  these  changes  of  state  take  place 
under  equal  atmospheric  pressures. 

The  instrument  is  first  plunged  into  a  bath  of  melting  ice.  as 
shown  in  Fig.  132,  and  is  allowed  to  remain  until  it  takes  the 


(182.)  Dweribe  VU  proeefia  ofJlUinff  a  thsrmomeUr  with  mercury.  EotoU 
ths  tu^  BtaUd  t  ( 1 83.)  ^'^  v)hcU  prindpU  are  the  freezing  and  baiUnff  points 
d^erminedf 


temperature  of  the  mixture,  Bay  twenty  or  thirty  miantea.    A  sUshI 
ceraUh  ia  then  made  on  the  atem  at  the  upper  surface  of  the  mer- 
cury, and  this  constitutes  the 
freezing  poinL 

The  inBtrument  ia  next 
plunged  into  a  bath  of  dis- 
tilled vater,  in  a  state  of 
-•ebuUitioD,  care  being  taken 
to  aurronud  it  with  steam 
bf  means  of  an  apparatus 
like  that  shown  in  Fig.  133. 
After  the  merour;  ceases  to 
rise  in  the  tube,  which  will 
be  in  a  few  minutCE,  the 
level  of  its  upper  surface  is 
marked  on  the  stem,  by  a 
scratch,  as  before,  and  this 
eonsUtutes  ibe  boiling  point. 
The  space  between  the 
boiling  and  freezing  points  is 
then  divided  into  a  certain 
number  of  equaJ  partE,  and 
the  graduation  is  continued 
above  and  below  as  far  aa 
may  bo  desired.  These  di- 
visions may  be  scratched 
upon  the  gloss  with  a  dia-  , 
mond,  or,  as  is  usualJydone, 

they  may  be  made  on  a  strip  Fig,  isa. 

of  metal,  which  is  attached 

to  the  frame.    The  divisiona  aro  numbered  according  to  the  hind 
of  scale  adopted. 


1S4.    Three  principal  scales  are  used :  the  Centigrade 
icale,  in  iFhich  the  space  between  the  freeing  and  boiling 
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points  ia  divided  into   100  equal   parts,  called  degrees; 

Heaumur'a  scale,  in  wliicii  the  same  epace  is  divided  into  80 

equal  parts,  calkd  degrees  ; 

and  FahrenheiVs  scale,  in 

which  this  space  is  divided 

into  180  equal   parts,  also 

called  degrees. 

In  the  centigrade  scale, 
the^eezing  point  is  marked 
0,  and  the  degrees  are  num- 
bered both  up  and  down, 
the  former  numbers  being 
considered  positive,  and 
designated  by  the  sign  +, 
whilst  the  latter  are  con- 
sidered negative,  and  desig- 
nated by  the  sign  — .  Of 
course  the  boiling  point  is 
macked  100°. 

Fig.  l34  represents  n  ther- 
mameter  mounted  amd  gradu- 
ated accordiag  to  the  centigrade 

Ecnio.    In  it  the  mercurjr  iudi-  * 

C4les  30"  C. 

In  Reanmur's  scale,  the 
freezing  point  is  marked  0, 
and  the  boiling  point  80°. 
The  degrees  below  freezing  Fig.  isa. 

are  marked  as  in  the  centi- 
grade scale. 

In  Fahrenheit's  scale,  which  is  the  one  most  nsed  in  the 
United  States,  the  0  point  is  taken  32°  below  the  freezing 

Where  li  the  0  point  of  tlie  certt^rnds  icils?  Eiplsln  the  >lgii> -(.  and  — .  WluA 
li  tbebulllngpolDtmKrkedr  Where  Is  the  0  of  the  Ruumar  scula t  Tha  bollliv 
pobtl    WhnaiithiSaf  FahitnlMlffievlal 
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point,  and  the  divisions  are  nun^Iiercd  from  this  point  both 
np  and  dowo.  The  boiling  point  of  dititilled  water  is,  then, 
212°  F. 

ConvsTsloii  of  Oentigrada 
aiLd  Heaumar'i  D^reoa 
into  FaJumheiVM. 

18S.  A  degree  on  the 
centigrade  scale  is  equal  to  ' 
one  and  eight  tenths  of  & 
degree  on  the  Fahrenbeit 
scale,  ajid  one  on  Roauiuur'R 
scale  ia  equal  to  two  atid 
B  quarter  an  Fahrenheit's. 
Hence,  to  convert  the  reading 
on  a  centii^rado  to  an'equira- 
lent  one  on  Fahrenheit's  scale, 
miilliply  it  by  1.3  and  add  to 
the  result  32°.  Thus,  a  read- 
ing of  25°  centigrade,  Lt 
equivalent  lo  25°  X  1 ,8  +  32', 
or  77'  F.  Til  convert  a  read- 
ing  on  Hcaumur's  scale  to  an 
equivalent  one  on  Fahren- 
lieit's,  multiply  by  2},  and  to 
the  result  add  32°.  Thu?,  a 
reading  of  24°  Reanmur  is 
equivalent  to  24*  X  2i  +  33% 
or  86°  F. 

By  reversing  tlie  above 
processes,  readings  on  Fah- 
renheit's, scale  may  be  con- 
verted into  equivalent  ones  on 
the  centigrade  or  Reaumor's 


M  mtlAod  t/  emurUnf  r4adltv  frtfi 
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Alcohol  Thexmometen. 

186.  An  Alcohol  Thbbmometeb  is  similar  to  a  mercu- 
rial one  in  all^respects,  except  that  alcohol,  tinged  red,  is 
used  in  place  of  the  mercury. 

Because  alcohol  does  not  expand  regularly  with  a  regular  increase 
of  temperature,  the  alcohol  thermometer  has  to  be  graduated  by 
experiment,  comparing  it  degree  by  degree  with  a  standard  mercurial 
thermometer. 

An  alcohol  thermometer  is  more  easily  filled  than  a  mercurial  one, 
no  funnel  being  required.  The  bulb  is  heated  until  a  portion  of  the 
contained  air  is  driven  off,  and  then  the  open  end  of  the  tube  is 
plunged  into  a  vessel  of  alcohol.  As  the  air  in  the  bulb  cools,  the 
pressure  of  the  external  atmosphere  forces  a  portion  of  alcohol  up 
into  the  bulb.  '  If  this  be  boiled,  the  vapor  of  alcohol  will  expel  the 
remainder  of  the  air,  and  by  dipping  the  open  end  of  the  tube  into 
the  alcohol  once  more,  the  bulb  will  be  completely  filled,  when  it 
again  becomes  cool.  The  instrument  is  then  treated  like  the  mercu- 
rial thermometer. 

m 

Relative  advantages  of  Merourial  and  Alcohol  Thexmometeis. 

18  7*  For  ordinary  purposes,  the  mercurial  thermometer  is  to 
be  preferred,  on  account  of  the  uniformity  with  which  the  mercury 
expands  with  a  uniform  increase  of  temperature.  But  mercury  con- 
geals at  39^  below  0  of  the  Fahrenheit  scale,  and  where  a  lower 
temperature  than  this  is  to  be  observed,  it  becomes  absolutely 
necessary  to  employ  the  spirit  thermometer.  In  the  severe  cold  of 
the  polar  regions,  mercury  often  congeals,  but  no  degree  of  cold  has 
yet  been  obtained  that  will  congeal  absolute  alcohol. 

For  high  temperatures,  mercury  is  alone  capable  of  being  used; 
this  liquid  does  not  boil  till  raised  to  662''  F.,  whilst  alcohol  boils  at 
174*  F.    The  latter  liquid  can  not,  therefore,  be  used  to  observe  tem- 


(186)  How  does  the  alcohol  differ  Arom  the  mercnrial  thermometer?  Bow  is 
the  alcohol  thermomet&rgrcul/uatedt  Whyt  JBbw  is  it  jtlUd  t  (XS7.)  When  ia 
the  alcohol  thennomater  pr^erable  to  the  merewrial  onef  When  must  the  latter 
be  ueedt 
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peratures  higher  than  174°  F.,  nor  can  it  be  relied  upon  even  for 
temperatures  considerably  lower  than  this. 

It  is  to  be  observed,  that  mercury  can  not  be  relied  upon  for  tem- 
peratures lower  than  32*  below  0,  on  account  of  irregularities  in  its 
rate  of  contraction  below  that  limit 


Rules  for  using  a  Thermometer. 

188,  Before  noting  the  height  of  the  mercurial  column, 
the  instrument  should  be  allowed  to  acquire  the  temperature 
of  the  medium  in  which  it  is  placed.  This,  in  general,  will 
require  some  minutes. 

In  determining  the  temperature  of  a  room,  the  thermom- 
eter should  not  be  hung  against  the  walls,  but  should  be 
fi'eelj  suspended,  so  as  to  take  the  temperature  of  the 
atmosphere.  When  hung  against  a  wall,  especially  an  outer 
wall,  an  error  of  several  degrees  might  result.  In  like  man- 
ner, if  hung  against  a  wall  containing  a  flue,  or  adjoining 
another  room  of  different  temperature,  a  fidmilar  error  of 
several  degrees  might  result. 

To  determine  the  temperature  of  the  atmosphere,  the 
thennometer  should  be  freely  suspended  in  the  air  at  some 
distance  from  any  building  or  tree.  It  should  be  sheltered 
from  the  direct  action  of  the  sun's  rays,  as  well  as  from  the 
influence  of  reflecting  substances.  Furthermore,  it  should 
be  protected  from  winds  and  currents  of  aii*. 

The  Di£ferential  Thermometers. 

189*  A  DiFFEKENTiAL  Theemometer  is  a  thermometer 
contrived  to  show  the  difference  of  temperature  between 
two  places  near  each  other.  The  two  principal  forms  of  the 
differential  thermometer  are  Kumford's  and  Leslie's. 


Whtn  can  ths  former  only  h%  wtdt  (188)  Whit  preeantlons  arc  to  be  talcen 
in  noting,  the  temperature  of  a  room  ?  Why  ?  In  noting  the  temperature  of  the 
atmoephert  ?    (1 89)  What  it  a  Diiferential  Thermometer  7  What  are  its  two  forma  7 
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Romfard's  Differential  Thermometer. 

.    190.    RuMPORD's  DiFFEREitTiAL  Thebmometeb  is  repre- 
.sented  in  Fig.  135. 

It  consists  of  two  bulbs  of  thin  glass,  A  and  B^  connected 
by  a  fine  tube  bent  twice  at  right  angles^  as  shown  in  the 


Fig.  185. 

figure.  The  whole  apparatus  is  attached  to  a  suitable 
i^ame,  which  supports  a  scale  parallel  to  the  horizontal 
branch  of  the  connecting  tube.  The  0  of  the  scale  is  at  its 
middle  point,  a(nd  the  graduation  is  continued  fi'om  it  in 
both  directions.  The  bulbs  and  a  large  part  of  the  connect- 
ing tube  are  filled  with  air ;  there  is,  however,  in  the  tube 
a  small  drop  of  fluid  which  separates  the  air  in  the  two 
extremities. 

The  instrument  is  so  constructed  that  the  index,  w,  is  at 
the  0  of  the  scale  when  the  temperature  of  the  two  bulbs  is 


(190)  Describe  Kiditqsd's  fonn.    Explain  the  scale.    Explain  its  action,    Hoir 
b  the  Bcale  graduated? 
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the  same.  When  one  of  the  bulbs  is  heated  more  than  the 
other,  the  ah*  in  it  expands  and  drives,  the  index  towards 
the  other,  until  the  tensions  of  the  air  in  the  two  bulbs 
exactly  balance  each  other. 

The  scale  is  divided  by  experiment  by  the  aid  of  a 
standard  mercurial  thermometer. 

ie's  Differential  Thermometer. 


191.  Leslie's  Diffesential 
Thermometer  is  shown  in  Fig. 
136.  It  differs  from  Rumford's, 
in  having  the  bulbs  smaller,  and 
in  containing  a  longer  column  of 
liquid  in  the  tube.  The  scales 
are  placed  by  the  sides  of  the 
vertical  portions  of  the  tube, 
having  their  0  points  at  the  mid- 
dle. There  is,  then,  a  double 
scale.  The  method  of  graduating 
and  using  this  thermometer  is 
the  same  as  that  described  in 
the  last  article. 

Pyrometer. 


Fig.l8& 


193.  A  Pyrometer  is  an  instrument  for  measuring 
higher  temperatures  than  can  be  observed  by  means  of  the 
mercurial  thermometer. 

The  most  important  pyrometers  are  those  ofWEPGEWOOD 
and  Brogniart.  The  former  is  founded  on  the  diminution 
of  the  volume  of  clay  at  high  temperatures,  and  the  latter 
on  the  principle  of  tSie  expansion  of  metals.  The  indications 
of  these  instruments  are  very  unreliable,  and  it  yet  remains 


(191.)  Describe  Leslib'b  Differential  Thermometer.  (192.)  What  is  »  PTro- 
meterf  What  are  the  most  important  ones  ?  What  is  the  principle  of  each  t  An 
they  reliable  ? 
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to  discover  some  accurate  method  of  measuring  tempera* 
tures  higher  than  600°  F. 


in.  —  BADIATION     OJ     HEAT. 

Propagation  of  Heat. 

103. '  Heat  may  be  transmitted  from  one  body  to  another 
through  an  intervening  space.  This  is  shown  by  the  sen- 
sation experienced  on  standing  near  a  fire  or  heated  body. 

Heat  is  sent  forth  fi-om  a  heated  body  in  all  directions  in 
the  same  manner  that  rays  of  light  proceed  from  a  luminous 
body. 

Heat  thus  propagated  is  called  radiant  heat^  and  the 
lines  along  which  the  propagation  takes  place,  are  called 
rays  of  heat. 

The  property  of  radiating  heat  is  not  confined  to  incan- 
descent bodies,  Hke  a  candle,  the  sun,  or  burning  coals,  but 
it  is  common  to  all  bodies.  The  process  of  mutual  radiation 
is  continually  taking  place  between  bodies,  the  tendency  of 
which  is  to  produce  uniformity  of  temperature. 

IiawB  of  Radiant  Heat. 

194.*  The  radiation  of  heat  takes  place  according  to  the 
following  laws: 

1.  Heat  is  radiated  equaHy  in  all  directions. 

This  law  may  be  verified  by  placing  thermometers  at  equal  dis- 
tances and  in  different  directions  from  a  heated  body. 

2.  Mays  oflieat  are  straight  lines. 

'  This  law  may  be  verified  by  interposing  a  screen  anywhere  in  a 
right  line  joining  the  heated  body  and  the  thermometer,  when  the 
thermometer  will  cease  to  rise.  ' 

(193)  How  does  it  appear  that  heat  may  bo  transmitted  through  space  7  What 
is  radiaot  heat?  What  are  rays  of  heat 7  Is  radiation  conttnoally  going  on 7  Tend- 
ency 7(1 94.)  What  is  the  first  law  of  radiant  heat  7  Aho  vwifitdt  What  is.  th« 
Mcoad  law  7   Mowvr^Mlf 
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If  radiant  heat  passes  from  one  medium  to  another^  however^  the 
rays  of  heat  are  hent  from  a  rectilinear  course.  Tliis  bending  is 
called  refraction^  and  is  entirely  analogous  to  the  refraction  of  light, 
\i'hich  is  yet  to  be  explained. 

3.  The  intensity  of  radiant  heat  varies  directly  as  the 
temperature  of  the  radiating  body,,  a9id  inversely  as  the 
square  of  the  distance  to  which  it  is  transmitted. 

The  first  part  of  this  law  is  verified  by  exposing  one  of  the  bulbs 
of  a  difierential  thermometer  to  a  blackened  cubical  box,  filled  with 
hot  water,  the  other  bulb  being  protected  by  a  screen.  If  the  water 
is  in  the  first  instance  of  a  given  temperature,  and  then  falls  to  a 
half,  or  a  third  of  that  temperature,  the  difierential  thermometer  will 
manifest  a  half,  or  a  third  of  its  original  indication,  and  so  on  for 
any  temperature. 

The  second  part  of  the  law  may  also  be  verified  by  means  of  the 
difi*erential  thermometer.  In  this  case  the  heated  body  is  kept 
always  at  the  same  temperature,  and  one  bulb  of  the  difierential 
thermometer  is  placed  at  difierent  distances  from  it.  It  will  be 
found  that  at  a  double  distance  the  indication  is  only  a  fourth  of  the 
original  indication,  at  a.  triple  distance  only  a  ninth,  and  so  on. 

These  laws  are  rigorously  true  in  a  vacuum ;  in  the  air  they  may 
be  approximatively  verified,  but  not  absolutely,  on  account  of  the 
action  of  the  atmosphere  upon  radiant  heat,  as  will  be  explained 
hereafter. 

IMZutual  Zlzchange  of  Heat  between  bodies. 

195.  The  process  of  radiation  of  heat  between  bodies  is 
m^utual  and  continuous.  According  to  the  laws  given  in 
the  preceding  article,  those  bodies  which  are  most  heated 
give  off  most  heat ;  hence,  the  hottest  bodies  of  a  group 
give  off  more  heat  than  they  receive,  and  the  coldest  ones 
receive  more  than  they  give  off.  The  consequence  is  that 
there  is  a  continual  tendency  towards  equalization  of  tem- 


What  is  the  third  latr  7  IToto  U  the  firgt  part  of  Vis  law  eerijled  t  7%e  Mnond 
part?  Are  these  laws  rigorously  true  in  the  air  t  ( 195.)  Explain  the  action  of 
radiation  to  produce  nnifonnity  of  tomporaturo. 
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peratnre.  If  all  the  bodies  are  of  the  same  temperature^ 
eadli  win  gire  off  as  mncfa  as  it  reoeirea,  and  no  further 
diaoge  of  temperature  can  occur.  The  process  of  radiation, 
however,  goes  on  as  before. 

All  the  bodies  in  a  10001,  for  example,  tend  to  come  to  a  uniform 
temperatore.  We  sty.  tend  to  eome  to  a  oniionn  temperaiore,  be* 
eauae  tbis  eonditioa  is  nerer  folly  realized.  Bodies  nearest  tbo 
walls  are  eontinnally  ezcbaoging  beat  witb  tbe  walls,  and  as  tbese 
aie  in  eommnnicatioo,  eitber  with  tbe  outer  air,  or  with  other  rooms, 
their  temperatwe  mill  be  inflaenced  thereby,  and  will  in  turn  exert 
an  inflnenoe  upon  the  remain  ins  bodies  in  the  room. 


T. — BETLECnOS,    ABSOBFTIOX,    ElOSSION,    ASD    COHDUCTIBILITT. 

Bcfloction  of  ^^^^^*- 

196«  When  a  ray  of  heat  falls  upon  the  surface  of  a 
body,  it  is  divided  into  two  parts,  one  of  which  enters  the 
body  and  is  absorbed,  whilst  the  other  is  deflected  or  bent 
from  its  coarse.    This  bending  is  called  reflection. 

The  point  at  which  the  bending  takes  place,  is  called  the 
point  of  i7icidence.  The  ray  before  incidence  is  called  the 
incident  ray  ;  after  incidence  it  is  called  the  reflected  ray. 
If  a  perpendicular  be  drawn  to  the  surface  at  the  point  of 
incidence,  it  is  called  a  normal  to  the  sur&ce  at  that  point. 
The  plane  of  the  incident  ray,  and  the  normal  at  the  point 
of  incidence,  is  called  the  plane  of  incidence.  The  plane  of 
the  normal  and  the  reflected  ray  is  called  the  plane  ofre- 
Jlcciion,  The  angles  which  the  incident  and  reflected  rays 
make  with  the  normal,  are  called,  respectively,  angles  of 
incidence  and  reflection. 


muHraU  by  the  wnmpU  of  article  in  a  room  t  (106)  What  Is  reflection  of 
hoAt  ?  What  Is  tbo  point  of  Ineldenoe  ?  The  Incident  ray  ?  The  reflected  ray  ?  The 
p1(mo  of  ineldenoe?  The  plane  of  reflecUon?  The  angles  of  incidence  and  refleo* 
tioaf 
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X,am  wUch  govern  Oie  HeflecUon  of  HmL 

lOy.  The  foUowing  laws,  indicated  by  Uieory,  have  been 
coQ&med  by  experiment : 

1.  The  jilancs  of  incidence  and  r^edion  coineide. 

2.  2^  ongUx  of  incidence  and  ft^leetUm  are  equal. 

Th«  apparatus,  eraptoyed  in  establiehiog  these  lavs,  is  sb«irn  in 
Fi;.  137.  j1  is  a  tin  boi  with  its  faces  btackened,  in  wbidi  bot 
-water  is  placed.  £  is  a  refle«;ting  surface,  and  D  la  b.  dUTeTeotial 
tkBixootneter.    BC  is  a  norma]  to  the  reBectiog  surface. 


The  mtface,  A,  radiates  heat  in  all  direetions,  bat  onlf  a  riugle 
ray  is  permitted  to  fall  upen  the  reflector,  B,  the  remainder  being 
intercepted  by  a  screen,  having  a  small  hole  in  it.  By  suitably  ar- 
rangin;  the  thermometer,  and  other  ports  of  the  apparatus,  it  is  shewn, 
whatever  may  be  the  value  of  the  BDg:le  of  incidence,  that  the  planes. 
ABC  and  CBD,  coincide  with  each  other,  and  that  the  anBles,  ABC 
uid  CBD,  are  equal  to  each  other. 
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lOS.  A  CoscAVE  M-iKBOR  ia  a  reflecting  surface,  curvciJ 
towards  tho  Bource  of  heat.  For  cxpsrimontal  purposes 
they  aro  generally  parabolical  in  shape,  the  axis  being  a 
normal  to  the  surface  at  its  middle  point. 

It  is  a  property  of  suc^mirrors  that  all  rays  which  before 
incidence  are  parallel  to  the  axis,  are  after  reflection  con- 
verged to  a  single  point,  which  point  is  the  focus  of  the 
mirror.  Conversely,  if  the  rays  radiate  from  the  fbcns  they 
win  be  reflected  in4ine3  parallel  \fi  the  axis. 

A  and  S,  Fig.  138,  represent  two  parabolic  reflectors, 
having  their  axes  coincident,  and  their  surface  turned  to 
each  other.    In  the  focus,  n,  of  the  nuETor,  A,  is  placed  a  ball 


of  hot  iron,  and  in  the  focua,  m,  of  the  mirror,  S,  is  placed 
an  inflammable  substance,  as  a  piece  of  phosphorus.    The 
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heat  radiating  fi-om  tlio  ball,  is  roflccted  from  A,  parallel  to 
the  common  axis  of  the  miiTor,  and  Ihlting  iipon  £,  la  again 
reSectod  to  the  focus  m;  the  heat,  concentrated  at  ni, 
is  sufficient  to  inflame  the  phosphorus,  even  when  the 
mirrors  are  several  yards  distant  from  each  other.  If  the 
mirror,  A,  alone  ia  nsed,  the  phosphorus  is  not  inflamed. 


■^  rts-m. 

The  property  of  parabolic  mirrors,  aboro  explained,  enables  as  to 
coiicenlrate  tlic  lioat  of  the  fun'a  riys.  In  this  case  the  reflector  is 
called  a  Imming  mirror-  Fig.  139  showB  tho  manner  of  using  & 
burning  mirror.  It  is  placed  so  that  its  axis  is  parallel  to  Ihe  rays 
of  tliosun,  which,  on  filling  upon  it,  are  reflected  to  tho  focus,  whero 
tbcy  produce  heat  enough  to  set  inflammable  iubsCnncea  on  firs. 

It  is  Slid  that  AncHiMEDCa  was  enabled  by  means  of  mirrors  to 
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Ht  flre  to  the  Roman  sliipa  in  the  harbor  of  the  City  of  Syracoao.' 
BuTFOH  ehowed  the  posaibilily  of  Buch  an  operation,  by  sotting  fire 
to  a  tarred  plank,  by  means  of  burning  mirrors,  at  a  distance  of  more 
than  220  feet. 

Rofleoting  Powsr  of   diffsrsnt  nibBtancaa. 

199.  It  has  been  stated  that  a  ray  of  heat  which  falls 
npon  a  body  is  divided  into  two  parts,  one  being  absorbed 
and  the  other  reflected.  The  relative  proportions  between 
these  two  parts  varies  with  the  nature  of  the  substance  and 
the  character  of  the  reflecting  surface. 

Those  bodies  which  reflect  a  large  portion  of  the  incident 
heat,  are  called  ffood  rectors/  those  which  reflect  but 
little  of  the  incident  heat,  are  called  bad  rejlectors.  QooA 
reflectors  are  bad  absorbers ;  and  bad  reflectors  are  good 
(Asorbers, 

Fig.  140  shows  the  method  of  detenniniog  the  relative 
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reflecting  powers  of  different  bodies,  adopted  by  Leslie. 
He  placed  a  cubical  tin  box  filled  with  water  at  the  boiling 
point,  in  front  of  a  parabolicreflector.  The  rays  of  heat, 
falling  upon  the  reflector,  are  reflected  and  tend  to  come  to 
a  focus  at  jF\  but  by  interpoang  a  square  plate  of  some  sub- 
stance between  the  mirror  and  its  focus,  the  rays  are  again 
reflected,  and  come  to  a  focus  as  far  in  front  of  the  plate, 
as  I^  is  behind  it.  The  heat  thus  reflected  is  received  upon 
one  bulb  of  a  differential  thermometer,  by  means  of  which 
it  is  measured.  By  interposing  plates  of  different  sub- 
stances in  succession,  their  relative  reflecting  powers  are 
determined. 

In  this  way  Leslie  showed,  that  polished  brass  possessed 
the  highest  reflecting  power ;  silver  reflects  only  nine  tenths, 
tin  only  eight  tenths,  and  glass  only  one  tenth  as  much  as 
brass.  Plates  blackened  by  smoke  do  not  reflect  heat 
at  alL 

Powefr  of  Absoxption. 

900«  In  order  to  determine  the  relative  powers  of  ab- 
sorption, Leslie  employed  the  apparatus  shown  in  Fig.  141.. 

The  source  of  heat  and  the  reflector  remaining  as  before, . 
he  placed  the  bulb  of  the  differential  thermometer  in  the 
focus  of. the  reflector,  covering  it  successively  with  layers, 
of  the  substance  to  be  experimented  upon.     In  this  way  - 
he  showed,  that  those  substances  which  reflect  mpst  heat 
absorb  least,  and  the  reverse. 

When  the  bulb  was  blackened  by  smoke,  the  thermometer 
indicated  the  greatest  change  of  temperature,  and  when, 
covered  with  leaves  of  brass,  it  indicated  the  least  change. 


Explain  Lwlis^s  method  of  determining  the  reflecting  power  of  different  bodies. 
What  did  Lsslis  find  to  be  the  best  reflector  ?  The  next  in  order?  What  of  black- 
ened plates  ?  (  200.)  Explain  Leslie's  method  of  determining  the  absorbing  power 
ot  bodies.    What  was  the  result  of  his  experiments  7 
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901.  The  Emission  Po'WEit  of  a  body  is  its  capacity  to 
emit,  or  radiate  the  heat  which  it  contains. 

In  determining  the  emission  power,  Leslie  employed  tho 
Apparatus  shown  in  Fig.  141.  In  this  case,  instead  of 
covering  the  bulb  of  the  thermometer  with  layers  of  tha 
mbstaoces  to  be  experimented  npon,  he  covered  the  differ- 
ent faces  of  the  cubic  box  with  layers  of  the  different 
substances. 

For  example,  let  one  face  be  made  of  tin,  let  a  second  be 
blackened  by  smoke  or  lamp-black,  let  a  third  be  covered 
by  a  layer  of  paper,  and  a  Ibnrth  by  a  plate  of  glass.  On 
turning  these  different  faces  towards  the  reflector,  the 
thermometer  indicates  different  degrees  of  temperature.  If 
the  blackened  face  bo  turned  towards  the  reflector,  the 
thermometer  rises,  showing  that  this  face  is  a  good  ra- 
diator ;  if  the  paper-coverod  fiico  be  next  turned  towards 
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the  reflector,  the  thermometer  falls,  showing  that  paper  is  a 
poorer  radiator  thjin  lamp-black ;  if  the  glass  covered  face 
be  turned  towards  the  reflector,  the  thermometer  fells  still 
lower,  indicating  that  glass  is  a  poorer  radiator  than  paper ; 
finally,  if  the  tinned  face  is  turned  towards  the  reflector,  the 
thermometer  falls  still  lower,  indicating  the  fact  that  tin  is  a 
poorer  radiator  than  glass. 

Leslie  found  by  this  course  of  proceeding,  that  the 
radiating  powers  of  bodies  arc  the  same  as  their  absorbing 
powers ;  that  is,  a  good  radiator  is  also  a  good  absorber,  but 
a  bad  reflector,  and  the  reverse. 

Bffodificatioxui  of  the  Reflecting  Powers  of  Bodies. 

202«  The  principal  causes  that  modify  the  reflecting  and 
absorbing  powers  of  bodies,  are  :  polish,  density/,  direction 
of  the  incident  raya^  nature  of  tJie  source  of  Jieat^  and 

color. 

« 

Other  things  being  equal,  polished  bodies  are  better 
reflectors  and  worse  absorbers  than  unpolished  ones. 

Other  things  being  equal,  dense  bodies  are  better  reflectors 
and  worse  absorbers  than  'rare  ones. 

Other  things  being  equal,  the  nearer  the  incident  ray 
approaches  the  normal^  the  less  will  be  t/ie  portion  reflected 
and  the  greater  the  portion  absorbed. 

The  nature  of  the  source  of  heat  sometimes  modifies  the 
reflecting  and  absorbing  powers.  Thus,  if  a  body  is  painted 
with  white  lead,  it  absorbs  more  heat  from  a  cubical  box  of 
boiling  water,  than  though  the  same  heat  were  emitted  by 
a  lamp.  But  if  a  body  is  painted  with  lamp-black,  the 
amount  absorbed  is  the  same,  whatever  may  be  its  source. 


Wlint  Tflation  did  he  find  between  the  radiating  and  absorbing  powers  of  bodies? 
(202.)  What  canses  modify  the  reflecting  and  absorbing  powers  of  bodies?  Effect 
of  polish  ?    Of  density  ?    Of  direction  of  rays  ?    Of  the  sonroo  of  heat  ? 
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Other  things  bemg  equal,  light-colored  bodieh  dbsc^b  less 
and  r^lect  more  heat  than  dark-colored  ones.  White 
bodies  are  the  best  reflectors,  black  ones  the  worst.  White 
bodies  are  the  worst  absorbers,  and  black  ones  the  best. 

Applicatioiui  of  tho  preceding  pxinciples. 

903.  Articles  of  clothing  are  intended  to  preserve  uniformity  of 
temperature  in  the  human  body  by  excluding  the  too  violent  heats 
of  summer,  and  by  preventing  too  rapid  radiation  of  animal  heal  in 
winter. 

Loose  substances,  like  woollens  and  furs,  are  bad  radiators,  and 
therefore  are  suitable  for  winter  clothing.  Compact  substances,  like 
linens  and  cottons,  are  good  reflectors,  and  therefore  are  suitable  for 
summer  clothing.  As  far  as  color  is  concerned,  white  is  best 
adapted  to  both  seasons,  because  white  bodies  are  at  once  better 
reflectors  and  worse  radiators,  than  those  of  dark  colors. 

The  animals  of  the  polar  regions  are  generally  of  light  colors,  often 
becoming  completely  white  in  winter.  This  wise  provision  of  Nature 
is  calculated  to  adapt  them  to  sustain  more  readily  the  severe  cold 
of  those  inhospitable  regions. 

Oils  and  fats  are  good  reflectors  and  bad  radiators.  Hence  we  find 
the  Laplanders  and  Esquimaux  rubbing  their  bodies  with  oils  to  pre- 
vent the  too  rapid  radiation  of  animal  heat,  whilst  the  negroes  of  Ihe 
tropical  regions  do  the  same  thing  to  prevent  the  absorption  of  heat 
from  without. 

Snow'  is  a  good  reflector  and  a  bad  absorber  and  radiator.  Hence 
it  is  that  a  layer  of  snow  in  winter  acts  to  protect  the  plants  which 
it  covers.  Snow  and  ice,  when  exposed  to  the  rays  of  the  sun,  melt 
but  slowly,  but  if  a  branch  of  a  tree  or  stone  projects  through  the 
snow,  it  causes  the  latter  to  melt  in  its  neighborhood,  first  by  absorb- 
ing the  heat  of  the  sun,  and  then  radiating  it  to  the  surrounding 
particles  of  ice  or  snow. 


Of  color?  (203)  What  U  tht  ol^^  of  eMMng t  Why  are ^r«  and  toooUens 
tuitabU  to  winter  t  Linena  tmd  eottons  to  summer  t  What  color  is  best  adapted 
to  all  eeaeonst  Color  of  animals  in  Arctic  reQionst  Effect  of  oils  and  fats  on 
radiaiionandahsorpUont  Einamples,  J^ect  of  snowf  Why  do  snow  and  iee 
mettstawlyt 
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If  a  stone  isthrown  upon  a  field  of  ice,  it  soon  causes  tbe  ice  around 
it  to  melt,  forming  a  hole  into  which  it  sinks:  A  dark  cloth  spread 
upon  snow  acts  in  the  same  manner,  and  soon  sinks  under  the  in- 
fluence  of  the  sun's  rays. 

Water  is  soonest  heated  in  a  vessel  whose  surface  is  hlaek  and 
unpolished,  because  the  vessel  in  this  state  is  best  adapted  to  absorb 
the  heat  which  is  applied  to  it,  but  on  removing  it  from  the  fire,  the 
water  cools  rapidly.  To  retain  heat  in  liquids,  they  should  be  con- 
fined in  dense  and  polished  vessels,  as  these  are  poor  radiators. 
Hence,  for  boiling  and  cooking,  rough  and  black  vessels  should  be 
employed,  but  to  keep  the  articles  warm,  dense  and  polished  vessels 
should  be  used.  It  is  for  this  reason  that  a  silver  teapot  is  better 
than  an  earthen  one.  But  as  silver  is  a  good  conductor  of  heat,  the 
handle  should  be  insulated  by  interposing  between  it  and  the  vessel 
some  non-conducting  substance,  as  ivory  or  bone.  « 

Stoves,  being  intended  to  radiate  heat,  should  be  rough  and  black, 
but  fire-places,  being  intended  to  refiect  heat  into  the  room,  should  be 
lined  with  white,  dense,  and  polished  substances,  like  glazed  earthen- 
ware, or  glazed  fire-bricks. 

Coodnctibility  of  Solid  Bodies* 

204.  CoNDucnBiLiTY  IS  that  property  of  bodies  by 
virtue  of  which  they  transmit  heat.  Those  bodies  that 
transmit  heat  readily,  are  called  good  conductors ;  those  that 
do  not  transmit  it  readily,  are  called  bad  conductors. 

Ingenhousz  showed  that  solid  bodies  possess  different 
degrees  of  conductibility,  by  means  of  an  apparatus  shown 
in  Fig.  142.  It  consists  of  an  oblong  vessel  to  contain  water, 
from  one  side  of  which  projects  a  system  of  short  tubes  for 
receiving  rods  of  different  kinds  of  solids,  such  as  metals, 
marble,  wood,  glass,  and  the  like. 

Ingbnhousz  coated  the  different  rods  with  a  soft  wax  that 


Explain  the  tffed  of  a  stone  throton  upon  icet  Of  a  dark  cMh  upon  enoujf 
Why  is  fjDottr  monett  heated  in  hladb  and  unpolished  ^eeeele  t  In  what  veeeela  i» 
it  best  kept  hot  t  Of  what  tnaterial  ehould  stoves  be  constructed  t  Fire-places  t 
Wkfft  ( 204«)  What  is  Conductibility?  Good  oondnoton  ?  Bad  oondnctort?  £x- 
plain  iHOiHHOtTU*  apparatas? 
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would  melt  at  about  140°  F.,  and  then  filled  the  vessel  with 
boiling  water.  Upon  some  of  the  rods  the  wax  melted 
rapidly,  upon  some  more  slowly,  and  upon  others  not  at  all. 
This  showed  that  the  rods  vai-ied  in  their  conductibility. 

It  has  beea  shown  that  metals  are  the  beet  conductors,  aflor 
which  comes  marble,  then  porcelain,  bricks,  wood,  glass,  resin,  &c. 

Condnotibllitf  of  Liquids.  —  Convection. 

905.  Liquids  are  bad  conductors  of  heat,  except  mer- 
cury, which  is  a  metal.  They  are  such  bad  conductors  that 
RuMFOED  asserted  that  water  is  not  a  conductor  at  all. 
More  careful  experiments  have  shown  that  all  liquids  are 
conductors,  but  all  are  extremely  bad  ones. 

Liquids  are  heated  by  a  process  of  circulation  amongst 
their  particles,  called  convection,  the  heat  being  npplicd  fl-om 
below,  as  shown  in  Fig.  143.  'Wlen  the  particles  at  the 
bottom  become  heated,  they  expand,  and  as  they  are  then 
lighter  than  the  cooler  particles  abofre  them,  they  rise  to  the 

Eiplcin  biB  metliiKl  < 
hruedT    Explain  ths  1) 
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top  of  the  v^sel  to  give  place  to  the  heavier  and  cooler 

onea  that  supply  their  places.    In  this  way  a  double  current 

of  particles  is  set  up,  as 

shown  in  the  figure  by     . 

the  arrows,  tho  hot  ones 

rising  and  the  cool  ones 

descending.   This  process 

of  circulation  goes  on  till 

a  uniform  temperature  is 

imparted  to  all    of  the 

liquid. 

The  circulation  of  particlea 
may  be  sbowa  by  putting  into 
the  vessel  particlea  of  a 

substancB  of  nearly  the  same 
density   ds    Ihe    liquid ;    m, 

for   example,    oak    sawdust.  V^Ul 

These  particles  will  partake 

of  tlie  motion  of  the  Suid,  rislus  up  in  the  centre,  and  descending 
along  the  walli  of  the  vessel  as  shown  in  the  figure 

Oonduotlbillty  OT  Gaiea. 

906.  Gases  are  bad  conductors  of  heat,  but  on  account 
of  the  extreme'  mobility  of  their  particles,  it  is  difficult  to 
establish  the  £ict  by  direct  observation. 

Gases  are  heated  by  convection,  in  the  same  manner  as 
liquids. 

Applioatlons  tf  the  preoeding  pri&cdplok 

SOT>  If  the  hand,  be  placed  npon  difTerent  articles  in  a  cold 
room,  they  convey  difTerent  sensations,  Metals,  stones,  bricks,  and 
tlie  like,  feel  cold,  whilst  carpets,  curtains,  and  the  like,  feel  warm. 

mm  mas  **«  olrcitlatlOTi  efparltela  be  dmoaitrated  t  ( 100  )  Are  gtsea  fwd 
or  bad  soDdiicton?  Bow  «■  they  hnted  f  (20T.'>  Saplata  the  difertnt  tefua- 
Honi  anptrttnctd  on  toueitng  bodttt  In  a  roam. 
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The  reason  of  this  is,  that  the  former  are  good  condaeCorB,  and  readily  > 
abstract  the  animal  heat  from  the  hand,  whilst  the  latter  are  bad 
conductors,  and  do  not  convey  away  the  heat  of  the  hand. 

Wooden  handles  are  sometimes  fitted  to  metallic  vessels  which  are 
to  contain  heated  liquids.  This  is  because  wood  is  a  bad  conductor, 
and  therefore  does  not  convey  the  heat  to  the  hand.  For  a  similar 
reason,  when  we  would  handle  any  heated  body,  we  often  interpose 
a  thick  holder  of  woollen  cloth,  the  latter  being  a  bad  conductor. 

To  preserve  ice  in  summer,  we  surround  it  with  some  bad  con- 
ductor, as  straw,  sawdust,  or  a  layer  of  confined  air.  The  same 
means  are  adopted  to  preserve  plants  from  the  action  of  frost.  In 
this  case,  the  non-conducting  substance  prevents  the  radiation  of 
heat. 

Cellars  are  protected  from  frost  in  winter  by  a  double  wall 
inclosing  a  layer  of  air,  which  is  a  non-conductor.  It  is  the  layer 
of  confined  air  that  renders  double  windows  so  efiicient  in  excluding 
frost  from  our  houses. 

The  feathers  of  birds  and  the  fur  of  animals  are  not  only  in  them- 
selves  bad  conductors,  but  they  inclose  a  greater  or  less  quantity  of 
air,  which  renders  them  eminently  adapted  to  the  exclusion  of  cold. 

The  bark  of  trees  is  a  bad  conductor,  and  so  serves  to  protect  them 
from  the  injurious  effects  of  heat  in  summer,  and  cold  in  winter. 

Our  warmest  articles  of  clothing  are  composed  of  non-conducting 

^substances,  inclosing  a  greater  or  less  quantity  of  air.     Such  are 

furs,  woollen  cloths,  and  the  like.     It  is  not  that  these  are  warm  of 

themselves,  but  they  serve  as  non-eonductors,  preventing  the  escape 

of  animal  heat  from  our  bodies. 


▼.  —  LAWS     OF    EXPANSION     OF    SOLIDS,     LIQUIDS,    AND     GASSS. 

LawB  of  Szpansion  of  Solida. 

208.    Numerous  experiments  have  been  made  to  deter- 
mine  the  exact  amount  of  expansion  which  bodies  experience 

Whv  are  toooden  ^andUa  aUaohed  to  metaUio  veinOs  f  Roto  U  ice  preeerved  in 
eummer  t  Why  t  pffow  are  plants  pratecUd  t  Why  t  How  are  oeUars  pro* 
iected  from  fro9tt  Why?  Why  are /^others  adapted  to  eoM^udeeoldf  Barhttf 
treeef    Whai  eubetanoee  Jbrm  the  warmeet  Oothinfft    Whyf 
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by  the  addition  of  a  given  amount  of  heat.  As  in  a  former 
article,  it  will  be  found  convenient  to  consider  first,  linear 
expansion,  and  afterwards,  expansion  in  volume, 

1.  Linear  expansion.  In  order  to  compare  the  rate  of 
linear  expansion  of  different  bodies,  we  take  for  a  term  of 
comparison,  the  expansion  experienced  by  a  unit  of  length 
of  each  body  when  heated  from  32°  F.  to  33°  F.  This  is 
called  the  coefficient  of  linear  expansion. 

Tlie  coefficients  of  linear  expansion  for  a  great  number  of 
bodies  were  determined  in  the  latter  part  of  the  last  century 
by  I^AVOisiER  and  Laplace.  They  reduced  the  substance 
to  be  experimented  upon  to  the  form  of  a  rod  or  bar,  then 
exposed  it  for  a  sufficient  time  to  the  temperature  of  melting 
ice,  and  measured  its  exact  length.  They  next  exposed  the 
bar  to  a  temperature  of  boiling  water,  and  again  measured 
its  length.  The  increased  length,  divided  by  180,  gave  the 
increase  in  length  of  the  whole  bar  for  1°  F.  This  result, 
divided  by  the  length  of  the  l^ar  at  32°  F.,  gave  the  linear 
expansion  of  a  unit  of  length,  and  for  an  increase  of  tem- 
perature of  1°  F.,  that  is,  the  coefficient  of  linear  expansion. 

The  following  are  some  of  the  results  thus  obtained  : 


BXrBBTANCB. 

OOEFnCIBMT. 

BUBSTAMCB. 

ooDTicmrr. 

Glass 

0.00000478 

Brass 

0.00000954 

Platinum 

0.00000491 

Copper 

0.00001043 

Steel 

0.00000599 

Silver 

0.00001061 

Iron 

0.00000678 

Lead 

0.00001587 

Gold 

0.00000814 

Zinc 

0.00001634 

• 

From  the  above  table^  it  is  seen  that  the  amount  of  expansion  is 
always  very  small. 


(  208.)  What  is  the  coefficient  of  linear  expansion  of  solids  ?    How  det«rmined  bj 
Lavoisies  and  Laflaob  ?    Give  tom^  qfth6  r^tuUt  f 
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2.  Mansion  in  volume.    The  coefficient  of  expansion 

in  volume  is  the  increment  which  a  cubic  unit  of  the  sul> 
stance  expeiiences  when  its  temperature  is  i*aised  1°  F. 
This  coefficient  may  be  determined  experimentally,  or  it 
may  be  found  by  multiplying  its  coefficient  of  linear  expan- 
sion  by  3. 

Applicatiozuk 

909*  The  principle  of  expansion  explains  many  familiar  phe« 
nomena,  some  of  which  are  indicated  below. 

When  hot  water  is  suddenly  poured  into  a  cold  tumbler,  it  often 
breaks.  In  this  case  the  explanation  is  simple.  Glass  is  a  bad  con- 
ductor of  heat,  hence  the  inside  becomes  heated  by  contact  with  the 
water  more  rapidly  than  the  outside,  and  this  inequality  of  heating 
}>roduces  an  inequality  of  expansion  that  ruptures  the  glass.  The 
thinner  the  glass,  the  less  will  be  the  inequality  of  expansion,  and 
consequently  the  less  will  be  the  danger  of  rupture.  In  a  metallic 
vessel  such  an  accident  is. not  to  be  apprehended,  because  metals  are 
good  conductors,  and  but  little,  if  any,  inequality  of  expansion  can 
arise. 

When  a  candle  is  held  too  near  a  pane  of  glass,  the  glass  is  often 
broken ;  the'  reason  is  the  same  as  before. 

Sometimes  a  vessel  of  glass  is  suddenly  broken  by  opening  a  door 
or  window.  This  is  due  to  a  current  of  cold  air  which,  falling  upon 
the  outer  surface  of  the  glass,  causes  an  inequality  of  contraction 
that  may  produce  rupture.  All  articles  of  glass  should  be  guarded 
from  sudden  changes  of  temperature,  would  we  avoid  risk  of 
breakage. 

In  the  art  of  engineering,  it  is  important  to  take  into  account  tho 
expansion  and  contraction  of  the  metals.  In  laying  the  track  of  a 
railroad,  for  example,  the  rails  should  not  be  laid  so  as  to  touch  each 
other,  otherwise  in  warm  weather  the  expansion,  acting  through  a 
long  line,  might  produce  a  force  sufficient  either  to  bend  tho  rails  of 


What  Is  the  coefficient  of  exprnirfon  In  rolnmd  ?  How  determined  ?  ( 209.)  Why 
doeft  hot  tonter  break  a  cold  tumbler  t  Which  in  more  easily  broken,  a  thin  glass 
or  a  thick  one  f  ^hy  f  Why  is  a  pane  of  glass  broken  by  the  approach  of  a 
epndle  t  Why  may  a  glass  vessel  be  broken  by  opening  a  door  or  tcindoto  t  Pr^ 
eaiOions  f   &eplain  the  fffeet  <ifeaepanHon  on  a  Une  o/railt. 
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to  tear  them  from  their  fastenings.  In  employing  iron  ties  in  build* 
ing,  arrangements  should  be  made  by  means  of  nuts  and  screws  to 
tighten  them  in  warm  weather,  and  loosen  them  in  cold  weather, 
otherwise  the  forces  of  contraction  and  expansion  would  weaken  and 
eventually  destroy  the  building.  Very  serious  accidents  have  oc- 
curred from  omitting  this  precaution. 

The  principle  of  expansion  and  contraction  of  metals  has  been 
utilized  in  bringing  the  walls  of  a  building  together  after  they  have 
commenced  to  separate.  A  system  of  iron  ties  is  formed,  passing 
through  the  opposite  walls,  on  the  outside  of  which  they  are  secured 
by  nuts.  The  alternate  rods  being  heated,  they  expand,  and  the 
nuts  are  screwed  up  close  to  the  walls.  On  cooling,  the  force  of 
contraction  brings  the  walls  nearer  together.  The  remaining  rods 
are  next  heated,  and  the  nuts  screw^ed  up.  On  cooling,  a  further 
contraction  takes  place,  and  so  on  until  the  walls  are  restored  to 
their  proper  position.  This  method  was  successfully  employed  to 
restore  the  walls  of  a  portion  of  the  Conservatoire  des  Arts  et  Metiers^ 
in  Paris,  which  had  begun  to  separate. 

.    Compensatinji^  Pendulum. 

910*  The  construction  of  the  Compensating  Pendulum  depends 
upon  the  principle  of  contraction  and  expansion  of  metals.  We  have 
seen  already  that  the  time  of  oscillation  of  a  pendulum  depends  upon 
its  length,  vibrating  faster  when  shortened,  and  slower  when  length- 
ened. In  consequence  of  variations  of  temperature,  if  a  pendulum 
were  suspended  by  a  single  metallic  rod,  its  rate  of  vibration  would 
be  continually  changing. 

To  obviate  this  defect  and  secure  uniformity  of  rate,  various  de- 
vices have  been  employed,  one  of  the  most  important  of  which  is 
Harrison's  Giidiron  Pendulum,  shown  in  Fig.  144.  It  consists  of 
five  parallel  bars  of  metal,  arranged  as  shown  in  the  figure.  The 
bars  a,  b^  c,  and  d,  are  of  steel,  and  when  they  expand,  the  efiect  is 
to  lengthen  the  pendulum ;  the  bar,  d,  passes  freely  through  the 
cross  piece,  or,  and  is  firmly  attached  to  the  piece,  mn.    The  bars, 


Precautions  to  he  taken  in  "building  toiih  iron  f  Explain  the  method  of  straight' 
Sning  waits.  (201.)  WTMt  effect  has  heat  upon  a  pen^/dumt  How  are  its 
fl^ects  remedied  t  Eaoplain,  Me  ih4ory  and  eomtrucUon  of  Hasbxson*b  Gridiron 
PmidiOwnk 
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K  and  it,  are  of  brass,  firmly  attached  to  both 
of  the  cross  pieces,  mn  and  or.  When  they 
expand,  the  efiect  is  to  raise  the  piece,  mn^ 
and  thus  to  shorten  the  pendulum. 

If  the  pieces  are  properly  adjusted,  the 
amount  of  shortening  is  exactly  equal  to  he 
amount  of  lengthening  before  mentioned,  and 
these  two  balancing  each  other,  the  length  of 
the  pendulum  remains  invariable.  The  ad- 
justment requires  that  the  lengths  of  the  rods 
should  be  inversely  as  their  coefficients  of  linear 
expansion. 

LawB  of  3E!xpan8ion  of  Liquids. 

9 11.  Liquids  axe  much  more  expansi- 
ble than  solids,  on  accouift  of  their  feeble 
cohesion ;  their  expansion  is  also  much 
more  irregular,  especially  when  their  tem- 
perature approaches  the  boiling  point. 

The  expansion  of  a  liquid  may  be  ab- 
solute or  relative.  The  absolute  expan- 
sion of  a  liquid  is  its  actual  increase  of 
volume ;  the  relative  expansion  ^  is  its 
increase  of  volume  with  respect  to  the 
containing  vessel.  For  example,  in  a 
thermometer  the  rise  of  the  liquid  in  the  stem  is  due  to  its 
relative  expansion,  with  respect  to  that  of  the  stem.  Both 
expand,  but  the  liquid  more  rapidly  than  the  glass.  The 
capacity  of  the  bulb  increases  with  an  inc»'ease  of  heat,  but 
the  volume  of  its  contained  mercury  increases  more  rapidly, 
and  therefore  rises  in  the  stem.  The  absolute  is  generally 
greater  than  the  relative  expansion.  It  is  the  relative  ex- 
pansion that  we  generally  observe. 


Pig.  144. 


(211.)  Whjtae  liquids  more  expansible  than  solids?    What  Is ateolnte  ezpaa- 
ston?    Belatiye  expansion?    Example.    Wliicli  is  generally  obsenred?' 
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The  coefficient  of  expansion  of  a  liquid  is  the  expansion 
of  a  unit  of  volume,  corresponding  to  an  increase  of  temper- 
ature of  on«  degi*ee. 

Taken  with  reference  to  glass,  the  coefficient  of  expansion 
for  mercury  is  0.000833 ;  that  of  "^-ater  is  three  times  as 
great,  and  that  of  alcohol  nearly  eight  times  as  great  as  that 
of  mercury. 

BSazimiim  X>en8ity  of  Water. 

212.  If  water  is  cooled  down  gradually,  its  volume  con- 
tinues to  contract  until  it  reaches  the  temperature  of 
39.^2  F.,  when  it  attains  its  maximum  density.  '  If  it  be 
still  further  cooled  it  begins  to  expand,  and  at  32^  F.  it  be- 
comes solid,  ov  freezes. 

This  curious  phenqpenon  may  be  shown  by  using  a  water 
thermometer  in  connection  with  a  mercurial  one.  As  the 
'temperature  is  diminished,  the  liquids  descend  in  the  stems 
of  both  thermometers  until  the  mercuiial  one  shows 
39.°2  F.,  after  which,  if  the  cooling  process  be  continued, 
the  mercury  will  continue  to  fall,  whilst  the  water  will  begin 
to  rise. 

l^his  apparent  exception  to  the  law  of  expansion  and  con- 
traction is  explained  from  the  &.ct,  that  at  the  temperature 
of  39.^2  F.,  the  particles  begin  to  arrange  themselves  in  a 
new  order,  preparatory  to  taking  a  crystalline  form.  Some 
other  substances,  such  as  melted  iron,  sulphur,  bismuth,  <fec., 
exhibit  a  similar  expansion  of  volume  immediately  previous 
to  taking  a  solid  crystalline  form.  It  is  this  property  of 
expanding  at  the  time  of  crystallization,  that  renders  iron 
so  valuable  a  metal  for  casting.  The  expansion  of  the  metal 
acts  to  fill  the  mould,  thus  giving  sharpness  and  accuracy  to 
the  casting. 


What  is  the  coefficient  of  expansion  of  a  liqnid  ?  What  is  its  value  for  iDercnT7 
with  reference  to  gisss?  How  do  the  coefficients  of  water  and  alcohol  compare  with 
mweniy?  (212)  At  what  temperatare  has  water  the  greatest  density?  When 
does  It  ftveze?  How  may  the  phenomenon  be. shown?  How  explained?  What 
other  bodies  exhibit  similar  phenomena?    Why  is  iron  so  valuable  for  casting ? 
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The  fact  that  water  has  its  greatest  density  at  38^.75  F.,  csnses 
ice  to  form  at  the  surface  instead  of  at  the  bottom  of  rivers  and  lakes. 
Were  it  not  that  ice  is  lighter  than  water,  it  would  sink  io  the 
bottom  as  fast  as  formed,  or  rather  would  form  at  the  bottom,  and 
in  the  colder  regions  of  the  globe  would  soon  convert  entire  lakes 
into  solid  masses  of  ice.  As  ice  and  water  are  bad  conductors  of 
heat,  the  summer  sun  would  not  posesss  the  power  to  convert  them 
again  into  water. 

In  Switzerland,  it  is  found  by  experiment  that  the  temperature  of 
the  water  at  the  bottom  of  deep  and  snow-fed  lakes  remains  during 
the  entire  year  at  the  uniform  temperature  of  38". 7 5  F.,  although 
the  surface  is  frozen  in  winter,  and  in  summer  rises  to  75°  or  80''  F. 

It  is  because  water  has  its  maximum  density  at  38''.75  F.,  that  it 
is  taken  at  this  temperature,  as  the  standard  of  comparison  for.deteri- 
mining  the  specific  gravity  of  bodies. 

I<aw  of  eKpansion  of  X3^ea. 

213.  Gases  are  not  only  more  expansible  than  solids 
and  liquids,  but  they  also  expand  more  uniformly. 

The  coefficient  of  expatiaion  of  a  gas,  is  the  expansion 
which  a  unit  of  volume  experiences  when  its  temperature  is 
increased  one  degree.  •  ' 

Gay  Lussac  supposed  that  all  gases  expand  equally  for 
equal  increments  of  temperature ;  but  more  recent  investi- 
gations show  that  the  coefficients  of  expan^on  are  slightly 
different  for  different  gases.  This  difference  is,  however,  so 
small,  that  for  all  practical  purposes  we  may  regard  all  gases 
as  having  the  same  coefficient.  The  value  of  the  coefficient 
of  expansion  for  gases  is  0.00204,  which  is  about  eight  times 
that  of  water. 

Applioations. 

914.  The  law  of  expansion  of  gases  when  heated,  has  many 
important  applications,  some  of  which  will  be  indicated. 

JBaojiiain,  fk6  amMqueneeB  of  1h6  eoopanaion  of  toaUr  on  frendnff.    Example  of 
h6  lakes  in,  SwU»erland,     Why  ie  water  taken  at  88*^.75  Jf.  ae  a  atandardt 
218.)  What  bodies  are  most  ezpaDsible?    What  is  the  ooeffiolent  of  espaoaioB? 
What  wat  Gat  Xvwao^s  optaioa  ?   Wat  it  strictly  conMi  ? 


• 
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When  the  air  of  a  room  becomes  warmed  and  vitiated  by  the 
presence  of  a  number  of  persons,  it  expands  and  becomes  lighter  than 
the  extema]^ir ;  hence  it  rises  to  the  top  of  the  room,  and  its  place 
is  supplied  by  fresh  air  from  without,  which  enters  through  the 
cracks  of  the  doors,  or  through  apertures  constructed  for  the  purpose. 
Openings  should  be  made  at  the  upper  part  of  the  room  to  permit 
the  foul  air  to  escape.    Such  is  the  theory  of  ventilation  of  rooms. 

In  large  buiidings,  like  theatres,  the  spectators  in  the  upper 
galleries  often  experience  great  inconvemence  from  the  hot  and 
oormpt  air  arising  from  below.  To  remedy  this  evil,  large  open- 
ings, called  Tentilators,  should  be  constructed  iir  the  ceiling,  and  cor- 
responding openings  should  be  arranged  near  the  bottom  of  the  build- 
ing, to  supply  a  sufficient  quantity  of  fresh  air  to  keep  up  the  circu- 
lation. 

The  principal  of  expansion  gives  a  draft  to  our  chimneys.  The 
hot  air  ascends  through  the  flue,  and  its  place  is  supplied  by  a  con- 
tinued current  of  cold  air  from  below,  which  keeps  up  the  com- 
bustion in  the  fire-place  or  grate. 

.The  same  principle  is  applied  in  warming  buildings  by  means  of 
furnaces.  Furnaces  are  placed  in  the  lowest  story  of  the  building, 
and  are  provided  with  air  chambers,  which  communicate  with  the 
external  air  by  means  of  air-pipes.  When  the  air  becomes  heated 
in  the  air  chamber,  it  rises  through  pipes,  or  flues  in  the  walls,  to 
the  upper  stories  of  the  building,  and  is  admitted  to  or  excluded  from 
the  different  apartments  by  valves,  called  registers. 

The  principle,  of  expansion  of  air  explains  many  meteorological 
phenomena.  When  the  air  in  any  locality  becomes  heated  by  the 
rays  of  the  sun,  it  rises  and  its  place  is  supplied  by  colder  air  from 
the  neighboring  regions,  thus  producing  the  phenomena  of  winds. 
The  ciroulation  of  the  atmosphere  in  the  form  of  winds,  tends  to 
equalize  the  temperature,  and  also,  by  transporting  clouds  and 
vapors,  tends  to  equalize  the  distribution  of  water  over  the  globe. 

Winds  also  serve  to  remove  the  vitiated  air  of  cities,  replacing  it 

by  the  pure  air  of  the  neighboring  places,  thus  contributing  to  the 

preservation  of  life  and  health.     Winds  also  act  to  propel  vessels  on 

■■II  I*  I 

(214.)  ffoto  do€9  the  prinetpls  of  eaepanHon  operate  in  tetUUaHon  f  JTovd  are 
large  buOdinge  v&nHkUed  t  What  givea  drafi  to  ehimneye  t  JBboplain  the  theory 
ef  Keatififf  hy  fUrfuusee.  Soto  doee  the  principle  of  eoipanHon  produce  winds  f 
Thoir  ^ffedl on  dUiribtMon  tif  warmth  and  moieturet 
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the  ocean,  thus  contributing  to  the  spread  of  commerce  and  eiTiliza- 
tion. 

Without  winds,  our  cities  irould  become  centres  of  infection,  the 
clouds  would  remain  motionless  over  the  localities  where  they  were 
formed,  the  greater  portion  of  the  earth  would  become  arid  and  desert, 
without  rivers  or  streams  to  water  them,  and  the  whole  earth  would 
soon  become  uninhabitable. 


Density  of  Oases. 

215.  The  density  of  a  gas  depends  upon  the  pressure  to 
irhich  it  is  subjected,  and  also  upon  its  temperature. 

It  is  for  this  reason  that  we  select  as  a  term  of  comparison 
the  densdty  at  some  particular  pressure  and  temperature. 
The  standard  pressure  is  that  of  the  atmosphere^  when  the 
barometer  stands  at  30  inches,  and  the  standard  temperature 
is  82°  F.,  or  the  fi-eezing  point  of  water.  To  determine 
the  density  at  any  other  pressure,  we  apply  Masioite's 
law ;  to  determine  it  at  any  other  temperature,  we  apply 
the  coefficient  of  expansion,  as  explained  in  preceding 
articles. 

Suppose  it  were  required  to  deteimine  the  density  of  air  when  the 
barometer  indicates  20  inches,  and  the  thermometer  62*  F.,  the 
density  being  equal  to  1  at  the  standard  temperature  and  pressure. 
The  pressure  being  only  two  thirds  the  standard  pressure,  the  air  in 
the  case  considered  would  occupy  once  and   a  half  its  primitive 
volume,  supposing  the  temperature  to  remain  at  32''  F.    But  the 
temperature  being  62^  F.,  or  30^  above  .the  standard,  we  multiply 
1.5  by  30  times  0.00204  for  the  expansion.    This  product,  added  to 
15,  gives  for  a  result,  1.5918.     That  is,  a  unit  of  volume  at  the 
standard  pressure  and  temperature  becomes  1.5918  units  of  volume 
at  the  given  pressure  and  temperature.     Because  the  density  va- 
ries inversely  as  the  volume,  we  shall  have  for  the  required  density, 
T.liTTJ  <>r  0.6282. 

Other  ^eeU  qf  wind8 1  {21 5.)  On  what  does  the  density  of  a  gas  depend ? 
What  do  we  tftke  as  a  standard  ?  How  do  we  detenni.io  the  density  at  any  other 
pressure  and  temperature  7   ^aamjpi^ 
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The  following  table  exhibits  the  density  of  some  of  Uie  most  im- 
portant gases,  air  being  taken  as  a  standard : 


TABLE 


GAB. 

DXK8ITT.             j 

1 
1 

QAB. 

DESEBRT. 

Air 

Hydrogen 

Nitrogen 

1  0000 
0.0692 
0.9714 

Oxygen 

Carbonic  acid 

1.1056 
1.5290 

Hydrogen  is  the  lightest  known  body,  its  density  being  fourteen 
and  a  half  times  less  than  that  of  air. 


Tt — CHANGE     or     STATE     OF    BODIES     BT    THE     ACnOH    OF     HEAT. 


916«  It  has  been  stated  that  heat  not  only  canses  bodies 
to  expand,  but  that  it  may  in  certam  drcnrastances  cause 
them  to  change  from  the  solid  to  the  liquid  state,  or  from 
the  liquid  to  the  gaseous  state. 

When  a  body  passes  from  a  solid  to  a  liquid  state,  it  is 
said  to  me^,  or  ftcse,  and  the  act  of  changing  state  in  this 
case  is  caXLedfunon, 

If  a  melted  body  is  suffered  to  cool,  it  becomes  solid  at 
the  same  temperature  at  which  it  melted.  Hence  the  melt- 
ing point  is  the  same  as  the  freezing  point. 

Fusion  takes  place  when  the  force  of  cohesion,  which  holds  the 
particles  of  a  body  together,  is  exactly  balanced  by  the  heat  which 
tends  to  separate  them.  The  temperature  at  which  fusion  takes 
place  is  different  for  different  bodies.  For  some  bodies  it  is  very  low, 
and  for  others  very  high,  as  is  shown  in  the  following 


What  U  the  Uffhtstt  bodpt  Oive  tU  dwUiet  of  wms  othur  Qtuet.  (216) 
Wlut  is  melttag  or  ftulon?  WhtmdoM  fiuion  take  place  f  J$  Ihs  tMlUng pokU 
OU  mmcfor  aU  toUdt  t 
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TABLE. 


BODY. 

TEMFXRATUBS 
OF  KU8I0N. 

\     BODY. 

TKMPKSATTTBB 

OF  FTBIpir. 

« 

Mercury 

Ice ' 

Tallow 

White  wax 

Sulphur 

Tin 

—  39'  F. 
32' 

91' 
149' 
232' 
442' 

Bismuth 

Lead 

Antimony 

Zinc 

Silver 

Gold 

507'  F. 

635' 

842' 

932' 
1832' 
2192' 

All  bodies  are  not  melted  by  the  action  of  heat.    Some  are  de- 
composed, such  as  paper,  wood,  bone,  marble,  &c.    Simple  bodies, 
*  that  is,  bodies  which  are  composed  of  but  one  kind  of  matter,  always 
melt,  if  sufficiently  heated,  with  a  single  exception.   Carbon  has  thus 
far  resisted  all  attempts  to  fuse  it. 

Xiatent  Heat  of  Fusion. 

aiT.  Bodies  which  can  be  melted  always  present  the 
remarkable  phenomenon,  that  when  they  are  heated  to  the 
temperature  of  fusion,  they  can  not  be  heated  any  higher 
until  the  fusion  is  complete.  For  example,  if  ice  be  exposed 
to  heat,  it  begins  to  melt  at  32^  F.,  and  if  more  heat  be 
applied,  the  melting  is  accelerated,  but  the  temperature  of 
the  mixture  of  ice  and  water  remains  at  32^  until  all  the  ice 
is  melted. 

The  heat  that  is  applied  during  the  process  of  fusion, 
enters  into  the  body  without  raising  its  temperature,  and  is 
said  to  become  latent.  When  the  body  returns  to  its  solid 
state,  all  the  latent  heat  is  again  given  out,  and  once  more 
becomes  sensible. 

The  phenomenon  of  latent  heat  may  be  illustrated  by  the  follow- 
ing experiment.    If  a  pound  of  pulverized  ice,  at  32^  F.,  be  mixed 


Eaeamplea.  Are  aU  bodies  melted  hy  ffie  aeUon  of  heat  t  JBaoamplef,  (  21 7) 
What  is  latent  heat  ?  Sensible  heat  f  Sow  ma/^  iKt  pJI«fiMMn«f»  q^ktient  heat  ^o 
iOuetrated, 
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with  a  pound  of  water  at  174**  F.,  the  heat  of  the  water  will  be  just 
gufficieat  to  melt  the  ice,  and  there  will  result  two  pounds  of  wat^r 
at  the  temperature  of  32''  F.  During  the  process  of  melting,  142°  of 
heat  have  been  absorbed  and  become  latent ;  hence,  we  say  that  the 
heat  required  to  melt  ice  at  32^  F.  is  142^,  or,  in  other  words, 
the  latent  heat  of  water  at  32**  is  142°. 

The  enormous  amount  of  heat  which  becomes  latent  when  ice 
melts,  explains  why  it  is  that  large  masses  of  ice  remain  unmelted 
for  a  considerable  time  after  the  temperature  of  the  air  is  raised 
above  32°  F.  Conversely,  the  immense  quantity  of  heat  evolved 
when  water  passes  to  the  state  of  ice,  explains  why  it  is  that-^ce 
forms  so  slowly  in  extremely  cold  weather.  The  absorption  of  heat 
in  melting,  and  production  of  heat  in  freezing,  tend  to  equalize  the 
temperature  of  climates  in  the  neighborhood  of  large  masses  of 
water,  like  lakes  and  rivers. 

Congelation.— Solidification. 

9 18.  Anybody  that  can  be  melted  by  the  application 
of  beat,  can  be  brought  back  to  a  solid  state  by  the  abstrac- 
tion of  heat.  This  passage  from  a  liquid  to  a  solid  state  is 
called  congelation^  or  solidification. 

In  every  body,  the  temperature  at  which  congelation  com- 
mences, is  the  same  as  that  at  which  ^sion  begins.  Thus,  if 
water  be  cooled,  it  will  begin  to  congeal  at  32®  F.,  and  con- 
versely, if  ice  be  heated,  it  will  begin  to  melt  at  82®  F. 
Furthei^nore,  the  amount  of  heat  given  out,  or  rendered 
sensible  in  congealing,  is  exactly  equal  to  that  absorbed,  or 
rendered  latent  in  melting. 

Some  liquids  can  not  be  congealed  by  the  greatest  cold  to  which 
we  can  subject  them  ;  such  are  alcohol  and  ether.  Pure  water  con- 
geals at  32°  ]  the  ^alt  water  of  the  ocean  congeals  at  27^ ;  olive  oil 
at  21®  '.  linseed  and  nut  oils  at  17®. 


Saoplain  th6  action  oflaUni  Jtsat  on  melting  ma»8€8  ofico.  Also  on  frotolng 
masgea  ofwctUr,  (218)  What  is  congelation  ?  How  does  the  point  of  congelation 
compare  with  that  of  ftision  ?  niostrate.  How  does  the  heat  given  out  in  solidifjiog 
compare  with  that  taken  up  in  melting  ?    WM  liquids  havo  nwor  boon/roaen  / 


223  POPtTLAB    PHT0IGB. 

Water  reaches  its  maximum  density  at  38^.  75,  and  as  its  temper* 
ature  is  diminished  from  this  limit,  its  volume  continues  to  increase 
until  congelation  is  completed.  This  increase  of  volume  takes  place 
with  an  expansive  force  capable  of  bursting  the  strongest  vessels. 
Hence,  in  cold  weather,  water  should  not  be  left  in  vessels  and  pipes, 
or  in  any  apparatus  which  might  be  broken  by  frost. 

On  account  of  this  expansion  of  water  in  congealing,  it  follows 
that  it  is  less  dense  than  before ;  hence  it  is  that  ice  floats  on  the 
surface  of  water.  In  the  polar  regions  immense  masses  of  floating 
ice,  called  icebergs,  are  continually  seen.  Some  of  these  are  of  im« 
mense  height,  and  extend  to  a  corresponding  depth  in  the  water.  In 
passing  shoal  places,  they  often  become  stranded,  and  remain  fixed 
until,  by  gradual  melting,  their  volume  is  sufficiently  reduced  to 
permit  them  to  float  clear  of  the  bottom. 

Chystallization. 

319.  When  bodies  pass  slowly  from  the  liquid  to  the 
solid  states,  their  particles,  instead  of  arranging  themselves 
in  a  confused  manner,  tend  to  group  themselves  into  regular 
forms.  These  forms  are  called  crystals^  and  the  process  of 
forming  them  is  called  crystallization. 

Flakes  of  snow^  sugar  candy,  alum,  conmion  salt,  and  the 
like,  offer  examples  of  crystallized  bodies.  The  forms  of  the 
crystals  are  best  seen  under  a  magnifymg  glass. 

Bodies  may  be  crystallized  in  two  different  ways.  In  the 
first  case,  we  melt  them,  and  then  allow  them  to  cool  slowly. 
If  a  vessel  of  sulphur  be  melted  and  allowed  to  cool  slowly, 
it  will  commence  crystallizing  about  the  surface,  and  if- we 
break  the  crust  thus  formed,  and  pour  out  the  interior  liquid 
railphur,  we  may  obtain  beautiful  crystals  of  sulphur. 

In  the  second  case,  we  dissolve  the  body  to  be  crystallized 
und  then  allow  the  solution  to  evaporate  slowly.  The  dis- 
solved body  is  then  deposited  at  the  bottom  and  on  the 

Whifars  V699ela  often  burst  by  the  frM»ing  ofvHiter  in  themf  Preeautiomf 
Why  does  ice  float?  Eaoplain  the  phenomenon  of  ieeberffs.  (219.)  What  are 
crystals  ?  What  is  crystallization  ?  Exaoiples.  How  maDy  methods  of  crystalllzo- 
tioa  ?    Explain  the  first  method  ?    The  second  method  ? 
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sides  of  the  vessel  in  the  form  of  crystals.  The  slower  the 
process,  the  finer  will  be  the  crystals.  It  is  in  this  manner 
that  we  crystallize  candy  and  various  salts. 

Freezing  Mixtures. 

930.  The  absorption  of  heat  which  takes  place  when  a 
body  passes  from  a  solid  to  a  liquid  state,  is  often  utilized  in 
the  production  of  intense  cold.  This  result  is  best  obtained 
by  mixing  certain  substances,  and  these  mixtures  are  then 
called  freezing  mixhires. 

A  mixture  of  one  part  of  common  salt  and  two  parts  of 
pounded  ice  forms  a  mixture  that  is  used  for  freezing  creanu 
The  salt  and  ice  have  an  affinity  &r  each  other,  but  they 
can  not  unite  until  they  pass  to  the  liquid  state ;  in  order  to 
pass  to  this  state  they  absorb  a  great  quantity  of  heat  from 
the  neighboring  bodies,  and  this  causes  the  latter  to  freeze. 
By  means  of  a  mixture  of  salt  and  snow,  the  thermometer 
may  be  reduced  to  0. 


TII.  —  VAPORIZATION.  —  ELASTIC     70^^K      OF      TAPOUS^ 

Vaporization.  —  Volatile  and  Fixed  LiqnidB. 

931.  When  sufficient  heat  is  applied  to  a  liquid,  it  is 
converted  into  a  gaseous  form  and  is  called  a  vapor.  The 
change  of  state  from  a  liquid  to  a  gaseous  state  is  called 
vaporization. 

Conversely,  if  heat  be  abstracted  from  a  vapor,  it  will 
return  to  a  liquid  form.-  The  change  of  state  from  a  vapor- 
ous to  a  liquid  form  is  called  co7idensQition. 

Vapors  are  generally  colorless,  and  ai*e  endowed  with  an 
expansive force^  or  tension^  which,  when  heated,  may  become 
very  great. 

(21t0.)  What  Is  a  freezfng  mixtnre?    Ezampla.    Ecplain  its  actloB?    (931.) 
WhatUT^oriiatloa?    Goadeisatioa?   OenenlpropeitiMaf  yapon? 
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The  nnmber  of  vapors  that  exist  at  ordinary  temperatures 
is  very  small.  Of  these,  watery  vapor  is  the  most  familiar, 
as  well  as  the  most  important,  on  account  of  the  paH  which 
it  plays  in  many  natural  phenomena. 

Liquids  are  divided  into  two  classes,  with  respect  to  the 
readiness  with  which  they  pass  from  the  liquid  to  the  vapor- 
ous state,  viz. :  volatile  liquids  and  Jloced  liquids. 

Volatile  liquids  are  those  which  have  a  natural  tendency 
to  pass  into  a  state  of  vapor  even  at  ordinary  temperatures, 
such  as  ether,  alcohol,  and  'the  like.  If  a  vessel  of  water, 
alcohol,  ether,  or  chloroform  be  left  exposed  to  the  air,  the 
liquid  is  slowly  converted  into  vapor,  and  disappears;  in 
other  words,  it  evaporates.  To  the  class  of  volatile  liquids 
belong  essences,  essential  oils,  volatile  oils,  amongst  which 
may  be  mentioned  spirits  of  turpentine,  oil  of  lavender, 
attar  of  roses,  oil  of  orange,  and  the  like. 

Fixed  liquids  are  those  which  do  not  pass  into  vapor  at 
any  temperature,  as,  for  example,  fish  oils,  olive  oils,  and  the 
like.  At  high  temperatures  they  are  decomposed,  giving 
rise  to  various  kinils  of  gases,  but  to  no  true  vapors  that  can 
be  condensed  into  the  original  form  of  the  liquid.  Some 
oils,  like  linseed  oil,  harden  on  exposure  to  the  air,  but  it  is 
not  by  evaporation,  but  by  absorbing  oxygen  from  the  air, 
and  thus  passing  to  a  solid  state.  Some  solids  are  capable 
of  passing  directly  to  a  state  of  vapor  without  first  becoming 
liquid.  To  this  class  belong  camphor,  musk,  and  odorous 
bodies  generally.  Snow  and  ice  may,  under  certain  circum- 
stances, evaporate  ^vithout  melting. 

Zhraporatiott  under  preasaro. 
399.    The  influence  of  evaporation  by  pressure  may  be  illustrated 


The  most  important  vapor?  What  two  classos  of  liquids  have  wef  What  are 
Tolatile  liquids?  Examples,  niastrate.  What  are  fixed  liquids?  Examples. 
EflTect  of  high  temperatures  upon  them?    Give  examples  of  scdida  thatyaporlze?  . 


bjr  meani  of  an  appRratos  shown  ia  Fig.  143.  tt  eonsirts  of  a  cuired 
tube,  the  Ehort  branch  of  which  i«  closed  and  filled  with  mercury ; 
tho  mercury  alto  fiUa  a  portion  of  lbs  long  branch.  A  small  qiiiuitity 
of  ether  is  introdnoed  into  the  ahort  branch,  when,  it  at  once  rises  to 
the  top,  9,  of  thia  branch.  At  ordinary  tempsratnrei,  the  pressure 
of  the  external  atmosphere  exerted  through  the  mercurj',  ii  infficient 
to  prevent  the  ether  from  forming  Tapor 

If,  however,  the  tube  is  piunged 
into  a  vessel  of  water  bested  to 
112',  the  ether  will  be  ocnvertcd 
into  vapor  and  will  occupy  a  cer- 
tain portion,  AB,  of  the  tube, 
holding  in  equilibrium  the  pressure 
of  the  atmosphere,  together  with 
the  weight  of  the  meronrial  column 
whose  height  is  AC. 

If  the  tube  be  withdrawn  and 
allowed  to  cool,  the  vapor  of  ether 
will  be  condensed,  and  will  appear 
u  a  liquid  at  B.  If  more  heat  be 
applied,  It  will  again  be  converted 
into  vapor,  and  the  mercury  wiU 
rise  in  the  branch,  C,  as  long  aa 
any  ether  remains  to  be  evaporated. 
This  shows  that  the  tension  of  the 
vapor  augments  with  the  tempera- 
ture. This  principle  holds  true  for 
all  kinds  of  vapor. 

The  tension  acquired  by  the  va- 
por of  water,  or  *f«int,  often  be- 
comes so  groat  by  being  heated  as  fig.  UB. 
to  burst  the  strongeet  vessels,  and 

thus  is  the  cause  of  frightful  accidents.  The  caosa  of  wood  snapping 
when  burned  in  a  fire-place,  is  the  eipathion  of  tbs  water  in  the 
pores,  giving  rise  at  last  to  an  -oiplosion.  When  a  chestnut  is 
roasted   in  the  ashes,  the  moisture  within  the  shell  expands  into 
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eUbiii,  and  eiplodei  with  snfficient  force  ta  throw  tba  not  from  the 
firs.  Hence  it  u  thftt  &  unall  puncture  ib  usitatty  made  in  the  shell, 
which  permitB  the  eieape  of  the  steam  and  prBveats  exploiiaik 

Initautaiuoiii  firaporalion  in  a  Taotnitii« 

938.  Vapors  formed  npon  the  Biirfaco  of  a  liquid  escape 
by  virtne  of  theii;  tendon.  Under  ordinaiy  drcumEtanccs, 
the  pressare  of  the 
air  prevents  a  very 
rapid  escape  of  va- 
por at  ordinary 
temperatureB,  but 
vhen  the  atmos- 
pheric pressare  is 
diminished  in  any 
way,  evaporation 
takes  place  ivith 
great  rapidity.  If 
the  pressure  is  en- 
tirely removed,  tlio 
evaporation  is  in- 
stantaDeous,  like 
the  Sash  of  gnn- 
powder,    especially 

if  the  liquid  is  very  \ 

volatile. 

This  principle  maj 
ba      illustrated       by 

moans  of  tlie  appara-    .  ^"  '*•■ 

tua  shown  in  Rg.  146. 

[t  Gonaists  of  several  barometer  tubes,  A,  B,  C,  D,  filled  with  mercury, 
imd  inverted  in  a  common  cistern  of  meicury,  as  shown  in  iha 
figure.    The  whole  apparatus  is  sapported  by  a  framr,  to  which  )• 

iTou  reandUdt  (Sta.).Wbr  ^o  Tipsn  MCtp*  turn  tb»  snr&eM  of  llqiiMit 
When  tha  pnnnn  l«  ninoTcd,  what  tuppensl  0M  •toy  U*  princijiU  i*  litu*. 
iraual   AytateU*M]Mr4in«ii(teiI«ta« 
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attached  a  graduated  scale.  The  mercury  will  stand  at  the  same 
height  in  all  of  the  tubes,  at  the  height  in  A,  for  example. 

If  a  few  drops  of  water  be  introduced  into  the  tube  B,  they  will 
rise  through  the  mercury  in  the  tube,  and  on  reaching  the  vacuum, 
will  be  instantly  converted  into  vapor,  as  is  shown  by  the  depression 
that  takes  place  in  the  column  of  mercury.  If  a  little  alcohol  be 
introduced  into  the  tube  C,  it  will,  in  like  manner,  be  converted 
into  vapor,  and  will  produce  a  still  greater  depression  of  the  oolunm. 
If  a  small  quantity  of  ether  be  introduced  into  the  tube  D,  a  still 
greater  depression  of  the  mercury  will  be  observed. 

This  experiment  shows  that  the  tension  of  the  vapor  of  ether  is 
greater  than  that  of  alcohol,  and  that  of  alcohol  greater  than  that  or 
water.  By  careful  measurement,  it  is  found  that  the  tension  of  the 
vapor  of  ether  is  twenty-five  times  as  great  as  that  of  water,  and 
six  times  as  great  as  that  of  alcohol. 


Zdmil  of  the  Tenrion  of  Vapon. 

d94l«  If  a  sufficient  quantity  of  each  of  the  Cquids  in  the 
last  experiment  be  introduced  into  the  tubes,  vapor  yrtll 
finally  cease  to  form,  and  a  portion  will  remain  in  the  liquid 
Btate.  In  this  case  the  tension  of  the  vapor  already  formed 
is  sufficient  to  balance  the  tendency  of  the  liquid  to  pass  into 
a  state  of  vapor.  In  this  state  of  affairs  no  more  vapor  can 
form  without  a  change  of  temperature.  This  is  the  oase 
supposed  in  the  last  article. 

Saturation. 

d95.  When  a  given  space  has  taken  all  of  the  vapor 
that  it  can  contain,  it  is  said  to  be  saturated.  For  example, 
if  water  be  poured  into  a  bottle  filled  with  dry  air,  and  the 
bottle  be  hermetically  sealed,  a  slow  evaporation  will  go  on 
Tintil  the  tension  of  the  vapor  given  off  is  equal  to  the 
tendency  of  the  remaining  water  to  pass  into  vapor,  when  it 


What  d&e$  the  saoperimsnt  Aoict   .<224.>  When  does  vapor  cease  to  formf 
<  224»0  When  is  a  apace  saturated  with  vapor?    Example  ? 
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will  cease.     In  this  case,  the  space  within  the  bottle  k 
saturated. 

It  is  a  remarkable  £ict,  established  hy  numerbos  experi- 
ments, that  for  the  same  temperature,  the  quantity  of  watery 
vapor  necessary  to  saturate  a  given  space  is  always  the 
same,  whether  that  space  is  a  vacuum,  or  whether  it  contain 
air  or  any  other  gas.  The  only  point  of  difference  in  these 
cases  is  the  rapidity  with  which  the  saturation  takes  place. 

K  the  temperature  varies,  the  amount  of  vapor  require^, 
to  saturate  a  given  space  will  vary  also.  The  higher  the 
temperature,  the  greater  will  be  the  quantity  of  vapor 
required  to  saturate  the  given  space,  and  the  lower  the 
temperature,  the  less  the  quantity  required  for  saturation. 

The  quantity  of  watery  vapor  in  the  atmosphere  is  very 
vai-iable,  but  notwithstanding  the  continued  evaporation 
that  is  taking  place  from  lakes,  rivers,  and  oceans,  the  air  in 
the  lower  regions  of  the  atmosphere  is  never  saturated. 
The  reason  is,  that  the  vapor  being  less  dense  than  the  air 
at  the  surface,  rises  into  the  higher  regions,  where  it  is  con-, 
densed  by  the  greater  cold  existing  there,  and  Mb  to  the 
earth  in  the  form  of  rain. 

Oan3es  that  aooelerata  Bvaporation. 

336.  The  slow  evaporation  of  water  on  the  surface  of 
our  globe  is  accelerated  by  many  causes,  some  of  which  are 
indicated  below : 

i.  Temperature. — ^Increase  of  temperature  also  increases 
the  tension  of  the  vapor  formed,  and  accelerates  evapora^ 
tion. 

This  property  is  utilized  in  the  arts  in  the  manufacture  of  extracts. 
The  evaporation  is  carried  on  in  chambers  kept  at  temperatures  of 

■  ■  '  ■  .!■,■■ ,>  ....  ■         ■  <■         •■ 

What  is  the  law  of  saturation  at  a  given  temperature  ?  What  efFect  has  a  change 
of  temperature  ?  Why  is  the  amount  of  vapor  in  the  atmosphere  variahle?  (  236.) 
What  effect  hat  IncreaM  of  temperature  on  eraporotionT  ff&w  is  UMb  property 
wUUtdt 


I 
I 
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Uom  80*  to  140*  F.,  the  air  being  continually  renewed  to  eiirry  off 
the  vapor  as  fast  as  formed. 

2.  Presmre. — ^Diminution  of  pressure  fecilitates  evapora- 
ti(»i. 

This  principle  has  been  utilized  in  the  arts  for  the  concentration 
of  syrups.  This  application  is  illustrated  by  the  method  of  concen- 
trating syrups  in  sugar  refining.  The  syrups  are  placed  in  large 
spherical  boilers,  from  which  the  air  is  extracted  by  means  of  air- 
pumps  worked  by  steam. 

3.  Change  of  air* — ^A  continual  change  of  the  air  in  con- 
tact with  the  liquid  facilitates  evaporation,  by  canning  off 
the  vapor  which  would  otherwise  saturate  the  layer  in  con- 
tact with  the  liquid,  and  effectually  check  the  formation  of 
additional  vapor. 

It  is  for  this  reason  that  the  surface  moisture  of  our  fields  and 
roads  disappears  more  rapidly  when  there  is  a  breeze  than  in  calm 
weather.  In  the  arts,  the  principle  is  applied  by  keeping  a  current 
of  air  playing  across  ihe  surface  of  the  liquid  to  be  evaporated,  by 
means  of  blowers,  or  otherwise. 

4.  Mstent  of  the  Uquid^-r-A  large  surface  is  fevorable  to 
rapid  evaporation,  by  affording  a  great  number  of  points 
from  which  vapor  may  be  formed. 

This  principle  is  utilized  in  the  arts  by  employing  shallow  and 
broad  evaporating  pans.  This  application  is  illustrated  by  the 
process  of  making  salt  from  sea- water.  The  water  is  spread  out  in 
large  pans,  which  are  very  shallow,  and  then  exposed  to  the  influence 
of  the  sun's  rays,  when  the  water  slowly  evaporates,  leaving  the  salt 
in  the  form  of  crystals. 

Bbullition. 

Sdy.  EnirLLmoN,  or  boiling,  is  a  rapid  evaporation,  in 
which  the  vapor  escapes  in  the  form  of  bubbles.    The 

What  eiTect  has  pressure  t  Bow  is  this  uUUMd  f  What  effect  has  change  of  air  ? 
AppUeation  of  this  principle  t  What  effect  has  the  extent  of  liquid?  Uow  util- 
toed  in  tke  aria  t   EuampU,   (227.)  WhatisElmllitioa? 
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babbles  are  formed  in  the  interior  of  the  llqaid,  and  ridng 
to  the  Bvtr&fx,  they  coUapBe,  pennitting  the  vapor  to  pass 
iato  the  air. 

Iq  heating  water,  the  first  bubfalOH  are  due-to  the  smftll  qnantitiea 
of  air  oontuDed  in  the  liquid,  whieh  espuid  and  rise  ta  the  mrface. 
Afterward*,  aa  the 
heat  ia  kept  up,  par> 
ticlM  of  water  are  con- 
Terted  into  vapor  and 
rise  through  the  li- 
quid, beeomlDS  cod> 
denaed  by  the  colder 
layers  of  water  above 
them.  When  all  of 
the  layers  became 
suitably  healed,  the 
bubbles  are  no  longer 
CDudensed,  but  riee  to 
the  surface,  and  e>- 
cape  with  a  commo- 
tion that  we  csU  boil- 
ing, aa  shown  in  Fig. 
U7. 

The  following  are 
the  laws  that  gov- 
ern the  pbenomeDa 
of  ebnliition :  Fi;.  i4T. 

I.   ZTnder  the  same  pressure,   each  liquid  enters  into 
ebuUition  at  a  Jlxed  temperature. 

(  The  temperature  at  which  a  liquid  boils  is  called  its  boil- 
ing point.  When  the  barometer  standa  at  30  inches,  the 
boiling  point  of  pure  water  ia  212=  F.;  the  boiling  point  of 
ether  is  108"  F. ;  the  boiling  point  of  alcohol  is  1?4°  F.,  and 
the  boiling  point  of  mercury  is  660°  F. 

^ipMitlht  pk4a»intma  ^  MUng.    Wlul  U  tli«  lint  kv  oT  •bnlUtioiil    inn*- 
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2.  The  pressure  remaining  t/ie  same,  a  liquid  can  not  he 
heated  higher  than  the  boiling  point. 

For  example,  if  water  be  heated  to  212°,  it  will  begin  to 
boil,  and  no  matter  how  much  heat  may  be  applied,  it  will 
continue  to  boil,  but  will  never  become  hotter  than  212°  ; 
all  the  applied  heat  passes  into  the  vapor  and  becomes 
latent.  It  becomes  latent,  because  it  does  not  heat  either 
the  water  or.  the  steam  above  212°.  This  will  be  explained 
hereafter. 

OooBes  that  modifjr  the  boiling  point  of  Liqttids.- 

d38.  The  principal  causes  that  influence  the  boiling 
point  of  liquids,  are :  the  presence  of  foreign  bodies^  varia- 
tions of  pressure^  and  the  nature  oft/ie  vessels  in  which  the 
boiling  is  effected.    > 

1.  Presence  of  foreign  bodies. — Matter  in  solution  gener- 
ally raises  the  boiling  point  of  a  liquid.  Thus,  a  solution  of 
salt  does  not  boil  so  readily  as  pure  water.  li^  however, 
the  body  dissolved  is  more  volatile  than  water,  then  the 
boiling  point  is  lowered.  Fatty  matters  combined  with 
water,  raise  its  boiling  point.  Hence  it  is,  that  boiling  soup 
is  hotter  than  boiling  water. 

• 

2.  Variations  of  pressure. — ^Increase  of  pressure  raises, 
and  diminution  of  pressure  depresses,  the  boiling  point. 
When  the  pressure  is  great,  the  vapor,  in  order  to  escape, 
must  have  a  high  tension,  and  this  requires  a  high  temper- 
ature.   When  the  pressure  is  small,  the  reverse  is  the  case. 

This  principle  may  be  illustrated  by  the  apparatus  shown  in 
Fig.  148.  It  consists  of  a  bell-glass,  connected  with  an  air-pump. 
Beneath  the  glass  is  a  vessel  of  water.    If  the  air  be  exhausted  from 

Whftt  is  the  second  law?  Ulnstrate.  (228.)  What  are  the  prindpal  causes  that 
modify  the  hoiling  point  ?  What  is  the  ellbct  of  impnritles  ?  lUnstrate  by  examples.' 
What  to  theeffsctorpnfnmf   JttmttaU,  ti^pkiA»th4ti^f€rknmiL. 


the  bell-Glfwi,  tha  water  entan  ioto  ebnllition,  «vtat  at  ordiiiajy 
lemperatures.    This  is  b^oaiue  the  preuure  is  dimiiiuhed.    , 


If  it  is  desirable  to  contiune  the  ebnllition  for  some  time,  an 
arrangemeDt  must  be  made  to  remove  the  vapor  as  fast  as  formed. 
This  can  be  effected  by  placing  a  dish  of  sulphuric  acid  under  the 
bell-glaes.  The  acid  absorbs  the  vapor  with  great  aviditf.  Farther- 
more,  there  is  no  increase  of  temperature  in  the  water,  but  on  the 
contrary  the  temperature  continual!;  falls,  and  the  water  may  even 
bo  frozen. 

The  same  principle  may  be  further  illnstraled  by  a  little  instru- 
ment, shown  in  Fig.  149,  called  Franklin's  Pulse  Glais.     It  oonsista 
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«f  a  glass  tube,  bent  twioa  at  right  angles,  and  terminating  at  each 
extremity  in  a  bulb,  one  of  wiiieh  is  soitaewhat  larger  than  the  other. 
Before  the  larger  bulb  is  sealed,  a  quantity  of  water  is  introdooedy 


A 


Fig.  149. 

sufficient  to  fill  the  smaller  one  and  a  part  of  the  larger  one,  and  this 
is  then  made  to  boil  over  a  spirit  lamp  until  the  air  is  driven  out 
and  the  entire  space  is  filled  with  steam.  When  this  is  effected,  the 
large  bulb  is  hermetically  sealed  by  means  of  a  jet  of  flame,  directed 
across  the  open  end  of  the  tube.  The  space  above  the  water  is  then 
filled  with  steam^  which,  as  the  instrument  eools,  is  reduced  to  a  low 
degree  of  tension.  In  this  state  of  afiairs  the  heat  of  the  hand 
applied  to  the  small  bulb  is  sufficient  to  make  the  water  boil,  as 
indicated  in  the  figure. 

3.  Nature  of  the  vessel, — ^When  the  interior  of  the  vessel 
is  rough,  the  projecting  points  form  centres  for  developing 
vapor,  and  the  boiling  point  is  lower  than  when  the  sor&ce 
is  smooth.  Water  boils  at  a  lower  temperature  in  an  iron 
than  in  a  glass  vessel.  In  fixing  the  boiling  point  of  ther- 
mometers, a  metallic  vessel  should  always  be  employed  to 
boil  the  water  in,  on  account  of  the  &ct  just  mentioned. 


What  eflRBOt  has  the  natare  of  the  vessel  on  ebullition?    mastrate. 
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Fapla*!  DlgMter. 


939.  Whan  vat«r  ii  heated  in  open  vesielB,  its  tcmperatnre 
ein  not  be  raised  beyond  a  certain  limit,  hut  in  closed  vessels  both 
the  water  and  its  T&por  mar  be  Twsed  to  very  high  tsmperaturec,  m 
that  the  tension  of  the  vapor  may  reach  several  atmospheres.  The 
instrument  employed  to  show  this  fact  is  called  P&pin's  DigesUr, 
m  called  because  Vkvis  invented  it  for  extracting  the  natrinMnt 
from  bone*. 

It  is  represented  in  Fig.  150,  and  oonsiBts  of  a  thick  bronze  vsasel, 
M,  whose  cover  is  held  in 
place  by  a  screw  passing 
through  a  strong  frame.  To 
avoid  danger  of  eiplosion, 
the  instrument  is  provided 
with  a  safety-valve,  similar 
to  that  used  in  steam-engine 
boilers.  The  safety-valve 
consists  of  a  valve,  u,  fitting 
eloaely  over  an  opening  in 
the  cover.  This  valve  is 
held  in  place  by  a  lever,  oft, 
and  a  movable  weight,  p. 
One  end  of  the  lever  is 
fastened  at  a  by  a  btnge- 
joint.  Bymovingthe weight 
p,  along  the  lever,  we  may 
vary  the  force  with  wliicli 
the  valve,  u,  is  kept  id 
place. 

Suppose  the  weight,  ji,  to  Fig.  160 

be  30  lbs.,  or2  atmoepberss, 

then  if  the  distance  ad,  ia  made  equal  to  four  times  the  distance  nu, 
from  the  principle  of  the  lever  tbe  pressure  upon  the  valve  will  lie 
that  of  the  atmosphere  increased  by  120  lbs.,  that  is,  it  will  he  equal 
to  5  atmospheres,  apd  whenever  tbe  tension  of  tbe  vapor  within  the 

ii%9.'iWuaitr^ra'il>tgal»rt,W\atpHiu:lpltdot»Uia<ulrat»t   bfia^ 


(UgBBUi  exoeeda  this,  the  valre  will  be  forced  open,  and  a  portion 
of  the  iteam  will  escape  with  a  whistling  sound  that  indicate!  great 


If  tbe  valve  be  Jefl  open,  the  temperature  can  only  be  raised  to 
S12°,  and  we  have  the  phenomena  of  simple  boiling.  If  vater  be 
Iraated  in  a  well  corked  bottle,  the  tension  of  the  vapor  will  finallj 
cause  the  cork  to  spring  from  its  place  with  s  load  eiplosion. 

It  ii  the  high  leneion  of  con- 
fined vapors  that  gives  rise  to 
the  explosion  of  steam-boilers. 
Uonee  the  necessity  of  con- 
structing them  of  strong  mate- 
rials, and  of  providing  Uwm 
with  proper  safety-valves. 


930.  'Di.iJto^  meaBored 
the  elastic  force  of  watery 
vapor  at  every  tempera- 
tare,  from  32°  F.,  up  to 
212°  F.,  by  means  of  the 
apparatns  shown  in  Fig. 
151. 

This  apparatus  condsts 
of  two  barometer  tubes,  A 
and  B,  fiUed  with  mercury, 
and  inverted  in  an  iron 
boiler,  also  filled  with  the 
same  liquid.  The  tube,  A, 
contains  mercury  alone, 
-whilst  the  tube,  £,  contains  *■■&  ^^ 

a  sm^  quantity  of  ivater 

mvttfaU'lU  vtt  'by  an  ecampU.  WTUit  aauif  twpIoHcM  (^  tttan-txtOtrtt 
PneavUoiu  to  U  (at«.  (SSO.)  KipUln  Dtiioir'i  (ppm""  «"  nUMOrtiiJ  th» 
taniion  at  nyiin,  utd  ths  DMtbod  of  adBg  It, 
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above  the  mereniy.  The  tubes  are  kept  ia  place  hj  a 
wooden  frame,  placed  in  a  long  glass  cylinder  filled  with 
water.  A  thermometer,  t,  is  plunged  into  the  water  for  the 
purpose  of  determining  its  temperature.  When  heat  is  ap- 
plied to  the  boiler,  the  temperature  of  the  whole  apparatus 
is  raised,  and  the  water  in  the  tube,  ^,  is  converted  into 
vapor,  whose  tension  is  made  known  by  the  difference  of 
level  of  the  mercury  in  the  tubes,  A  and  £.  This  differ- 
ence, is  measured  by  a  scale  attached  to  the  cylinder. 

For  example,  i^  when  the  thermometer  stands  at  158°  P., 
the  difference  of  level  in  the  tubes  is  9  inches,  we  say  that 
the  tension  of  vapor  at  ISS**  is  9  inches  of  mercury,  or 
4.5  lbs.,  that  is,  it  presses  each  square  inch  of  sur&ce,  with 
which  it  is  in  contact,  with  a  force  of  4.5  lbs. 

Dalton  increased  the  temperature  from  32**  to  212",  noting  at 
each  degree  the  difference  of  level  between  the  merctiry  in  the  tubes, 
and  thus  was  enabled  to  form  a  table  showing  the  elastic  force  of 
vapor  at  all  temperatures  within  these  limits. 

DuLONO  and  Arago  have  more  recently  extended  Dalton's  table 
to  temperatures  above  212"*.  Their  investigations  show  that  the 
tension  of  watery  vapor  at  212*  F.  is  1  atmosphere;  at  250°  F.  it 
is  2  atmospheres;  at  273''  F.  it  is  3  atmospheres;  at  291°  F.  it  is 
4  atmospheres ;  at  306°  F.  it  is  5  atmospheres. 

From  all  of  these  results  we  infer  that  the  tension  increases  very 
rapidly  with  the  temperature. 

Iiatent  Beat  of  Vapon. 

331.  When  a  liquid  begins  to  boil,  all  of  the  heat  that 
is  added  enters  into  the  vapor  and  becomes  latent.  The 
amount  of  heat  that  becomes  latent,  is  different  for  different 
liquids.    It  is  called  the  latent  heat  of  vaporization. 

It  has  been  ascertained  by  experiment  that  the  latent  heat  of 
watery  vapor  is  about  990°  F.,  that  is,  it  takes  5^  times  as  much 


■  Example.  Setwun  what  Urnits  doM  Daltok's  table  extend  f  WJ^t  general 
inference  maybe  drawn f  (231.)  What  U  latent  heat  of  yapoiization ?  What 
doee  U  amoimt  to  for  toator  t 
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heat  to  eonyert  any  quantity  of  water  into  steam  as  is  reqvdred  to 
raise  the  same  quantity  of  water  from  the  ireezing  to  the  boiling 
point.  This  may  be  verified  by  mixing  1  lb.  of  steam  at  212°  with 
5i  lbs.  of  water  at  32°.  The  latent  heat  becomes  sensible  by  the 
condensation  of  the  vapor,  and  there  results  6i  lbs.  of  water  at  212''. 


Bzamples  of  Oold  produced  by  Heat  beooming  laatant. 

S33*  If  a  few  drops  of  ether  be  poured  upon  the  hand  and 
allowed  to  evaporate,  a  sensation  of  cold  will  be  felt.  The  ether  in 
evaporating  extracts  the  heat  from  the  hand,  which  becomes  latent. 

Damp  linen  feels  cold  when  applied  to  the  body,  because  the 
moisture  in  passing  to  a  state  of  vapor  extracts  the  animal  heat, 
which  entering  the  vapor,  becomes  latent. 

The  warm  wind  of  summer  is  refreshing,  because  it  causes  a  more 
rapid  evaporation  of  the  perspiration,  which  abstracts  animal  heat 
from  the  body  to  become  latent  in  the  vapor  thus  produced.  The 
coolness  that  results  from  sprinkling  the  floor  of  an  apartment  in 
summer,  arises  from  the  passage  of  heat  from  a  sensible  to  a  latent' 
state,  in  consequence  of  the  evaporation  of  the  water.  For  the  like 
reason,  a  shower  of  rain  is  generally  followed  by  a  diminished  tem- 
perature. 

Water  may  be  cooled  by  putting  it  in  porous  vessels.  A  small 
quantity  escapes  through  the  pores,  and  in  evaporating  abstracts  a 
portion  of  heat  from  the  remaining  liquid,  thus  reducing  its  temper- 
ature. This  is  the  process  lof  cooling  water  employed  in  many 
tropical  countries.^ 

Congelation  of  .Water  and  Meronxy  in  a  Vacuum* 

d33.  .When  evaporation  is  rapidly  increased,  the  ab- 
sorption of  heat  is  proportionally  increased,  and  as  it  is 
taken  from  the  surrounding  objects,  these  are  sometimes 
frozen.    It  has  been  stated  that  water  may  be  frozen  under 

B&w  <9  tMa  9hownf  (232.)  T^iv  ^oen  ether  produce  eoid  hy  waporationf 
Why  doea  damp  Hnen  feel  oold  t  Why  U  warm  wind  refretiMng  i/i^  vummer  t 
JBIffM  of  eprinkUng  T  Of  a  ehowirt  How  is  wcOer  cooled  in  poroui  teeuitf 
(233.)  Whj  does  erapontion  produce  cold  la  siirroiuidijig  objootti 
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the  receiver  of  the  air-pump  by  absorbmg  the  vapor  as 
rapidly  as  it  is  generated. 

•  By  operating  with  a  Hqnid  more  volatile  than  water,  a 
greater  degree  of  cold  is  produced.  By  using  sulphurous 
acid,  which  boils  at  14°  F.,  a  sufficient  degree  of  cold  is  pro- 
duced to  freeze  mercury.  This  is  effected  by  surrounding 
a  thermometer  bulb  with  cotton,  saturated  with  sulphurous 
acid,  and  then  placmg  it  under  a  receiver  and  exhausting 
the  air. 

The  rapid  vaporization  abstracts  so  much  heat  from  the 
mercury  that  it  freezes  in  a  few  minutes.  If  we  breaTs  the 
bulb,  the  mercury  is  found  in  a  soM  mass  like  a  leaden 
bullet.  In  this  form  mercury  can  be  drawn  out  into  sheets, 
or  stamped  like  a  coin,  but  it  soon  absorbs  heat  from  neigh- 
boring bodies,  and  again  passes  to  a  liquid  state 


Tin.— CONDENSATION     OF     GASES    AND     TAPORS. —  SPECIFIC     HEAT. 

Oauses  of  Oondensation. 

934*  The  Condensation  of  a  vapor,  is  its  change  from 
a  vaporous  to  a  liquid  state.  This  change  of  state  may  arise 
from  chemical  action,  pressure,  or  diminution  of  temper- 
ature. 

1.  Chemical  action. — ^The  affinity  of  certain  substances 
fdr  the  vapor  of  water  is  so  strong  that  they  absorb  it  from 
the  air,  even  when  the  latter  is  not  saturated;  such,  for 
example,  are  quick-lime,  potash,  sulphuric  acid,  and  many 
others.  When  placed  in  a  closed  space,  they  in  a  short  time 
abstract  all  of  the  moisture  in  it. 

2.  Pressure. — ^If  a  closed  cylinder  is  filled  with  vapor,  and 

'       --  i-  -  —  -  —  I  I  _--       -i._  _■■ 

Explain  fh«  «zperimeiit  with  snlpburoas  add.  Can  mereniylM  flrozenr  (234) 
What  is  oondenaatlbn  of  a  rapor  f  Canaea  f  Eifeet  of  eliomioU  action  f  Examplea. 
Xfbot  of  prMrora  ? 
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this  be  compressed  by  a  piston,  as  soon  as  the  space  occu- 
pied by  the  vapor  is  saturated,  it  will  begin  to  condense, 
and  if  the  pressure  be  continued,  all  the  vapor  will  be 
reduced  to  the  Hqnid  state.  Until  the  space  becomes  satu- 
rated, the  pressure  must  be  continually  increased,  on  account 
of  the  augmented  tension  of  the  vapor,  but  after  liqtlefiiction 
begins,  no  further  augmentation  of  tension  takes  place,  and 
the  pressure  required  to  complete  the  lique&ction  remains 
uniform. 

3.  Diminution  of  temperature, — ^When  the  temperature 
of  any  space  is  diminished,  the  amount  of  vapor  required  for 
saturation  is  diminished.  After  the  point  of  saturation  is 
reached,  any  further  diminution  of  temperature  causes  a 
deposit  of  the  vapor  in  a  liquid  form. 

Steam  is  colorless,  but  when  allowed  to  escape  into  the  cold  air, 
condensation  takes  place  in  the  form  of  drops,  which  become  yisiblo. 
For  the  same  reason,  the  moisture  contained  in  the  breath  becomes 
visible  in  cold  weather. 

In  winter  the  glass  of  our  windows  often  becomes  coated  with 
drops  like  dew.  This  arises  from  the  fact  that  the  glass  is  colder 
than  the  air  of  the  room,  and  thus  acts  continaally  to  produce  con- 
densation of  the  vapor  in  the  air.  If  the  difference  of  temperature  is 
sufficient,  the  particles  of  vapor  are  frozen  as  they  are  deposited, 
producing  beautiful  crystallizations.  When  the  external  air  is 
warmer  than  that  within,  the  deposit  takes  place  on  the  outside  of 
the  glass.  If  a  vessel  of  cold  water  be  placed  in  a  warm  room,  a 
deposition  of  moisture  takes  place  on  its  exterior  surface. 

The  nearer  the  air  is  to  saturation,  the  more  abundant  is  the 
deposit  of  dew.  Hence,  before  a  rain,  the  deposit  is  especially 
abundant.  Stone  walls,  and  the  like,  being  cooler  than  the  atmos- 
phere, are  often  in  summer  covered  with  moisture,  when  they  are 
said  to  sweat.     The  moisture  in  this  case  is  condensed  from  the  air, 

niastrato.  How  longxnnst  the  preflsnre  anfpnottnt}  Effect  of  diminution  of  tem- 
peraturef  Wh4aiitheeoloro/tUamr  W%y dots 4i "become viaibUt  Saeplainthe 
depotUtonqf  drops  km  fflaee.  JStoptain^ott-wart  eiyekUe.  Why  ie  the  depoeition 
more  aibtrndani  bt^ore  rain  t   DepoeUion  on  etonee  omd  vtaOe  t 
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and  does  not  oome  from  the  stones.  If  the  sweating;  of  stones  is 
indicative  of  rain,  it  is  because  the  deposition  is  most  abundant  when 
the  air  is  most  nearly  saturated. 


Beat  developed  by  OondenflattoB. 

985.  When  a  liquid  passes  to  a  state  of  vapor,  a  great 
quantity  of  heat  is  absorbed  from  neighboring  bodies,  and 
becomes  latent.  When  the  vapor  returns  to  a  liquid  state, 
an  equal  amount  of  heat  is  given  out  and  becomes  capable 
of  affecting  our  senses ;  in  other  words,  it  becomes,  sensible. 

Heating  by  Steam. 

S36.  Buildings  are  heated  by  means  of  steam  conveyed 
from  a  boiler  in  the  lower  story,  through  iron  pipes  in  the 
walls.  The  steam,  by  its  heat  and  by  the  heat  given  out  on 
condensation,  serves  to  warm  the  apartments  through  which 
it  is  made  to  pass.  To  this  end,  coils  of  pipes  are  placed  in 
the  rooms  to  be  warmed. 


Distillation. 

S3V.  Distillation  is  the  process  of  sepafating  liquids 
from  each  other  by  means  of  heat. 

The  most  volatile  of  the  liquids  is  most  easily  evaporated, 
and  its  vapor  is  then  condensed.  The  heat  should  be  kept 
above  the  boiling  pomt  of  the  liquid  that  we  wish  to  obtain, 
but  below  that  which  we  wish  to  leave  behind.  The  boiling 
point  of  alcohol  being  174°  F.,  and  that  of  water  212°,  if  a 
mixture  of  alcohol  and  water  be  heated  up  to  some  tem- 
perature between  these  limits,  the  alcohol  will  all  be  vapor- 
ized, whilst  most  of  the  water  will  remain  behind. 

Why  indicative  qf  rain  t  (  235.)  Explain  the  derelopment  cf  beat  by  condAS- 
aation  ?  (280.)  Explain  tbe  prlnelple  of  beettng  bnildinn^  by  ateam  f  (287.)  What 
ia  dlatlUatioA  f    What  dagraa  of  haat  la  raqnirad  for  disUllattoa  f 
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S3S.  An  Alembic,  or  Still,  is  an  apparatua  for  distilla- 
tion. 

The  most  nsaal  form  of  an  alembic  is  represented  in 
Fig.  152.    It  is  composed  of  a  boiler,  A^  with  a  cover,  B, 


FI^lSl. 

called  the  dome  ;  from  the  top  of  the  dome  a  metallic  tube, 

C,  passes  into  a  vessel,  S,  called  the  condenser,  and  is  then 
bent  into  a  spiral  form.  This  tube  is  called  the  worm,  and 
after  passing  throngh  the  condenser,  S,  it  leads  to  a  receiver, 

D.  The  condenser,  'S,  is  kept  full  of  cold  water  by  an 
arrangement  shovm  in  the  figure. 

The  substance  to  be  distilled  is  placed  in  A,  and  a  suitable 
heat  is  then  applied.    The  more  volatile  portion  is  converted 

(388.)  WlimtliuAIwnbtur    DuctlU  tli*  ib«M  uul  Atm  t    How  )■  dlMlttttloa 
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into  vapor,  rises  mto  the  dome,  and  passiiig  tfarongh  the 
wonn,  ift  ocmdensed,  and  escapes  in  a  fiquid  Ibnn  into  the 
receive,  D. 

Wine  is  eompoBed  ci  wmier,  aJeohol,  and  a  eoloring  matter.  If  j 
this  liquid  be  placed  in  the  alonbie  and  healed  to  any  temperatiire 
lietween  174*  and  213*,  the  aleohol  is  separated  from  the  other- 
ingredients.  As  a  pcMlion  of  vater  is  evrnporated,  the  alcohol  thus 
obtained  is  not  pare,  and  will  require  to  be  distilled  again.  At 
each  distillation,  the  strength  is  increased,  bat  no  amount  of  distilla- 
tioa  can  render  it  abaolotelj  pore. 

Bf  dirtillatiftn^  pore  tKsler  may  be  obtained  from  the  biine  of  the 
oeeaa,  or  from  tiie  impore  water  of  oar  wells  and  springs. 

XaqiMfiKsCion  c£  OaMB» 

9S9«  Most  of  the  gases  have  been  liqaefied,  either  by 
pressure  alone,  or  by  a  combination  of  pressure  with  a 
diminntion  of  temperature.  An  inunense  pre^ipre  may  be 
had  by  ntilizing  the  teifaon  of  the  gases  themsdves,  by 
generating  large  quantities  in  confined  spaces. 

One  of  the  most  interesting  examples  of  the  liquefaction  of  a  gas  is 
that  of  carbonic  acid. 

Carbonic  acid  is  capable  not  only  of  liquefaction,  but  also  of  con- 
gelation. For  this  purpose,  two  immensely  strong  cylinders  are 
fitted  together,  both  being  hermetically  sealed,  and  communicating  by 
a  pipe.  One  of  these  cylinders  is  the  generator,  and  the  other  the 
receiver.  In  the  generator  are  placed  the  ingredients  necessary  to 
generate  carbonic  acid,  usually  carbonate  of  soda  and  sulphuric  acid. 
After  the  opening  is  carefully  closed,  these  materials  are  brought 
into  contact,  when  an  immense  volume  of  carbonic  acid  is  deyeloped, 
and,  being  onabie  to  expand,  its  tension  becomes  so  great  that  a  por- 
tion is  condensed  into  a  liquid  form.  The  tension,  at  the  temperature 
of  60*  F.,  is  equal  to  50  atmospheres,  or  750  lbs.  on  each  square 
inch. 


MbgplainCks  nuthod  (^distaUnffaieokoir  Water?  (  939.)  Hair  msf  fcasei  b« 
Kqafliladf.  SBoamph.  JSeplain  Vie  apparattie/br Uqm^fgimg  corfeqafe  add f  The 
proeeet  of  Uqu^acUon  f  . 
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After  liquefaction  has  eeased,  if  a  stop-eock  be  turned  so  as  to 
allow  a  part  of  the  confined  gas  to  escape,  a  portion  of  the  liquid 
acid  passes  to  a  state  of  vapor  with  immense  rapidity,  and  in  doing 
so,  absorbs  so  much  heat  from  the  remaining  portion  as  to  freeze  it. 
The  frozen  acid  is  thrown  out  by  the  gaseous  jet  in  flakes  iike  snow. 
It  is  very  white,  and  so  cold  as  to  freeze  mercury  instantly.  It 
evaporates  very  slowly,  and  when  tested  with  a  spirit  thermometer, 
its  temperature  is  found  to  be  112^  below  the  0  of  Fahrenheit's 
thermometer.  By  using  this  solid  with  other  substances  for  which  it 
has  an  affinity,  the  greatest  degree  of  artificial  cold  may  be  obtained. 

Spedfio  Haat  of  Solids  and  IttipiidB. 

340.  Experiment  shows  that  different  bodies  require 
different  amounts  of  heat  to  elevate  their  temperatures 
through  the  same  number  of  degrees.  The  amount  of  heat 
required  to  heat  any  body  a  certain  number  of  degrees,  is 
Cialled  its  specific  heat. 

If  equal  weights  of  water,  iron,  and  mercury  have  the 
same  amount  of  heat  communicated  to  them,  the  mercury 
will  be  most  heated,  the  iron  next,  and  the  water  least  of 
all.  When  heated  to  a  certain  temperature,  water  absorbs 
ten  times  as  much  heat  as  ironf  and  thirty-three  times  as 
much  as  mercury. 

In  order  to  compare  bodies  with  respect  to  their  specific 
heat,  we  take  as  a  unit  the  amount  of  heat  necessary  to  raise 
a  given  weight,  say  1  lb.,  of  water  through  1°  F.  Two 
principal  n^thods  have  been  employed  to  ascertain  the 
relative  specific  heat  of  bodies. 

In  the  first  method,  the  body  to  be  experimented  upon  is 
brought  to  a  standard  temperature,  say  212°  F.,  and  is  then 
broufht  into  contact  with  ice.  The  amount  of  ice  melted 
makes  known  the  quantity  of  heat  given  off  by  the  body  in 

How  may  a  portion  h€  9olidifi$dt  Deaeribe  the  solid  gas.  Haw  may  intense 
cold  be  produced  t  What  degree  of  Fahrenheit  f  (  240.)  What  to  Bpedflc  heat? 
ninstrate.  How  do  we  compare  bodies  with  respect  to  specific  heat?  Explain  the 
first  method  of  determining  the  specific  heat  of  a  body. 


Ui 
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pasfflng  from  212^  to  32^,  from  which  the  relatiye  specific 
heat  may  be  determined. 

In  the  second  method,  the  body  to  be  experimented  upon 
is  heated  to  a  certain  temperature,  and  then  plunged  into 
water  at  a  lower  temperature.  The  two  bodies  interchange 
heat  and  come  to  a  common  temperature.  Then,  from  a 
knowledge  of  the  weights  of  the  two  bodies  mixed,  their 
origmat  temperatures,  and  their  common  resulting  temper- 
ature, their  relative  specific  heats  may  be  determined. 

The  following  table  shows  the  specific  heat  of  a  few  of  the  most 
important  substances : 

TABLE. 


BUBSTANOS. 

BPEGIFIO  BEAT. 

BUBBTANCS. 

BPBCIFIC  BXAT. 

Water 

Glass 

1.000 

0.198 
0.114 
0.096 

Copper 

Silver 

0.095 
0.057 

Iron 

Zinc 

Mercury 

Platinum 

0.033 
0.032 

Of  all  these  bodies  water  has  the  greatest  specific  heat, 
and  consequently  it  requires  more  heat  to  raise  its  temper- 
ature through  any  given  number  of  degrees. 

Water  heats  slowly,  and  mercury  very  rapidly.  Of  course 
mercury  cools  rapidly  and  water  slowly. 

The  specific  heats  of  gases  have  been  determined  with  respect  to 
air  as  a  standard,  but  the  results  need  not  be  given  in  this  treatise. 


The  second  method.    What  body  has  the  greatest  Bpecifle  heat  ?    What  bodies  heat 
fltftestf    Cool&stest^    Examples. 
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IX. —  HTOBOICITBT.  —  RAIW.— DKW. — WINDS. 

Hygrometry. 

241.  Hygrometry  is  the  process  of  measuring  the 
amount  of  moisture  in  the  air  with  respect  to  the  amount 
necessary  to  saturate  it. 

The  object  of  hygrometry  is  not  to  determine  the  absolute  amouni 
of  moisture  in  the  atmosphere,  but  simply  to  find  out  its  degree  of 
saturation.  The  absolute  amount  of  moisture  remaining  the  same, 
the  atmosphere  might  at  one  temperature  be  saturated,  whilst  at 
some  other  temperature  it  would  be  far  from  saturation. 

In  winter  the  air  is  generally  damper  than  in  summer, 
though  in  the  latter  season  it  generally  contains  a  greatet 
absolute  amount  of  vapor  than  in  the  former.  This  is  dua 
to  difference  of  temperature.  For  the  same  reason  the  sit 
is  damper  at  night  than  in  the  day  time.  A  cold  room  is 
damper  than  a  warm  one  for  the  same  reason. 

Moisture  in  the  Air,  and  its  Sfiects. 


S43.  The  quantity  of  moisture  in  the  air  varies  with  the 
seasons^  with  the  temperature^  with  the  climate^  and  with 
different  local  causes. 

When  the  air  is  too  dry,  the  exhalation  by  the  pores  of  the  skin, 
called  insensible  perspiration,  is  too  abundant,  the  skin  cracks,  and 
exfoliates,  and  much  suffering  results.  When  the  air  is  too  moist, 
the  insensible  perspiration  is  retarded  and  often  entirely  stopped, 
resulting  in  many  painful  diseases. 

Hence  the  importance,  in  a  sanitary  point  of  view,  of  regulating 

the  annount  of  moisture  in  our  dwellings  so  as  to  avoid  both  of  the.se 

extremes.     On  this  account  it  is  that  evaporators  are  attached  to  our 

^ — J 

(2410  What  Is  Hygromotiy?  lUufirate.  Explain  the  difference  between  tho 
hygrometrical  state  of  the  air  in  winter  and  samnier.  ( 242.)  Under  what  circum- 
stances  does  the  quantity  of  moisture  in  the  air  vary?  Eaaplain  ffie  ^ed  qfdryne»» 
and  moMnre  on  the  ajfsUm,   Important  acmitary  pr^oaution. 
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farnaeea,  which,  when  properly  regalued,  keep  np  a  niitable  il«p«e 
«f  moietnre  in  the  heated  ur,  funiBhed  to  wum  our  apartmonU. 

The  Mygnaoop*. 

343,  A  Htgeobcopb  is  an  instnimeiit  for  showing  the 
amount  of  moisture  in  the  air. 

Any  hygrometrio  aubstanoe,  that  is,  any  substance  capable 
ot  stMorbing  mcnature,  may  be  employed  as  a  hygroscope. 
A  great  number  of  animal  and  vegetable  substances,  such 
aa  paper,  parchment,  hmr,  eatgnt,  are  elongated  by  abscffb- 
ing  moisture,  and  are  shortened  when  dried,  and  are  there- 
fore adapted  to  the  construction  of  a  hygroscope.  We  shall 
expliun  the  construcUon  of  a  mngle  instrument  of  this  class 
in  illustration  ot  the  pnnciple  employed  in  aH 

It  confusts,  aa  shown  in 
Fig,  153,  of  a  piece  of  wood 
cut  out  in  the  shape  of  a 
m^nk,  having  a  cowl  of 
pasteboard  turning  about 
an  axis,  a.  The  axis,  a,  "^ 
passes  through  the  neck  of 
the  figure,  and  connects 
with  an  apparatus  shown 
in  the  section  AS,  on  the 
left  of  the  figure.  The  axis,  • 
a,  is  connected  with  a  piece 
ot  twisted  catgut  kept  tense 
by  a  spring.  When  the 
weather  is  dry,  the  catgut 
twists  tighter,  carrying  with 
it  the  axis  a,  and  the  monk 
lays  off  hia  cowl,  as  shown 
in  the  figure.    'When  the  weather  is  damp,  the  catgut  mi- 
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fwtHB,  and  the  monk  puts  on  hk  cowL  In  adjnatJng  the 
instriunent,  care  Bhould  be  taken  to  have  the  cowl  on  the 
head  when  the  catgnt  is  damp. 

Instrumeiit))  of  this  biod  ue  very  uncertain  ia  their  action,  and 
are  therefore  used  as  niatten  of  coriositr  rather  tlian  for  any  soientifla 
value  the;  may  poaseas. 

nie  Hair  Hygrometar. 

S41.    A  Htqbombtbb  is  an  instnunent  for  meoBoring 
the  amount  of  mobtare  in  the  ur. 
Several  kinds  have  been  invented, 
bnt  the  hair  hygrometer  is  the  most 
used. 

This  instrnmeTit  is  constructed 
Irom  the  principle  that  a  hnir  elon- 
gates when  moistened,  and  shortens 
whra  dried.  The  form  usually  given 
to  it  ia  shown  in  Fig.  154.  A  hur 
about  eight  inches  in  length  is  &st- 
ened  at  its  upper  end,  and  at  ita 
lower  end  it  is  wotrnd  around  the 
axis  of  a  small  pulley,  and  then  is 

Made  fast  to  it.     A  ulk  thread  is  > 

wound  around  the  pulley  in  an  op- 
podto  direction,  having  a  weight, 
J\  attached  to  it  to  keep  it  tense. 
A  needle   attached  to  the  pulley 

plays  in  front  of  a  graduated  arc,  as  

the  hair  elongates  and  contracts.  Ff«.  iH. 

To  graduate  the  instrument,  it  is  placed  under  a  bell-glass,  and 
the  air  is  thoroughly  dried  by  some  subEtaQce,  such  as  quiok-llme, 
which  ia  capable  of  absorbing  Ihs  moistQre  of  the  air.  The  point  at 
wbioh  the  needle  then  stands  Is  marked  0.    The  air  ii  then  saturated 

war  th«  bate 
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vith  moisture,  and  the  point  at  which  the  needle  stands  is  marked 
100.  The  intervening  space  is  divided  into  100  equal  parts,  and 
these  are  numbered  from  0  up  to  1 00.  The  temperature  is  noted  by 
a  thermometer  attached  to  the  frame  of  the  instrument. 

To  use  the  instrument,  we  note  the  reading  of  the  needle 
and  of  the  thermometer,  and  fi-ora  these  the  exact  amount 
of  moisture  in  the  air  may  be  computed. 

Hyfrometrio  state  of  the  Atmosphare.. 

245.  By  the  htgroubtbic  state  of  the  atmosphere,  we 
mean  its  relative  degree  of  saturation.  If  we  denote  com- 
plete saturation  by  1,  and  the  air  contains  half  the  amount 
of  vapor  necessary  to  saturate  it,  its  hygrometric  state  will 
be  denoted  by  0.5. 

Gay  Lussac  has  constructed  a  table,  by  means  of  which  the 
hygremetrio  state  of  the  air  may  be  found  when  we  know  the  ready- 
ing of  the  hygrometer  already  described,  together  with  that  of  the 
*  attached  thermometer. 

,\^  Fonnatloii  of  Foga  and  Clonda. 

846.    Fogs  and  Clouds  are  masses  of  vapor  condensed 

into  drops,  or  vesicles,  by  coming  in  contact  with  *  colder 

strata  of  the  atmosphere.    The  teiin  fog,  applies  when  these 

masses  are  in  contact  with  the  earth,  and  the  term  cloud, 

-  when  they  are  suspended  in  the  air. 

The  air  at  all  times  contains  a  greater  or  less  quantity  of 
invisible  vapor,  and  if  at  any  time  the  air  becomes  cooled 
below  a  certain  limit,  a  portion  is  condensed  and  becomes 
visible  ; ,  the  result  is  either  a  fog  or  a  cloud. 

One  of  the  most  common  causes  of  clouds  is  the  cold  generated  oy 
an  ascending  current  of  air.     When  the  air  becomes  heated,  it  ex- 


How  is  it  n^od?    (245.)  What  is  meant  by  the  hygrometric  state  of  the  ntnnos* 
.phere?     (240.)  What  are  Fogs?     Gloads?     Hovr  are  fogs  aad  clouds  formed? 
What  it  a  common  eauM  of  a  cloud  t 
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:|>ahds  and  ascends,  and  being  continually  subjected  to  a  diminishing 
j)res8ure,  it  expands  rapidly,  and  a  large  amount  of  heat  must  become 
latent.  This  absorption  of  heat  produces  cold  enough  to  condense 
the  vapor  into  clouds.  When  a  cloud  floats  into  a  warmer  stratum 
of  the  atmcFphere,  it  is  often  converted  into  invisible  vapor  and  dis- 
appears.    It  is  dissolved.- 

Mountains  arrest  the  winds  blowing  from  the  plains,  and  force 
them  to  ascend  their  sloping  sides.  Coming  in  contact  with  the 
colder  strata  of  the  atmosphere,  the  moisture  is  converted  into  clouds 
and  fogs.  Hence  we  often  see  the  mountam  tops  covered  with  fogs 
and  clouds,  when  the  other  portions  of  the  sky  are  clear.  The  con- 
densation of  water  on  the  sides  of  mountains  is  the  most  fruitful 
source  of  our  streams.  When  a  cold  wind  meets  with  a  warm 
and  moist  current  of  air,  the  cooling  process  is  so  great  as  to  generate 
clouds. 

Two  theories  have  been  advanced  to  explain  the  reason 
why  clouds  remain  suspended  in  the  air.  According  to  the 
^rst  theory,  the  particles  of  moisture  are  hollow  spheres  of 
water  like  soap-bubbles,  filled  with  air  less  dense  than  that 
without.  Consequently  the  little  vesicles  float  in  the  air 
like  so  many  minute  balloons.  According  to  the  second^  and 
favorite  theory,  the  particles  are  extremely  small,  ani  float 
in  the  air  in  the  same  way  that  particles  of  dust  and  other 
small  bodies  are  seen  to  be  borne  along  by  the  atmos- 
phere. 

Fogs  form  over  bodies  of  water  and  moist  grounds,  when  the  air 
above  them  is,  cooler  than  the  water  or  earth. 

Fogs  are  frequent  along  the  course  of  rivers  and  upon  inland 
lakes.  The  cause  of  the  dense  fogs  that  prevail  in  the  neighborhood 
of  Newfoundland,  is  the  Gulf  Stream.  The  water  brought  by  the 
Gulf  Stream  is  warmer  than  that  of  the  surrounding  ocean,  and  as 
the  vapor  rises  from  it,  it  is  converted  by  the  cold  air  from  the 
neighboring  regions  into  fog. 


Whe/r^  dow  a  cUmd  diAsoPee  f  Efect  of  mountains  on  doudt  t  UlilUy  of  mown' 
tain  condenaaiion  f  Explain  the  two  theories  of  the  formation  of  olonda.  Whw0 
ore  fogn  mMi  freqvsnt  t    Why  so  many  f6g%  on  iho9anh$  qf  yeuffintndland  f 

n# 
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Stalife 

94L7*  Rain  is  a  &I1  of  drops  of  water  from  the  atmos- 
phere. When  several  partides  of  a  cloud  nnite^  the  weight 
becomes  too  great  to  be  supported  by  the  air,  and  the  drop 
thus  fotm^  falls  to  the  ground. 

« 

When  a  cloud  floats  into  a  colder  stratum .  of  the  atmosphere,  it 
becomes  more  condensed,  and  we  have  a  fall  of  rain.  When  it  floats 
into  a  warmer  stratum  it  dissolves.  He/ioe  we  often  see  the  clouds 
of  the  morning  dissolve  under  the  influence  of  the  sun,  which  acts  to 
heat  the  upper  regions  of  the  atmosphere. 

The  quantity  of  rain  that  falls  in  any  country  depends 
upon  its  neighborhood  to  the  ocean  or  other  bodies  of 
water,  upon  the  season,  upon  the  temperature,  and  upon  the 
prevailing  direction  of  the  winds.  More  rain  falls  near  the 
coasts  than  in  the  interior ;  more  rain  falls  in  summer  than  in 
winter ;  more  rain  falls  in  tropical  climates  than  in  temper* 
ate  and  polar  climates ;  and  finally,  more  rain  £ills  in  those 
countries  where  the  prevailing  winds  are  from  the  ocean 
than  where  they  are  from  the  continents. 

The  following  table  indicates  the  number  of  inches  of  rain  that 
fall  during  the  year  at  the  places  named : 

• 

At  Copenhagen,. 18  inches. 

"Paris 22      " 

«   Havana..... 90      « 

"   Calcutta 81      " 

«  Grenada 126      « 

From  this  we  see  that  the  quantity  of  rain  increases  rapidly  as  w^ 
approach  tho  equatorial  regions. 


(  241.)  What  i»  Bain  ?    Moplatfi  the  ettim  ofrain,   TTpon  Trbat  does  the  amoQiit 
of  rain  in  anyplaco  depend?    Oive  tmampUa  nfths  amouiU  qfrain  in  diffibrwt 
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]>ew  and  Froit 

1^48.  Dew  is  a  deposition  of  watery  particles,  that  takes 
place  upon  the  soil  and  plants  daring  the  calm  nights  of 
summer. 

The  true  theory  of  dew  was  first  established  T^y  Wells. 
According  to  his  theory,  dew  results  from  the  earth  and 
plants  becoming  cooled  by  radiation,  thus  producing  a  de- 
posit of  moisture  fix)m  the  neighboring  strata  of  air.  Good 
radiators  are  soonest  covered  with  dew,  whilst  bad  radiators 
have  little  or  no  dew  formed  upon  them. 

The  state  of  the  atmosphere  influences  the  amount  of  dew. 
When  the  air  is  clear,  the  dew  is  abundant,  when  cloudy, 
little  or  no  dew  is  formed.  In  this  case  the  clouds  radiate 
heat  to  the  earth,  and  this  prevents  the  latter  from  cooling 
60  rapidly.  A  strong  breeze  prevents  the  formation  of  dew, 
by  removing  the  strata  of  air  next  the  earth  before  they 
have  time  to  be  cooled  down  to  the  point  of  saturation,  or 
the  dew  poi7il,  A  gentle  breeze  may  facilitate  the  forma- 
tion of  dew,  by  replaxang  the  layer  of  air  from  which  the 
water  has  been  deposited,  by  another  which  contains.more 
moisture. 

WnrrB  Fboot  is  nothing  more  than  frozen  dew.  It  is 
often  seen  in  autumn,  and  arises  under  the  same  circum- 
stances as  are  favorable  to  the  formation  of  dew.  In  order 
that  frost  may  occur,  the  earth  must  be  cooled  below  32°  F. 

249.  Snow  is  a  collection  of  frozen  particles  of  water, 
fi>rmed  in  the  upper  regions  of  the  atmosphere,  whence  it 
falls  to  the  ground  in  fiakej. 


(  248 .)  What  is  Dew  ?  What  la  WxLia'  theory  of  dew  f  Whaf  bodies  are  soonest 
eoTored  with  dew?  What  ones  have  little  dew  upon  them?  What  effect  has  the 
state  of  the  atmosphere  on  dew  f  Why  is  there  much  dew  on  clear  nights  ?  Little 
on  elondy  nights t  What  is  the  dew  point?  Effect  of  a  gentle  breese?  What  ii 
White  Froet  ?   (  S49.)  What  is  Snow? 
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Sdow  flakes  are  made  up  of  crystals,  arranged  in  star-like 
forms  \nth  three  or  six  branches,  differently  arranged,  but 
always  remarkable  for  their  regularity  and  beauty.  When 
snow  falls,  the  temperature  of  the  air  is  near  32®  F.  K  the 
temperature  is  much  lower,  the  snow  is  less  abundant,  be- 
cause the^mount  of  vapor  in  the  air  is  less. 

The  quantity  of  snow  that  falls  in  any  place  is  generally  the 
greater  as  the  place  is  nearer  the  pole,  or  as  it  is  higher  above  the 
level  of  the  ocean.  At  the  poles,  and  on  the  summits  of  high 
mountains  in  all  latitudes,  snow  remains  through  the  entire  year. 
As  we  approach  the  equator,  the  region  of  perpetual  snow  rises 
higher  and  higher  above  the  level  of  the  ocean.  In  the  Andes,  under 
the  equator,  the  limit  of  perpetual  snow  is  between  15,000  and 
]  6,000  feet  above  the  level  of  the  ocean ;  in  the  Alps  it  is  only 
10.500  feet  above  the  level  of  the  ocean;  towards  the  northern 
extremity  of  Norway  it  is  but  3.000  feet  above  the  ocean  level. 

Hail  is  composed  of  layers  of  compact  ice,  arranged  con- 
centrically about  nuclei  of  snow.  Its  formation  is  undoubt- 
edly of  electrical  origin,  and  will  be  again  treated  of  under 
the  head  of  electricity. 

^  Winds. 

250.  Winds  arc  currents  of  air,  moving  with  greater 
or  less  rapidity.  They  are  generally  named  from  the  quarter 
whence  they  blow ;  thus  a  wind  that  blows  from  the  cast 
is  called  an  east  wind,  and  so  for  other  winds.  Winds  are 
sometimes  named  from  some  local  peculiarity.  Thus  we 
have  trade  windsj  monsoons^  siroccos,  and  the  like.  The 
prevailing  directions  of  the  wind  are  different  in  different 
countries,  for  reasons  that  will  be  explsdned  hereafter. 

Causes  of  Winds. 

251.  Winds  are  caused  by  variations  of  temperature  in 
the  atmosphere;   these  variations  produce  expansions  and 

DescrlbA  a  snow  flake.    What  law  jfovtm*  ths  ,fall  of  tfum  f   What  Is  Hall  ? 
(260.)  What  are  Winds?   Hownamodf    (961.)  Whataretlwoaiuceofwindat 


* ." 
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^Sbntraetions,  thus  disturbing  the  equilibrium  of  the  atmos- 
phere, causing  currenta.  These  currents  are  winds.  For 
example,  if  the  air  is  more  heated  over  one  country  thati 
over  the  neighboring  countries,  it  dilates  and  rises,  its  place 
being  supplied  by  the  colder  air  which  flows  in  from  the 
surrounding  regions.  The  surplus  qf  air  thus  brought  in 
flows  over  at  the  top  of  the  ascending  column.  Hence 
there  is  a  current  near  the  earth  in  one  direction,  whilst  at 
a  higher  elevation  there  is  a  current  flowing  in  a  contrary 
direction. 

Hegnlar,  Periodio,  and  Tariable  Wixid«« 

25S.  Winds  arc  divided  into  three  classes:  Regulab 
Winds,  Periodic  Winds,  and  Variable  Winds. 

1.  Begular  winds — ^Regular  winds  are  those  which  blow 
throughout  the  year  in  the  same  direction.  They  occur  in 
the  neighborhood  of  the  equator,  extending  on  each  side 
about  30  degrees.  From  their  advantage  to  commerce  they 
are  called  trade  winds.  On  the  north  side  of  the  equator 
they  blow  from  the  north-east,  on  the  south  side  they  blow 
from  the  south-east. 

The  trade  winds  arise  from  currents  of  air  flowing  from 
the  polar  regions  towards  the  equator ;  the  velocity  of  the 
earth  about  its  axis  being  greater  as  we  approach  the 
equator,  these  winds  lag  behind  as  it  were,  and  become  in- 
clined to  the  westward,  giving  north-east  winds  on  the  north- 
side,  and  south-east  ones  on  the  south  side  of  the  equator. 

• 

2.  Periodic  winds. — ^Periodic  winds  are  those  which  at 
regular  intervals  of  time  blow  from  opposite  directions. 
Such  are  the  monsoons  that  prevail  in  the  Indian  ocean. 


(••6?.)  How  are  winds  divided?  What  are  regnlar  winds?  Where  do  they 
occur  ?  What  are  they  called  ?  What  is  their  direction  on  the  north  side  of  the 
equator?  On  the  south  side?  Explain  the  cansea  of  the  trade  winds?  What  are 
periodic  winds? 
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blowing  one  hsit  of  the  year  from  north-east  to  sodth^wes^ 
and  the  other  half  in  the  opposite  direction.  When  the  son 
is  on  the  north  of  the  equator,  the  southern  portion  of  the 
Asiatic  continent  is  warmer  th^n  the  southern  part  of  Africa, 
and  the  winds  blow  from  south-west  to  north-east;  when 
the  sun  is  on  the  south  side  of  the  equator,  the  reverse  is 
the  case.  . 

3.  Variable  winch. — ^Variable  winds  are  those  which  blow 
sometimes  in  one  direction  and  sometimes  in  another,  with- 
out any  apparent  law  of  change.  The  further  we  recede 
from  the  equatorial  regions,  the  more  variable  are  the  wiads 
in  their  character. 

Tlie  Simoon— The  Sivoooo. 

953.  The  Simoon  is  a  hot  wind  that  blows  from  the 
deserts  of  Africa.  It  is  felt  in  the  northern  and  north- 
eastern parts  of  the  African  continent.  During  its  preva- 
lence the  thermometer  often  rises  to  120°  P.  In  the  desert 
this  wind  becomes  suffocating  from  its  heat  and  dryness. 
Travellers  exposed  to  it  eover  their  fiices  with  thick  cloths, 
and  their  camels  turn  their  backs  to  escape  its  injurious 
effects. 

The  Smocco  is  a  hot  wind  that  sometimes  is  felt  m  Italy. 
When  it  blows,  people  remain  in  their  houses,  taking  care  to' 
close  every  door  and  window.     Some  suppose  this  to  be  a 
continuation  of  the  simoon  fromi  the  African  desert,  others 
think  that  it  has  its  origin  in  Sicily. 

Velocity  of  Winds.  * 

'    9Mm.  The  velocity  of  winds   is  very  variable.     The 
velocity  is  measured  by  instruments  called  anemometers. 

^ .  . 

Ezplaia  tbe  eanse  of  the  monsoons.  What  are  rariable  winds?  When  are  they 
most  Tariabler  (389.)  What  Is  the  Simoon?  Explain.  What  is  the  Siroooo? 
Explain.    (  2S4.)  What  is  an  anemometer  f 
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T&ei(e  ooifmst  of  a  speded  of  windmill  ftttaohed  to  a  train  of 
wheel-Work)  by  means  of  wych  the  number  of  revolutions 
per  minute  can  be  registered*  From  the  number  of  revolu 
lions  the  velocity  can  be  computed. 

The  velocity  of  the  gentlest  breeze,  or  zephyr,  is  not  more  than 
one  mile  per  hour  ]  a  moderate  wind  travels  at  the  rate  of  41  to  5 
miles  per  hour,  a  brisk  wind  20  miles  per  hour,  a  tempest  40  to  50 
iniies  per  hour,  and  a  hurricane  from  90  to  100  miles  per  hour. 


Z.  —  SOURCES  or  BEAT  AND  COLO. 

Souxoes  of  Beat. 

9S5.  The  prindpal  sources  of  heat,  are :  ttie  mn^  dec* 
tricity^  chemical  combination  and  combustion^  pressure  and 
percussion^  and  friction. 

1.  The  sun. — The  sun  is  the  most  abundant  source  of 
heath  We  are  ignorant  of  the  cause  of  heat  in  the  sun's 
rays. 

It  has  been  computed  that  the  heat  received  from  the  sun  by  tbe 
earth  in  a' year  is  sufficient  to  melt  a  layer  of  ice  extending  over  the 
entire  globOj  and  100  feet  in  thickness.  Yet  on  account  of  the  great 
distance  of  the  earth  from  the  sun,  and  its  comparatively  small  size, 
it  can  receive  only  the  minutest  portion  of  the  heat  which  the  sun 
radiates  in  all  directibns. 

2.  Electricity. — ^The  subject  of  heat  due  to  electridty  will 
be  treated  of  under  the  head  of  Electricity. 

3.  Chemical  combination  and  combustion. — Chemical 
combinations  are  generally  accompanied  by  a  disengagement 
of  heat.    When  tiiey  take  place  slowly,  the  heat  is  inappre- 

Deseribe  it  WfMi  a/tt  ihs  veHoettUf  of  some  offhs  ijoindsf  (MS-)  What  are 
the  prliicipal  sonrces  of  heatf  What  Is  the  most  abnudsnt  sonree  ?  Wha$  it  ihs 
amcunJttfhsai  received  hp  the  earth  Jiromi  HU  nuk  in  a  fear  t  Xi^plalB  chetnleal 
cnaihtnitioii  m  a  Moroe  of  bMt. 
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dable,  but  when  they  take  place  rapidly,  there  is  often 
produced  an  intense  heat,  and  sometimes  a  development  of 
light. 

Combustion  is  one  form  of  chemical  combination.  The  forms  of 
oonoibastion  exhibited  in  our  fire-places  and  our  lamps,  is  a  combina- 
tion of  the  carbon  and  hydrogen  of  the  wood  and  oil  with  the  oxygen 
of  the  air.  The  products  of  such  forms  of  combuntion  are  watery 
vapor,  carbonic  -acid,  with  gases  and  volatile  products  that  appear 
under  the  form  of  smoke.  Combustion  is  a  decomposition  of  certain 
substances,  accompanied  by  a  composition  of  new  products.  In  this 
change,  no  element  is  lost,  simply  a  change  of  form  takes  place. 

The  flame  produced  in  combustion,  is  a  mixture  of  gaseous  and 
volatile  matters,  heated  red  hot  by  the  heat  disengaged  in  the  process 
of  combustion. 

The  process  of  respiration  is  a  species  of  slow  cbmbustion.  in  which 
the  carbon  and  other  matter  of  the  blood  unites  with  the  oxygen  of 
the  air.  >  This  species  of  combustion  gives  rise  to  the  heat  of  the 
body  of  men  and  animals.     This  heat  is  called  animal  keat. 

Fermentation  is  a  chemical  process  that  gives  rise  to  heat. 

4.  Pressure  and  percussion, — ^Whenever  a  body  is  com- 
pressed so  as  to  reduce  its  volume,  heat  is  developed.  The 
greater  the  compression,  the  greater  the  amount  of  heat 
developed.  If  gas  be  suddenly  and  violently  compressed, 
the  heat  generated  is  sufficient  to  set  fire  to  inflammable 
bodies.  This  subject  was  referred  to  in  the  article  on  Com- 
pressibility, in  which  the  instrument  used  for  inflaming 
tinder  is  figured.     (See  Fig.  4.) 

Percussion  is  a  source  of  heat.  K  a  body,  like  a  piece  of 
metal,  for  example,  be  hammered,  it  soon  becomes  hot.  It 
is  percussion  that  causes  the  heat  when  a  flint  is  struck 
against  a  piece  of  steel.  In  this  case  there  is  a  piece  of  the 
steel  detached  and  rendered  red  hot  by  the  collision. 


Explain  ihs  phentmtena  qf  combustion.  What  iajlame  9  What  is  rsspiratton  f 
What  kind  of  heat  cornea  from  rupiraHont  What  is  fermentation  t  Explain 
oompresfiioo  m  s  souroe  of  bflat  lUostnta.  EzpUin  percoyion  os  %  cause  of 
boat 
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5.  JPHetiofu — ^Friction  is  the  resistance  which  one  body 
offers  to  another  when  they 'are  rubbed  together.  This 
resistance  is  accompanied  with  a  great  development  of  heat. 
In  many  cases,  the  friction  is  so  great  that  the  rubbing 
bodies  are  set  on  fire.  In  this  way  many  savage  tribes  pro- 
cure fire.  Pieces  of  ice  when  rubbed  together,  generate 
heat  enough  to  melt  them.  In  machinery,  the  friction  on 
axles  often  sets  them  on  fire,  especially  when  lubrication  has 
been  neglected* 

Sonroes  of  Oold. 

256.  The  principal  sources  of  cold  are :  fusion^  vaporiz* 
ation^  expansion  ofgcLses^  and  radiation  of  heat 

1.  Jf^uaion, — ^When  a  body  melts,  it  absorbs  heat  from 
the  surrounding  bodies,  which  becomes  latent  in  the  melted 
body. 

2.  Fajpm2a^*on.--When  a  liquid  passes  to  a  state  of 
vapor,  it  absorbs  heat,  which  becomes  latent  in  the  vapor. 
Both  of  these  causes  of  cold  have  been  considered  already. 

3.  JEkpansion  of  gases. — ^When  a  gas  is  compressed,  it 
gives  out  heat,  and  .conversely,  when  it  expands  it  absorbs 
heat.  This  heat,  it  is,  that  acts  to  keep  the  particles  asunder, 
and  the  further  apart  the  particles  are  kept,  the  greater  the 
amount  of  heat  required. 

Heat  is  the  repulsive  force  that  keeps  a  body  in  a  gaseous  state  at 
all,  or  oven  in  a  liquid  state. 

If  air  be  compressed  in  a  condenser  and  then  allowed  to  escape 
into  the  atmosphere,  a  slight  cloud  will  be  formed  ;  this  is  due  to  the 
cold  generated  by  the  expanding  air,  which  condenses  the  vapor  in  the 
air.  This  experiment  illustrates  the  manner  in  which  clouds  are 
formed  in  the  upper  regions  of  the  atmosphere. 

Explain  Mctlon  as  a  source  of  heat  (256.)  What  are  tlie  principal  sources  of 
cold?  Explain  ftision  as  a  source  of  cold?  Vaporization.  Expanrion  of  gases.  iS»- 
plain  the  formaUon  qf  a  cloud  toAen  comprened  air  eatpanda. 
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4.  Xcidiatiofi. — ^Radiation  produces  cold,  l)ecaiiro  radia- 
tion is  nothing  else  than  giving  offbeat. 

The  earth,  and  all  bodies  on  its  surface,  are  continually  radiating 
heat.  This  is  compensated  during  the  day  by  the  heat  received 
from  the  sun;  in  fact,  the  amount  received  is  greater  than  that 
given  off.  Bat  at  night  the  reverse  holds  true,  and  a  greater  amount 
is  radiated  than  is  received.  This  cooling  of  the  earth's  surface  is, 
as  has  been  stated,  the  cause  of  dew  aM  frost. 

It  is  often  said  that  it  freezes  harder  when  the  moon  shines  than 
when  it  is  concealed  by  clouds.  This  is  the  case,  but  the  moon  has 
nothing  to  do  with  the  freezing.  The  true  explanatibn  of  the  phe- 
nomenon is  this :  When  the  moon  shines,  it  is  generally  cloudless, 
and  the  radiation  goes  on  more  rapidly,  and  of  course  a  greater  degree 
of  cold  is  produced.  On  the  contrary,  when  the  moon  is  obscured,  it 
in  generally  doady  ^  now  the  clouds  are  good  radiators  of  heat,  and 
the  heat  that  they  send  back  to  the  earth  is  nearly  or  quite  enough 
to  compensate  for  that  radiated  from  the  earth ;.  hence  the  process 
of  freezing  is  either  retarded  or  entirely  prevented. 

Plants  are  good  radiators,  hence  they  are  more  likely  to-be  affected 
by  frost  than  other  objects.  To  protect  them  from  frost,  we  cover 
them  with  mats,  which  prevent  radiation,  or  rather  radiate  back  the 
heat  th^t  the  plants  throw  off. 


Explain  ndUtioii  as  a  cause  of  cold.  lUwiraU.  What  tgM  Km  the  moon  oti 
fremin^r  Wl^  UUeoldor  when  the  moon  tMnes  ihan  when  citaitdifr  Wkf<Mn$ 
plant9UMiftob6€fghe$edbvJh)$tf  Mow  are  they  proUdedt 


CHAPTER  VL 

OPTICS. 
I.  —  GBNBBAL       P  R  I  N  C  I  P  t  B  ■• 

l^Cffinitlon  of  Optici. 

%S7.  Optics  is  that  branch  of  PhTsics  which  treats  of 
the  phenomena  of  light. 

Definition  of  Light. 

S58.  Light  is  that  physical  agent  which,  acting  upon 
the  eye,  prpduces  the  sensation  of  sight. 

Two  TfaMilM  of  Light 

3S9*    Two  theories  have  been  advanced  to  account  for 
the  phenomena  of  light:   the  Emission  Theory^  and  the 
Wave  Theory. 

According  to  the  emission  theory^  light  consists  of  in« 
finitely  small  particles  of  matter,  shot  forth  from  luminous 
bodies  with  immense  velocity,  which,  falling  upon  the  retina 
of  the  eye,  produce  the  sensation  of  sight.  This  is  the 
theory  of  Newton  and  Laplace. 

According  to  the  wave  thsory^  light  consists  of  waveSj 
or  vibrations^  transmitted  through  an  impalpable  medium 

(257.)  Tliat  is  Optlos?  (258)  What  is  Light?  (259.)  What  two  theories 
of  light  hi^re  been  adTancodf  Explain  the  emisBion  tiieorj.  Bzplaiit  the  ware 
theoiy. 
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of  almost  perfect  elasticity,  called  ether.  This  medium 
pervades  all  space,  and  penetrating  all  bodies,  exists  in  the 
interspaces  between  their  molecules.  Luminous  bodies  im- 
part a  motion  of  vibration  to  this  ether,  which  is  transmitted 
through  it  in  the  same  way  that  soimd  is  transmitted 
through  the  atmosphere,  and  reaching  the  eye,  it  produces 
the  sensation  of  sight,  just  as  sound  falling  upon  the  ear 
produces  the  sensation  of  hearing.  This  is  the  theory  of 
HuYGHENs,  FsBSNEL,  YouKG,  Malus,  and  many  others,  and 
is  the  one  now  adopted  by  almost  all  physicists. 

The  vibratioDS.  or  waves,  which  constitute  light,  are  faer  more 
rapid  and  much  shorter  than  those  which  constitute  sound,  but  the 
analogy  between  the  two  is  extremely  close.  In  both  the  intensity 
depends  upon  the  excursions  of  Che  molecules.  In  sound,  the  pitch 
depends  upon  the  frequency  of  the  waves,  whilst  in  light,  colors 
depend  upon  the  same  condition,  red  corresponding  to  grave,  and 
violet  to  acute  sounds.   •  This  will  be  further  considered  hereafter. 

Souxoes  of  Light. 

960*  Bodies  which  emit  or  give  out  light,  are  called 
luminous  bodies.  The  different  sources  of  light  are  the  sun^ 
the  stars^  heatj  chemical  combinations^  phosphorescence, 
and  electricity^  if  indeed  the  latter  are  not  modifications 
of  a  common  principle. 

We  know  nothing  of  the  cause  of  the  light  emitted  by  the  sun 
and  the  stars.  We  do  know,  however,  that  bodies  when  heated 
become  luminous,  and  their  luminosity  becomes  greater  as  their 
temperature  is  raised.  Thus,  coal  when  heated  becomes  luminous 
cmiting  a  glow ;  the  same  is  the  case  with  the  metals. 

Artificial  light,  like  that  of  candles,  lamps,  gas  lights,  &c.,  is  due 
to  the  combustion  of  substances  containing  carbon  and  hydrogen, 

How  do  light  Hbrations  compare  toUA  wund  vibrationa  t    Whnt  analoffiea  eaiH 
bsUoeen  light  and  aound  t    ( 260.)  What  aro  luminous  bodies?    What  are  aome  of 
,  the  sources  of  liglit  ?    What  do  tee  know  of  the  catisea  qf  natural  light  t   O/atfificial 
ligUr 
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which,  combining  with  the  oxygen  of  the  air,  prodnoe  a  degree  of 
heat  80  great  that  the  burning  bodies  become  luminous. 

Phosphoeescence  is  a  pale  light,  given  out  by  certain 
substances  in  darkness,  without  any  manifestation  of  heat. 
Phosphorescence  is  observed  in  animal  and  vegetable  sub- 
stances, and  in  some  minerals.  Certain  insects  also  have 
the  power  of  emitting  a  phosphorescent  light ;  thus  the  sur- 
face of  the  ocean  in  many  parts  of  the  world  is  covered  with 
an  infinity  of  small  animals,  which  become  phosphorescent 
during  th«  night,  especially  when  disturbed.  Certain  min- 
erals  become  phosphorescent  when  exposed  for  a  long  time 
to  the  solar  rays,  such  as  the  diamond,  white  marble,  fluor 
spar,  &c.  • 

The  cause  of  phosphorescence  is  not  known,  but  in  many  cases  it 
appears  to  be  the  result  of  electrical  excitement. 

Electricity,  as  we  shall  see  hereafter,  is  a  source  of  light 
so  intense,  that  it  may  be  compared  with  the  brilliancy  of 
the  sun. 

Media. — Opaque  and  Transparent  Bodies. 

261.  A  Medium  is  anything  that  transmits  light ;  thus, 
free  space,  air,  water,  and  glass^  are  media. 

Media  owe  their  property  of  transmitting  light  to  the  ether  which 
pervades  them.  Tliis  ether  exists  in  the  spaces  between  the  par- 
ticles of  all  bodies,  but  not  always  in  such  a  state  as  to  permit  the 
transmission  of  light. 

A  Transparent  Body  is  one  which  permits  light  to  pass 
through  it  freely,  as  glass,  diamonds,  rock-crystal,  and 
water. 

When  bodies  permit  light  to  pass  through  them,  but  not 
in  such  quantity  as  to  allow  objects  to  be  seen  through  them. 

What  is  Phosphorescence?    ninstrate.     What  i«  ifo  cause t    (261.)  What  is  a 
Medium?     Examples.     7b  what  U  th€ iranamimion  cfUghi  fhrovgh  a  medium.^ 
dv4 1    What  is  a  Traospareat  Bod/  ? 
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thejr  are  called  translucent.    Thus,  scraped  horn,  ground 
glass,  oiled  paper,  and  thin  porcelain  are  translucent. 

An  Opaque  Body  is  one  that  does  not  permit  light  to 
pass  through  it.  Thus,  iron,  wood,  and  granite  are  opaque 
bodies. 

Absorption  of  XdghU 

969.  No  body  is  perfectly  transparent;  all  intercept  or 
absorb  more  or  less  light,  but  some  absorb  much  more  than 
others.  If  light  is  transmitted  through  great  thicknesses  of 
media  which  in  thin  layers  are  transparent,  a  quantity  of 
light  is  absorbed,  and  it  often  happens  that  the  transmitted 
light  is  not  of  sufficient  intensity  to  produce  the  sensation 
of  sight. 

The  atmosphere  seems  perfectly  transparent,  but  it  is  a  known 
fact  that  much  of  the  light  of  the  sun  is  absorbed  in  reaching  the 
earth,  as  is  shown  by  the  greater  brilliancy  of  the  stars  in  the  higher 
regions,  as  on  mountain  tops.  In  the  high  regions  of  the  atmosphere, 
objects  are  more  clearly  seen  than  nearer  the  earth ;  indeed  so  grea^ 
is  the  clearness  of  vision  in  these  regions,  that  it  becomes  exceedingly 
difficult  to  judge  of  distances.  Opaque  bodies  absorb  all  of  the  light 
falling  upon  them  which  is  not  reflected. 

The  physical  cause  of  absorption  of  light  by  bodies  is  some 
peculiarity  of  molecular  constitution,  which  breaks  up  and 
neutralizes  the  waves  of  light  that  enter  them. 

Rays  of  Light— Pencils.- Beams. 

963.  A  Bay  of  Light  is  a  line  along  which  light  is 
propagated. 

According  to  the  wave-theory^  a  ray  is  always  perpendic- 
ular to  the  surface  of  an  advancing  wave. 

When  the  ether  is  uniformly  distributed  throughout  a  medium, 

A  Tnuislaeeiit  Body?    An  OpaqaeBody?    (263.)  Explain  the  phenomenon  of 
absorption.     J&'iKt  of  aUnoaphsrie  abwrpiUmt    Physical  caoae  of  abaocptionf- 
(Sea.)  What  is  a  ray  of  lisht! 


GEXBBAL    PBINdFLSS    OF    OPTICS.  263l 

tiie  waves  of  light  are  concentrio  spherfs,  and  the  rays  of  light  are 
s&raight  lines,  because  a  perpendicular  to  one  ware  front  will  be 
perpendicular  to  all  of  the  successive  stages  of  that  front.  Media,  in 
which  the  ether  is  uniformly  distributed,  are,  with  respect  to  light, 
called  homogeneous.    All  other  media  are  called  heterogeneous. 

When  the  waves  of  light  are  not  concentric  spheres,  the  rays  of 
light  are  curved.  Such,  for  example,  are  the  rays  of  light  trans- 
mitted through  the  atmosphere. 

A  Pencil  of  Rays  is  a  small  group  of  rays  meeting  in 
a  common  point,  such  as  the  rays  proceeding  from  a  candle 
or  a  lamp. 

When  the  rays  proceed  from  a  common  point,  they  are 
are  said  to  be  divergent  When  they  proceed  towards  a 
common  point,  they  are  said  to  be  convergent, 

A  Bjbah  of  Rays  is  a  smaU  group  of  parallel  rays,  such 
as  .enter  a  small  hole  in  a  shutter,  from  a  distant  body,  as 
the  sun 

Velocity  of  Light. 

264.  It  was  shown  by  Rcemeb,  a  Danish  astronomer, 
in  1678,  that  light  occupies  nearly  8^  minutes  in  coming 
from  the  sun  to  the  earth,  which  gives  a  velocity  of  192,000 
miles  per  second. 

He  ascertained  the  velocity  of  light  by  a  suocesrion  of 
observations  on  the  eclipses  of  Jupiter's  first  satellite.  In 
Fig.  156,  8  represents  the  sun,  T,  the  earth,  J^  Jupiter,  and 
e,  Jupiter's  first  satellite.  The  darkened  portion  of  the 
figure  beyond  Jupiter  represents  the  shadow  of  that  planet 
cast  by  the  sun.  It  is  known  by  computation,  that  Jupiter's 
first  satellite  revolves  about  that  planet  once  in  42  hours, 
28  minutes,  and  36  seconds,  and  by  entering  the  shadow  of 
Jupiter,  is  eclipsed  at  each  revolution. 


WluU  ia  the  direction  of  a  ray  in  a  homogeneous  medium  f  What  is  a  homoQ&- 
neous  medium  f  A  heterogeneous  medium  t  Direction  of  a  ray  in  such  a  medi- 
<imf  Wh»t  is  a  Pencil  of  Bays?  Example.  Convergent?  Divergent?  What  ia 
a  Beam  of  Bajra?  Exampla.  (S64.)  Wluit  U  the  Telocitj  of  light?  Bj  whom 
determined? 
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RfBUSB  found  that  as  the  «arth  moved  &om  T,  its  nearest 
position  to  Jupiter,  towards  t,  its  most  remote  position, 
the  interval  between  the  consecutive  eclipses  of  the  satel- 
lite gradually  grew  longer,  whilst  in  moving  from  t  back 
again  to  T,  these  intervals  grew  shorter.  The  total  retarda- 
tion in  passings  from  ^^  to  t,  was  found  to  be  nearly  ICJ 
minutes,  end  the  total  acceleration  in  the  remaning  half  of 
the  earth's  revolution  was  also  found  to  be  ]6|  minutes. 
This  was  accounted  for  by  the  &ct  that  the  earth  was  mov- 
ing away  from  Jupiter  in  the  first  case,  and  therefore  tha 


light  had  to  travel  further  and  further  at  each  eclipse  to 
reach  the  observer,  whilst  in  the  second  ease,  the  reverse 
happened. 

RcEUER  therefore  inferred  that  it  required  16^  minutes  for 
a  ray  of  light  to  traverse  the  diameter  of  the  earth's  orbit, 
or  ej  minutes  for  it  to  pass  over  the  radius  of  that  orbit, 
that  is,  over  a  distance  equal  to  that  of  the  earth  from  the 
sun. 

R<emee's  deduction  has  been  confirmed  by  obsei-vations 
made  on  the  aberration  of  light,  and  also  by  direct  expo 
ment. 

EipUla  ttia  proout  at  Bguna't  Siteemj,    HI*  dadnsllsa.    Hm  it  bon  o(»- 
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It  is  difficult  to  conceive  a  velocity  so  great  as  192,000  miles  per 
second,  a  speed  that  would  carry  a  ray  of  light  around  the  earth 
eight  times  in  a  single  second  of  time.  Some  idea,  however,  may  bo 
had  of  the  velocity  of  light,  from  the  fact  that  it  would  require  more 
than  two  and  a  half  centuries  for  one  of  our  most  rapid  express 
trains  of  cars  to  run  a  distance  over  which  light  passes  in  8i  minutes. 

It  takes  light  more  than  four  hours  to  reach  u^from  Neptune,  the 
most  distant  of  the  planets  of  our  system, -and  it  is  capable  of  proof 
that  light  occupies  more  than  three  years  in  coming  to  us  from  the 
nearest  of  the  fixed  stars.  Now,  if  astronomers  are  right  in  the 
inference  that  the  remotest  stars  visible  in  our  telescopes  are  more 
than  a  thousand  times  as  distant  as  the  nearest  ones,  then  indeed 
must  the  light  that  makes  us  aware  of  their  existence,  have  set  out 
on  its  journey  long  centuries  before  the  beginning  of  the  Christian 
era.  These  conclusions  serve  to  show  the  vastncss  of  the  material 
anirerse,  and  the  comparative  littleness  of  our  own  planet. 

\ 

Intensity  of  Light.  —  Photometry.        \ 

965.  The  Intensity  of  Light  is  the  amount  of  disturb- 
ance  which  it  imparts  to  the  ether.  It  can  be  shown 
mathematically,  for  light  coming  from  the  same  sources, 
that  the  intensity  varies  inversely  as  tJie  square  of  the  dis- 
tance from  its  source.  , 

Hence  we  see  that  light  follows  the  same  law,  with  regard 
to  its  intensity,  that  is  observed  for  gravity  and  sound.  The 
law  of  variation  of  intensity  can  be  verified,  experimentally, 
by  means  of  an  instrument  called  a  piiotometer, 

A  Photometer  is  an  instrument  for  comparing  the  inten- 
sities of  different  lights. 

Several  different  instruments  have  been  devised  for  this 
purpose,  one  of  the  simplest  being  that  shown  in  Fig.  166. 

It  consists  of  a  vertical  screen  of  ground  glass,  -4,  and  a 
vertical  solid  rod,  J5,  situated  a  short  distance  in'  front  of  it. 

OiM  sofM  iUustraUona  of  the  immense  velocUy  of  light.  (265.)  What  la  tie 
iBteofltty  of  Light?  How  do€s  it  vary  with  the  distance?  What  is  a  Phetomelcr  ? 
Explain  the  one  shown  in  Fig.  15& 

•    12 


If  two  equal  liglita  are  placed  at  equal  distances  from  S,  it 
18  found  that  the  ehadoivs  wMoii  B  casts  upon  A,  are  of  the 
same  tint.    If  one  light  be  plactjd  at  any  distance,  and  four 
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equal  lights  ^)e  placed  at  twice  the  distance,  the  shadows 
■will  bo  of  the  Batiie  tint ;  this  is  the  case  shown  in  the  figure- 
It  wiM  require  nioe  equal  lights  at  three  times  the  distance, 
sixteen  nt  four  times  the  disiance,  and  so  on,  to  produce  the 
eame  effect.  This  experiment  confirms  the  law  of  variation 
of  intenNtj  according  to  the  invei'se  square  of  the  dis- 
tance. 

To  use  the  photometer  to  compare  the  intensities  of  any 
two  lights,  let  ttiem  be  placed,  by  trial,  at  such  distances 
fi-om  S,  that  the  shadows  cast  on  A  are  of  exactly  the  same 
tint ;  then  will  their  intensities  be  to  each  other  inversely  as 
the  squares  of  their  distances  fi-om  the  rod,  S. 

Hbw  I:  Ihc  photomtUt  used! 
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II.  —  REFLECTION      OF      LIGHT.  —  MIRRORS. 

Reflection  of  liight. 

266.  When  a  ray  of  light  falls  upon  a  smooth  surface 
which  is  oblique  to  its  course,  the  ray  is  bent  from  its 
primitive  direction,  and  continues  its  course  in  the  original 
medium.  This  bending  of  a  ray  is  called  reflection^  ?md  the 
surface  which  causes  it  is  called  a  reflecting  surface.^  or-a 
reflsctor. 

When  light  falls  upon  a  surface,  one  portion  will,  in  general,  he 
irregularly  reflected,  a  second  portion  will  be  regularly  reflected 
according  to  flxed  laws,  and  a  third  portion  will  enter  the  body  and 
be  transmitted  or  absorbed.  The  portion  which  is  reflected  depends 
upon  the  polish  of  the  surface  and  the  obliquity  of  the  light. 

That  portion  which  is  irregularly  reflected,  is  difl'used  in  all  di- 
rections, and  plays  a  prominent  part  in  the  phenomena  of  vision.  It 
is  by  means  of  this  difl'used  light  that  we  are  enabled  to  see  non- 
luminous  bodies ;  it  is  also  in  consequence  of  this  difl'used  portion 
that  bodies  appear  to  have  color.  Bodies  of  all  colors,  black  as  well 
as  white,  are  all  invisible  in  a  dark  room,  and  it  is  only  when  light 
falls  upon  them  and  is  irregularly  reflected,  that  they  become  visible 
and  appear  to  have  color. 

It  is  the  difl'used  light  reflected  by  the  clouds,  the  air,  the  earth, 
and  objects  upon  it,  that  illuminates  our  rooms  and  renders  objects 
.  visible  which  do  not  receive  the  direct  rays  of  the  sun. 

If  we  look  out  from  our  houses  we  see  objects  clearly  by  means  of 
this  difl'use  light,  because  they  receive  much  light,  and  therefore 
reflect  much  ]  but  if  we  look  from  without  into  a  house,  we  see 
objects  with  less  distinctness,  because  they  receive  but  little  light, 
and  therefore  they  reflect  but  little. 

It  is  now  proposed  to  explain  the  laws  of  regular  reflection. 


(  266)  What  is  reflection  of  light  ?  What  is  a  reflector  ?  Wh€n  light  faXU  upon 
a  surface^  into  7tow  many  parts  is  it  decided  ?  -Explain  the  action  of  each  part. 
On  what  does  the  reflected  portion  depend  1  By  which  do  we  see  Ifodies  /  JUud' 
irate.    Give  examples. 
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DefinitlouB  of  Ternu. 


36T>    The  ray  that  ialls  upon  a  reflectiiig  snr&ce  is  called 
the  incident  ray  }  tbu^  CI},  Fig.  157,  is  an  incident  i&j. 


Fig.  157. 
"       .  / 

The  point  where  the  incident  ray  meets  the  reflecting 
surface,  is  called  the  2>otnt  of  incidence  /  thus,  ^  is  a  point 
of  incidence. 

The  angle  which  the  incident  ray  makes  H'ith  the  normal 
to  the  reflecting  surface  at  the  point  of  incidence,  Is  called 
the  angle  of  incidence;  thus,  CDA  is  an  angle  of  in- 
ddence. 

(  X6T.>  What  li  in  Incident  n;  I    Eumpls.    The  point  of  IneidtsesT    Exunpla. 
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The  plane  wliich  passes  through  the  incident  ray  and  the 
normal  is  called  the  plane  of  incidence ;  thus,  the  plane 
through  CD  and  DA^  is  a  plane  of  incidence. 

The  ray  driven  off  from  the  reflecting  surface  is  called 
the  reflected  ray  ;  thus,  DB  is  a  reflected  ray. 

The  angle  which  the  reflected  ray  makes  with  the  normal 
is  called  the  angle  of  reflection  ;  thus,  BDA  is  an  angle  of 
reflection. 

The  plane  of  the  reflected  ray  and  the  normal  is  called 
the  plane  of  reflection  /  thus,  the  plane  oi  BD  and  DA  is  a 
plane  of  reflection. 

Iiaws  of  Reflectiozi. 

368.  The  following  laws  are  shown  by  theory,  and  con- 
firmed by  experiment : 

1.  The  planes  of  incidence  and  reflection  coincide  ^  both 
are  normal  to  the  reflecting  surface  at  the  point  of  incidence. 

2.  Tlie  angles  of  incidence  and  reflection  are  equal ;  this 
is  true  whatever  may  be  the  angle  of  incidence. 

Direction  in  which  oljects  axe  seen. 

269.  Whenever  the  rays  of  light  proceed  directly  from 
an  object  to  the  eye,  we  see  the  body  exactly  where  it  is. 
When  by  reflection,  or  any  other  cause,  the  rays  are  bent 
from  their  primitive  direction,  we  no  longer  see  bodies  in 
their  proper  position.  They  appear  to  be  in  the  direction 
from  which  the  ray  enters  the  ey« 

This  is  illustrated  in  Fig.  158.  A^  represents  a  body 
from  which  a  ray  of  light,  proceeding  in  the  direction  AB^ 
is  deviated  or  bent  at  J?,*  so  as  to  assume  the  new  direction, 
BC,     The.  eye  receives  the  ray  from  the  direction  BC^ 

The  piano  of  incidence  ?  Example.  The  reflected  ray  ?  Example.  The  angle  of 
reflection?  Example.  The  plane  of  reflection?  Example.  (268.)  What  is  the 
flret  Ia\r  of  reflection?  What  is  the  second  law  of  reflection?  (869.)  In  what 
direction  do  #bjects  appear  to  the  eye  ?    Il'.nstrale. 
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and  in  consequence  the  object,  A^  appears  to  be  situated  at 


«-— . 

B 


Fig.  158. 

some  point,  a.    This  piinciple  is  of  importance  in  explaining 
certain  phenomena  produced  by  reflectors  and  lenses. 

ASizrors. 

270.  A  MiRROB  is  a  body  with  a  polished  surfece,  em- 
ployed to  form  images  of  objects  presented  to  it. 

The  best  reflecting  surfaces  are  those  of  polished  metals. 
Our  ordinary  looking-glasses  are  composed  of  plates  of 
smooth  glass,  upon  the  back  of  which  is  flistened  a  thin  layer 
of  tin  and  quicksilver. 

This  mixture,  calfed  an  amalgam,  offers  an  excellent  re- 
flecting surface,  iind  it  is  from  it  that  the  principal  reflection 
takes  place.  '  The  glass  serves  to  give  the  proper  smooth- 
ness to  the  amalgam,  as  well  as  to  protect  it  from  injury 
and  tarnish.  There  is,  however,  a  reflection  from  the  outer 
surface  of  the  glass,  giving  rise  to  feeble  images,  which 
renders  such  reflectors  objectionable  for  optical  purposes. 
Hence  it  is,  that  reflectors  for  telescopes,  and  the  like,  are 
generally  made  of  alloys,  or  mixtures  of  hard  metals,  which 
admit  of  a  high  polish.     Such  a  mirror  is  called  a  speculum. 

Mirrors  are  of  tw^kind?,  plane  and  curved. 

Plane  MirrorB. 

271.  A  Plane  Mi^rob  is  one  in  which  the  reflecting 
surfiice  is  plane. 

(270.)  Wbat  is  a  Mirror?  What  are  the  best  reflecting  snrfaces?  What  are 
looking-glasses?  Explain  their  construction?  What  is  a  specnlam?  How  many 
kinds  of  mirrors  are  there  ?    What  are  they  ?    (871.)  What  is  a  Plane  ^irror  ? 
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We  have  an  example  of  plane  mirrors  in  the  ordinary 
looking-glasses  of  our  houses.  The  surface  of  still  waten 
■which  reflects  surrounding  objects,  also  the  sur&ce  of  quick- 
silver, when  at  rest,  are  additional  examples.  The  latter  is 
often  used  with  the  sextant  in  measuring  the  altitndes  of 
the  stars;  it  ia.alao  used  in  adjusting  astronomical  instru- 
ments. 

Imagea  fanned  by  Plane  Refiectori. 

97*.  An  Image  of  an  object  is  a  picture  or  representa- 
tion of  that  object,  formed  by  a  reflector,  or  by  a  lens. 


The  manner  of  forming  images  by  plane   reflectors  ia 
illustrated  in  Fig.  159.    A  j>encil  of  rays  coming  from  a 


■mln;  the  1mn{;o  otn  piiic 
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candle,  is  reflected  eo  as  t%  reach  tbe  eye.  Because  ^ne 
angles  of  incidence  and  reflection  are  equal  (Art,  268),  each 
ray  will  have  the  same  inclination  to  the  mirror  after  refleo 
tion  that  it  had  before  incidence.  "Hence  the  reflected  rays, 
on  being  produced  back,  will  meet  at  a  point  aa  far  behind 
the  reflector  as  the  point  of  the  candle  is  in  front  of  it.  Now, 
because  the  eye  sees  objects  in  the  direction  from  which 
the  rays  come  to  it  (Art.  260),  the  point  appears  to  be  as 
&r  behind  the  mirror  as  it  really  is  in  front  of  it.  The 
representation  of  the  point,  seen  in  the  glass,  is  its  imi^e. 

What  has  been  said  of  a  single  point  is  true  of  aU  pomta 
Hence,  if  we  suppose  pencils  of  raya  to  proceed  from  every 
point  of  au  object,  as  shown  in  Fig.  160,  each  point  will 


Br  of  fMQiLng  tbc  imsga  of  u  olyect 
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have  its  own  image  as  far  belind  the  mirror  as  the  point  is 
in  front  of  it.  The  assemblage  of  these  images  of  points 
makes  up  the  image  of  the  object. 

Nature  of  the  Images  formed. 

273.  It  will  be  seen  from  an  inspection  of  Fig.  160,  that 
the  image  of  the  child's  right  hand  is  on  the  left  of  the 
image  in  the  glass,  and  that  the  image  of  the  child's  left  foot 
is  on  the  right  of  the  image  in  the  glass,  that  is,  the  image 
is  reversed  laterally.  This  comes  from  the  feet,  that  the 
image  of  each  point  is  as  far  behind  the  mirror  as  the  point 
is  in  front.  Hence  we  say,  that  the  object  and  the  image 
are  symmetrically  situated  with  respect  to  the  mirror. 

We  see  also  from  what  has  been  said,  that  the  image  is 
erect^  and  equal  in  size  with  the  object. 

The  rays  that  reach  *the  eye  appear  to  come  from  an 
image  which  does  not  in  reality  exist.  The  image  is  only 
apparent.    Such  images  are  called  virtual, 

A  Virtual  Image  is  an  image  which  appears  to  exist, 
and  which  would  be  found  by  producing  the  deviated  pencils 
of  rays  backwards,  till  they  meet  in  points. 

lyiultiple  Images  from  Looking-glasses. 

374.  Metallic  mirrors,  or  specula,  as  they  are  called,  having  but 
one  reflecting  surface,  form  but  a  single  image.  Glass  mirrors  have 
two  reflecting  surfaces,  the  front  surface  of  the  glass,  and  the  me- 
tallic surface  at  the  back  of  the  glass.  An  image  is  formed  by  each 
of  these  surfaces,  but  that  formed  by  the  latter  is  the  more  striking, 
because  the  first  surface  reflects  only  a  small  portion  of  the  light. 

This  formation  of  two  images  by  glass  mirrors  renders  them  unfit 
for  many  optical  purposes.  The  double  image,  formed  by  placing  a 
point  against  the  glass,  enables  us  to  judge  of  the  thickness  of  the 
glass. 


(273.)  Iloware  the  object  and  its  image  by  a  plane  reflector  situated?  Is  the 
Image  real  or  apparent?  Why  ?  What  is  a  Virtual  Tmage?  (  274.)  Why  do  gkua 
mirror$form  two  images  ?  What  is  the  objection  to  thit  dupliccUion  t  Sow  da  W4 
yudff4  qfth£  GUckness  of  glass  t 

\  2* 


273 

aagl 

ray 

tio 


^■u.  "'""■ 


,,,  ihii  sl^',  notwiihstondiiig 
vhich  waier  forms 


itNli 


to  l-gi- 


ODU*  exaBtpIe. 


FIg.lU. 


Fig.  161  represents  the  phenomenon  of  reflection  from  the  snrface 
of  still  water.  It  shows  liow  the  reflected  rays  produce  images  of 
objeotH  above  the  water,  wliteh  are  syinmetrieally  disposed  M'ith 
respect  to  the  surface  of  the  water.  The  ease  is  entirely  Ihe  same 
u  though  the  images  had  becji  formed  b/  a,  Iiorizantal  lookiug- glass. 

Curved  Mirrors. 

ays.    A  CmtiTED  MiRBOK  is  one  in  which  the  reflecting 

flurface  is  curved.     Tlie  most  important  class  of  ciUTcd 
mirrors,  is  that  in  which  the  rcilecting  surface  is  a  portion 
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of  a  sphero.  When  the  rtjflectiou  takes  place  from  the 
hollow  or  concave  dde,  the  mirror  ia  called  coiicave  /  whoa 
the  reflection  takes  place  from  the  outer  or  convex  side,  the 
juirror  is  called  convex. 

OonoaTa  Uiiron. 

97T.  A  CoNCAVB  MiKROK  is  one  in  which  the  reflection 
takes  place  from  the  concave  side  of  a  curved  surface. 

We  shall  consider  the  case  in  ivhich  the  reflecting  surface 
is  a  portion  of  the  sui-fhce  of  a  sphere  cut  off  by  a  plane. 

The  following  definitions  apply  equally  to  concave  and 
convex  mirrors : 

The  middle  point  of  the  mirror  ia  called  Its  vertex.  The 
centre  of  the  sphere,  of  which  the  mirror  formsja  part,  ia 
called  the  optical  centre.  The  mdefinite  straight  line 
through  the  optical  centre  and  the  vertex,  ia  called  the 
principal  axis,  or  sometunea  simply  t/ie  axis.  Any  plane 
section  through  the  axis  ia  called  a  principal  section. 

Thus,  JlfiV,  Fig.  162,  represents  a  principal  section  of  a 
concave  mirror,  ^  is  its  vertex,  G  its  optical  centre,  and 
AX  is  its  principal  axis. 


It  ia  to  be  observed,  that  in  [iractice  the  surfnce  of  a  curved  mirror 
is  only  a  very  small  part  of  the  Burface  of  the  Bphoro  of  which  it 
forms  a  part. 


Principal  Fooiu  of  a  Oonca^e  Mirror. 

ays.  A  Focus  is  a  point  in  which  deviated  rays  meet. 
If  the  incident  rays  are  parallel  to  the  axis,  the  focus  is  call- 
ed the  Principal  Focus. 

In  Fig,  162,  ST  and  at,  are  two  raya  parallel  to  the  axia. 
(7/ and  Ci  are  normals  at  tke  points  of  incidence,  Zand  i. 
IF  and  iF  are  reflected  rays,  making  the  angles  of  reflec- 
tion equal  to  the  angles  of  incidence.  When  the  mirror  is 
small,  compared  with  the  whole  sphere,  all  other  raya  parallel 
to  the  axia  are  reflected  to  the  same  point,  F.  Hence,  from 
the  definition,  F  is  the  principal  focus.  It  can  be  sho^vn 
that  the  principal  focus  is  on  the  axis,  and  midway  between 
the  vertex  and  optical  centre.  We  shall  always  designate 
the  piincipal  focus  by  the  letter  F. 


(378.)  Wb:^  lb  >  Focus!    Th*  Fiinsiiiil  Foeui T    lUtutnla. 
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Fig.  163  shows  the  manner  of  determining  tlie  principal  focm  \}j 
experiment,  making  use  of  a  beam  of  light  coming  rrom  the  lun, 
In  thii  form  the  concave  reflector  may  be  used  to  collect  Uie  ray«  for 
the  purpose  of  developing  a  great  amount  of  heat. 

CoDjngate  FoeL       -fT 

979>  If  the  rays  of  light  emanate  from  some  point  of 
the  axis  not  infinitely  distant  from  the  mirror,  they  will  be 
brought  to  a  focus  at  some  point  of  the  axis,  generally 


different  from^  Thus,  in  Fig.  164,  the  pendl  of  rays, 
coming  from  the  point  S,  are  brought  to  a  focus  at  i,  be- 
tween J'  and  C.  Had  the  rays  emanated  fi-ora  b,  they 
would  have  been  brought  to  a  focns  at  S.  These  points 
are  80  related  as  to  receive  the  name  of  conjugate  foci. 
Hence  we  have  the  following  definition  : 

Conjdgatk  Foci  are  any  two  points  so  related  that  a 
pencil  of  light,  emanating  from  either  one,  is  brought  to  a 
focus  at  the  other. 

That  one  from  which  the  light  actually  proceeds  b  called 
the  radiant;  thus,  in  Fig.  164,  S  is  the  radiant 
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The  following  are  Borae  properties  of  conjugate  foci  of 
concave  mirrors ; 

If  the  radiant  is  on  the  axis  and  at  an  infinite  distance 
from  the  mirror,  the  rays  will  be  parallel,  and  the  corre- 
sponding focDS  is  at  i^  the  prindpal  focus.    (See  Fig.  162.) 

If  the  radiant  approaches  the  minor,  the  focus  recedes 
from  it. 

If  the  radiant  is  beyoud  the  optical  centre,  C,  the  focus 
is.between  FunA  C. 

If  the  radiant  is  at  C,  the  focus  is  at  G  also. 

If  the  radiant  is  between  G  and  F,  the  focus  is  beyond  G^ 
in  the  direction  CS. 

If  the  radiant  is  at  ^  the  focus  is  at  an  infinite  distance, 
that  is,  the  reflected  rays  are  parallel. 


If  the  radiant  is  between  F  and  A,  as  shown  in  Fig.  168, 
the  rays  are  reflected  so  as  to  diverge,  and  on  being  pro- 
duced backwards,  meet  at  p.  In  tJiis  case  the  focus  is 
behind  the  mirror,  and  is  said  to  be  virtual  (Att.  2T3). 

If  the  radiant  is  not  on  the  axis,  the  pencil  of  rays  is  ob- 
liqne,  but  it  is  still  brought  to  a  focusj  and  if  not  far  distant 
from  the  axis,  the  radiant  and  focus  enjoy  properties  entirely 
analogous  to  those  just  explained. 

irthendlint  IsilBnlDtliiitedlslaDce.irhere  ta  the  cgnjngnte  facnsF  Iftha  ndl- 
ut  Kpplolches  the  minaT,  haw  does  ths  rtKDi  move  r  Wberedo  dejineotr  If  tb* 
ndlut  It  U  the  prinolpd  focai.  where  la  the  carijtigitte  Akw!  When  ta  tha  foena 
-•iitiult    Biplals  thelawoTiuabUqutpnicllornTa. 


Fonnation  of  Images  by  Concave  Bsfieotora. 

9S0.  If  an  object  be  placed  in  front  of  a  concave  mirror, 
a  pencil  of  rays  will  proceed  from  each  point  of  the  object, 
and  alter  reflection  ^ill  be  bronght  to  a  focns  eitlier  real  or 
virtual.  The  coUection  of  foci  thus  formed,  make  up  an 
wnage  oftlii  o^ect. 

Real  ImagM. 

381.  If  the  object  is  further  from  the  mirror  than  the 
principal  focus,  the  image  will  be  inverted,  and  real , 


Fig.  160  represents  an  inverted  image  formed  hy  a  con- 
cave reflector.  That  the  image  is  reul,  may  be  shown  by 
throwing  it  upon  a  screen  or  a  sliect  of  paper. 

(  880.)  How  |g  tn  Imiga  oT  in  ol^cct  focmedt    (  3810  Wh«i  U  Uia  Inuga  lul 


Ilg.  167  ehowB  the  course  of  the  rays  in  forming  a  real 
image  by  means  of  a  concave  mirror.  In  this  case  the  image 
of  a  distant  church  is  formed  and  thrown  upon  a  sheet  of 
paper ;  the  image  is  a  perfect  picture,  not  only  in  outline 
but  iu  color ;  its  only  defect  is  that  it  is  inverted. 


When  the  object  is  at  a  greater  distance  fi-om  the  mirror 
than  the  optical  centre,  the  image  is  leas  than  the  object ; 
when  the  object  is  between  the  optical  centre  and  the  prin- 
cipal focus,  the  image  is  greater  than  the  object.  In  this 
case  the  reflector  may  be  used  as  a  magnifier. 


I  TAjs  In  forming  an  Image.    Wban  la  tha  imisa  tu 


Vii-tual 

S8S.  When  the  object 
is  between  the  principal  fo- 
cus and  the  mirror,  the  im- 

a^e  ia  virtual  and  erect,  na 
Bhowa  in  Fig.  168,  Further, 
more,  it  ia  larger  than  the 
object,  or  magnified. 

Fig.  169  shows  the  course 
of  the  rays  in  forming  a  vir- 
tual and  erect  image.  The 
£tce  ia  between  the  principal 
foous,  ^  and  the  mirror. 
The  pencils,  of  rays  from  a 
and  b  are  reflected  so  as  to  ^ 

diverge  from  the  virtual  foci,  A  and  S,    It  h 
that  the  image  is  larger  tlian  the  object. 


nil  Ui8liiu«eTirIii«lt    EipWii  Ihecoaise  of  the  raja  Id  fcrmlnj  « 


Fomutioa  of  ImagM  by  Oonrcs  SaBacton, 
S8S.    In  convex  reflectors  the  reflection  takes  place  &om 

the  outer  or  convex  surface. 
From  what  has  been  said  of  concave  miiTors,  it  will  readily 

be  seen  how  images  ai'e  formed  by  convex  reflectors.    The 


Tig.  in. 
images  formed  in  this  case  are  always  virtual,  always  erect, 
and  always  smaller  than  the  object,  as  is  shown  in  Fig.  170. 


Fig.  171  shows  the  course  of  the  rays  in  the  formation  of 


EEFRACnON    OP    LIGHT. 


283 


fin  image  by  means  of  a  convex  mirror.  After  what  has 
been  said  in  the  preceding  article,  this  figure  needs  no 
explanation. 

III.  —  REFRACTION      OF      LIGHT.  —  LENSES*/^ 

Refraction. 

2§4.  Refraction  is  the  deviation  or  bending  which  a 
ray  of  light  undergoes  in  passing  fi*om  one  medium  into 
another. 

When  a  luminous  ray  falls  obliquely  upon  the  surface 
which  separates  two  transparent  media,  it  is  divided  into 
three  parts,  as  has  been  stated  (Art.  266).  The  first  part  is 
diffusely  reflected,  the  second  is  regularly  reflected,  and  the 
third  part  enters  the  second  medium,  changing  its  direction. 

• 

The  cause  of  this  change  of  di- 
rection is  a  change  in  the  elasticity 
and  density  of  the  ether  in  passing 
from  one  medium  into  the  other, 
which  causes  a  change  in  the  ve- 
locity of  the  ray.  Thus  the  dens- 
ity and  elasticity  of  ether  in  wa- 
ter are  different  from  what  they 
are  in  the  atmosphere^  so  that  light 
travels   considerably  faster  in  the 

latter  medium  than  in  the  former.  This  causes  the  ray,  on  passing 
from  air  into  water  to  bend  towards  the  normal  at  the  point  of 
incidence,  as  shown  in  Fig.  172.  The  ray,  LA,  is.  bent  from  its 
course  so  as  to  take  the  direction  AK.  In  passing  from  water  to 
air,  the  ray  would  be  bent  from  the  normal,  just  the  reverse  of  what 
happens  when  light  passes  from  air  into  water. 

Sefinitions. 

ftSSm  The  ray  before  refraction  is  called  the  incident 
ray  ;  thus,  LA  (Fig.  172),  is  an  incident  ray. 

m'       ■  ■■■!      ■  ■■■        I         »    ■  ■  — —  ■•     ^— —    - ■^  ■  —      ■  ■     J-.  ^."i-         ■■    I  ■    ■ ■■         ■  ■■■  — ..^^ 

( 284.)  What  is  Refraction  ?     Wini  in  the  ca/use  of  reffaeHan  ?    Which  way  U 
fh€  ray  hent  ?    ( 28  5.)  What  is  the  incident  ray  ?    Illustrate. 
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The  point  at  which  the  ray  is  deviated  or  bent,  is  called 
tJie  point  of  incidence  ;  thus,  -4  is  a  point  of  incidence. 

The  ray  after  deviation  is  called  the  refracted  ray.;  thus, 
AK\a  a  refracted  ray. 

The  angle  which  the  incident  ray  makes  with  the  normal 
at  the  point  of  incidence  is  called  tJie  angle  of  incidence^ 
and  the  plane  of  this  angle  is  the  plane  of  incidence.  Thus, 
LAB  is  an  angle  of  incidence,  and  the  plane,  LAB^  is  the 
plane  of  incidence. 

The  angle  which  the  refi-acted  ray  makes  with  the  normal 
at  the  point  of  incidence  is  called  the  angle  of  refraction^  and 
the  plane  of  this  angle  is  thie  plane  of  refraction  ;  thus,  the 
angle  KA  (7  is  an  angle  of  refraction,  and  the  plane  of  this 
angle  is  a  plane  of  refraction. 

IiawB  of  Refraction. 

386.  When  light  passes  from  any  given  medium  into 
another,  no  matter  what  may  be  the  angle  of  incidence,  it 
always  conforms  to  the  following  laws : 

1.  The  planes  ofiiicidence  and  refraction  coincide^  both 
being  normal  to  the  surface  separating  the  media^  at  the 
point  of  incidence, 

2.  TJie  sine  of  the  angle  of  incidence  is  equal  to  the  sine 
of  the  angle  of  refraction  multiplied  by  a  constant  quan- 
tity. 

The  constant  quantity  referred  to  varies  with  the  media, 
but  is  the  same  for  any  given  medium.  It  is  called  the 
index  of  refraction. 


What  is  the  point  of  incidence?  Illustrate.  The  refracted  ray?  niostratd.*  The 
angle  and  plane  of  incidence  ?  Illnstrate.  The  angle  and  plane  of  refraction  ?  Illus- 
trate. (286.)  What  is  the  first  law  of  refraction?  The  second  law  ?  What  is  the 
index  of  refraction  ? 
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The  second  law  may  be  illustrated  by  the  ligare  in  the  margin. 
l.et  A  be  the  point  of  incidence  on  a  surface  eeparatiag  air  from 
water.    .  With  A  es  a  ceutie.  dsBcribo  a  circle,  BmCp.     Let  LA  be 
an  incideuC  ray,  and  AK  the  refracted 
ray.     Draw  mn  and  pq  perpaudieular 
to  tbe  normal,  BC.     Then  will  theee 
lines  be  the  sines  of  the  angles  of  inci- 
dence and  refraction,  and  we  shall  have 
in  the  particular  ease  of  air  and  water, 
mn  equal  to  pg  multiplied  by  H,  what- 
ever may  be  the  inclination  of  LK. 
Here  H  is  the  iiids:^  of  refraction.    For 
air  and  glass  the  index  of  refraction 
is  li. 

Refractive  power  of  Bodiea. 

3§7.  Different  bodies-possess  different  refractive  powers.  New- 
TON  observed  that,  as  a  general  rule,  the  refractive  power  was 
greatest  for  combustible  bodies,  or  bodies  containing  combustible 
elements,  such  ae  alcohol,  ether,  oils,  &c.,  which  contain  both  hydro- 
gen and  carbon.  He  found  that  the  diamond  was  more  highly 
refraolive  than  any  other  'body,  and  hence  inferred  that  it  was  a 
combnstible  body,  an  inference  that  has  since  been  confirmed.  It  is 
to  its  high  reCractiva  power  that  the  diamond  owes  its  brilliancy  as 
A  jewel.  Gases  are  not  so  highly  refractive  as  liquids,  but  their 
refractive  power  may  be  increasad  by  compression,  which  augments 
their  density. 

Exprnlmeutal  proofs  of  Refraction. 

!3§8.  If  a  beam  of  light  be  introduced  through  a  hole  in 
a  shutter  of  a  dark  room,  and  allowed  to  iall  upon  the  sur- 
£ice  of  water  in  a  glass  vesael,  aa  shown  in  Fig.  173,  the 
bending  of  the  beam  as  it  enters  the  water  may  be  seen  by 

nownayeitticondlMcieaiuttnUidt  (28T.)  Doaaioditiritfrasteqwiilvf 
Beplain'Ssvi-na'tvitvot  (»88-)  EiBlilii  the  msUiod  of  prorlog  MfrMllon  <i- 
ptrloMnbiU]' f 
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the  eye.  The  coui-ae  of  the  ray  iu  the  iur  may  be  rendered 
more  apparent  by  filling  the  air  with  fine  dust  or  Emoke,  as, 
fur  example,  the  amoke  ii-om  guopowder. 


Let  a  piece  of  moDey  be  placed  at  the  bottom  of  an  empty 
Tessel,  and  then  take  a  position  such  that  the  coin  diall  jnst 
be  hidden  by  the  aide  of  the  vessel.  Whilst  in  this  position, 
if  water  be  poured  into  the  vessel,  the  rays  from  the  coin 
will  be  refracted  so  as  to  render  it  visible.  The  effect  of 
refraction  in  this  and  similar  cases,  is  to  make  the  bottom  of 
the  vessel  appear  higher  than  it  is  in  reality,  as  shown  in 
Fig.  1J4. 


B^BACnON   OB  isaoT. 


^ 


Some  eOsota  of  Befraction. 

S§0.  One  of  the  effecta  of  refraction  was  cjplained  in  the  laat 
article.  Th«  principle  haa  numerous  appliuaiioiiB.  To  a  pereoa 
■tanding  on  the  share,  a  fiah  in  the  water  appears  higher  than  his 


Fit  ITS. 

J  poEition,  as  IB  shown  in  Fig;.  ITs.    Tlie  ray,  in  emerging  from 
(  289.)  Why  aoM  a  Jl*\  teen  higliar  in  Vit  viattr  than  ht  raatly  it  t 
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the  water  at  a,  is  refracted  from  the  perpendicular,  and  the  eye 
referring  the  object  in  the  direction  of  the  refracted  ray,  it  appears 
thrown  up. 

One  effect  of  refraction  is  to  make  ponds  and  rivers  appear  shal- 
lower than  they  really  are,  and  many  accidents  have  resulted  from 
the  illusion. 

If  a  stick  be  partially  plunged  into  water,  the  portion  immersed 
will  be  thrown  up  by  refraction,  and  the  stick  will  appear  bent,  as 
shown  in  Fig.  176. 


Fig.  ire. 

Refraction  has  the  effect  to  make  the  heavenly  bodies  appear 
higher  than  they  are,  and  thereby  causes  them  to  rise  earlier  and  set 
later  than  they  would  do  were  there  no  atmosphere. 

The  manner  in  which  refraction  acts  to  increase  the  length  of  the 
days  is  shown  by  Fig.  177.  In  that  figure,  our  globe  is  represented 
surrounded  by  the  atmosphere.  A  represents  the  position  of  an  ob- 
server, and  AH  is  the  horizon.  A  ray  of  light  coming  from  the  sun 
at  Sj  whilst  still  below  the  horizon,  falls  upon  the  upper  surface  of 
the  atmosphere,  and  is  refracted  more  and  more  as  it  j^netrates  the 
air,  and  finally  reaches  the  eye  at  A.  The  observer  referring  the 
sun  to  the  direction  in  which  the  ray  enters  the  •ye,  it  appears  really 
to  be  above  the  horizon  when  it  is  actually  below  it.     In  like  man- 


Eovplain  the  pTtenommon,  What  ^ect  hcta  reaction  on  the  appannt  deptK  <if 
ponds  ?  Why  ?  Eaoplain  1h6  hwU  appecMrancs  of  a  sUck  in  waUr.  EffM  on  1h& 
heavenly  "bodies  t   Bow  does  reaction  serve  to  increase  the  lenffth  of  daylight  f 
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s  to  bo  above  (he  Iwrizon  v 

-r. 


Total  Reflection. 


1  one  medium  to  a  linore 
;fracted,  but  not  so  when 


990.  AVhen  lifrht  passes  frtii 
refi-activc  one,  it  will  always  bo  i 
it  passes  into  a  less  refractive 
medium,  as  when  it  passes 
from  water  or  glass  into  aif. 
In  tlfis  case  there  is  a  limit  to 
tiie  angle  of  incidence,  boydnd 
^'liicli  refraction  can  not  take 
place. 

To  illustrate  this,  let  BMC, 
Fig.  178,  represent  a  hollow 
globe  half  full  of  water.  A 
ray  of  light  coming  from  i  to 
A,  being  normal  to  the  sui-faco 
of  the  globe,  expcrieneea  no 
re&sction  there,  hut  on  reacliing^,  if  the  angle  of  incidence, 
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LA  (7,  is  small  enough,  it  will  be  refracted  from  the  normal, 
jBw4,  and  pass  out  into  the  aii*  in  some  direction,  AR* 
I^  now,  the  angle  of  incidence  exceeds  41°,  as  is  the  case 
with  the  ray,  Ll,  it  can  no  longer  pass  the  surface,  AM^ 
but  is  reflected  in  the  direction,  Ar^  making  the  angle  lAc^ 
equal  to  the  angle,  GAt, 

This  kind  of  reflection  at  the  surface  which  separates  two 
media,  is  called  internal  reflection^  or  total  ruction.  It  is 
called  total  reflection  because  the  light  is  all  reflected,  which 
is  not  the  case  under  any  other  circumstances  of  reflection, 
no  matter  how  nicely  the  reflecting  sui*£xce  may  be  polished. 

It  is  in  consequence  of  total  reflection  that  we  are  unable  to  see 
the  bottom  of  a  pond  of  water  when  we  look  at  it  very  obliquely, 
because  the  ray^i  coming  from  the  bottom  towards  the  eye  do  uok 
pass  out  into  the  air,  but  are  internally  reflected. 

Mirage. 

291.  Mirage  is  an  atmospheric  phenomenon  due  to 
refraction  and  total  reflection.  In  its  simplest  form,  it 
consists  of  what  sailors  term  looming ;  that  is,  by  the  effect 
of  extraordinary  refraction,  objects  on  the  shores  of  lakes 
and  seas  are  thrown  up  higher  than  they  naturally  appear. 

It  is  a  matter  of  record  that  on  one  occasion  the  French  coast  for 
several  leagues  in  extent  was  visible  at  Hastings,  in  England,  though 
fifty  miles  distant.  Looming  takes  place  most  frequently  in  very 
hot  or  very  cold  countries,  and  in  those  regions  where  the  sea  and 
land  are  pretty  equally  divided.  It  is  due  to  different  portions  of  the 
atmosphere  becoming  unequally  heated. 

Sometimes  bodies  are  seen  thrown  up  and  inverted ;  this  is  due  to 
extraordinary  refraction  and  total  reflection,  some  stratum  of  air 
acting  as  a  reflector  to  the  oblique  rays  thrown  upon  it.  In  this 
way  inverted  images  of  ships  have  been  seen  in  the  air,  when  the 
ships  themselves  were  so  far  below  the  horizon  as  to  be  invisible. 

Why  ean  we  not  sm  the  hoUom  of  a  pond  when  looking  very  obliquely  f  (391.) 
What  is  Mirage  ?    Explain  looming.    Explain  inversion  o/objecie. 
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SometimcB  a  layer  of  atmoEpliere  next  the  earth  becomes  a  reflector, 
and  in  that  case  pDrtions  Df'tlio  earth  appear  to  the  traveller  like 
lakeB  and  ponils ;  such  appearances  are  frequent  in  deuert 
when  Iho  beat  is  iu(ell^e.  To  lieiytiten  the  illusion,  trees  ai 
seen  reflected  from  the  surfaces  of  Ihese  apparent  ponda.  Ai 
pie  of  this  kind  is  sliown  iu  Fig.  179.    The  rays  coming  from 


Flfr  11* 

of  the  tree  on  the  left  of  the  picluro,  are  totally  refleclefl  at  a,  from 
ft  layer  of  the  nfniottphere,  and  leath  the  eye  of  Ihe  observer  at  the 
tent.  The  observer  refers  the  position  of  the  tree  top  backwards 
along  the  direction  of  the  dotted  liiie,  which  causes  the  tree  lo  appear 
inverted.  In  lhi&  case  both  the  tree  and  its  image  are  seen. 
■  Now  if  we  suppose  both  to  be  thrown  up  by  eitraordmary  refrac- 
-tJon,  we  Ehali  have  a  phenomenon  not  unfrequently  noticed,  in  which 
the  object  is  seen  elevated  in  the  air,  accompanied  by  an  inverted 

Many  other  curious  phenomena  are  classed  under  the  head  of 
mirage,  which  we  have  not  space  to  describe. 

Erplnini 
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Media  with  parallel  Fbcm. 
202^  When  a  ray  of  light, 
Lm,  Fig.  180,  falls  upon  a  me- 
dium bounded  by  plane  feces, 
as  a  plate  of  glass,  fiir  example, 
it  is  refracted  towards  the  nor- 
mal and  parses  through  the  plate 
in  some  direction,  inn  ,■  here 
it  ia  refi'acted  as  much  from 
the  normal  as  it  was  tovvards 
it  in  the  firat  instance,  and  the  ^     __^ 

ray  emerges  in   the    dii-ection 

no,  parallel  to  Lm.  The  twu  refractions  Au  not  cLaiige  the 
direction  of  the  ray,  bnt 
simply  shift  it  slightly  to 
one  side  or  the  other. 
Ilence,  in  looking  through 
a  window,  we  do  not  see 
the  direction  of  objects 
changed  by  the  interven- 
ing  glass. 


903.  A  PuiSM  is  a  re- 
fractive medium  bounded 
by  plane  faces  intersect- 
ing each  other. 

Fig,  l8l  represents  a 
prism  mounted  for  opti- 
cal experiments.  It  con- 
sists of  a  piece  of  glass 
with  three    plane   feces, 


KEFEAcnoN  OP  light; 
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itteeting  in  parallel  lines  called  edges.  It  is  placed  on  a  stand 
so  that  it  can  be  elevated  or  depressed,  and  it  also  is  capable 
of  being  turned  around  an  axis  parallel  to  tha  edges,  bj 
means  of  a  button  shown  on  the  left. 

Prisms  produce  upon  light  which  traverses  them,  two 
remarkable  effects:  1st,  a  considerable  deviation j  2d,  a 
decomposition  of  light  into  several  different  kinds. 

These  effects  are  simultaneous,  but  Ave  shall  at  present 
only  consider  the  first  one,  leaving  the  second  to  be  studied 
hereafter  under  the  name  of  dispersion. 

Ooorse  of  Luminous  Rayg  in  a  Prism. 

294«     In  order  to  follow  the  course  of  a  raj  of  light  in 
passing  through  a  prism,  let  nmo^  Fig.  182,  represent  a  sec- 
tion of  a  prism  made  by  a  plane  perpendicular  to  the  edges. 
A    ray    of    light, 
ia,    falling    upon ' 
the    fiice,    «m,    is 
refracted  towards 
the    normal,     and 
passes  through  the 
prism  in  the  direc- 
tion, ah  /  here  it 
falls  upon  the  sec- 
ond face,  mo,  and 
is  again  refracted,  ri&  182. 

but  this  time  from 

the  normal,  and  emerging  into  the  air,  takes  the  direction, 
he.  An  eye  situated  at  c,  refers  the  object,  X,  backwards 
along  the  ray,  c5,  so  that  it  appears  to  be  situated  at  r.  The 
total  deviation  is  the  angle  between  its  original  direction, 
Xa,  and  its  final  direction,  cr. 

We  see  from  the  figure  that  the  ray  is  bent  from  the 


What  effect  has  a  prism  on  light?     (  394.)  Explain  the  coarse  of  a  ray  through  a 
prism. 
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edge  in  which  .the  refracting  faces  meet,  that  is,  it  is  bent 
towards  the  thick  part  of  the  prism ;  ^his  deviation  has  the 
effect  to  make  the  object  appear  as  though  thrown  towards 
that  edge.  The  angle,  nmo,  is  called  the  refraoting  angle 
of  the  prism. 


Fig,  188. 

Fig.  183  shows  the  displacement  of  an  object,  caused  by 
^■iewing  an  object  through  a  pvisni.  If  the  prism  is  vertical, 
the  displacement  ia  towards  the  right  or  left,  according  to 
the  poBitioQ  of  the  refracting  angle. 

aos.  A  Lens  is  a  refracting  medium,  bounded  by 
cur^'cd  surfaces,  or  by  one  curved  and  oue  plane  surface. 

Which  v>7  Ii  tb«  t*7  bent t    Eipt^a  Flg.lB3.    (E8G.)  WhstbiLeusT 


Lenses  are  usually  made  of  glass,  and  are  bounded  by 
epbeiical  sui'iaces,  or  by  one  spherical  and  one  plane  surface 
The  sur&ces  are  made  spherical,  because  they  are  more 
eaaly  wrouglit  by  tlie  glass  grinder. 


Fig.  184  represents  a  side  view,  and  Fig.  1S5  represents 
a  fiout  view  of  a  leiis,  bounded  by  tVo  spherical  suriaces. 

Clasaificaticoi  of  Iienaes. 

996.  Lenses  are  divided  into  sis  classes,  accor^ng  to 
the  nature  and  poMtion  of  the  bounding  sur&ces,  sections 
of  which  are  shown  in  Figs.  186  and  187. 

The  first  three,  represented  in  Fig.  186,  are  thicker  in  the 
middle  than  at  their  edges.  These  converge  or  «ollect  rays 
of  light,  and  are  called  convergent  fenses. 

The  last  three  are  thinner  in  the  middle  than  at  their 
edges.  These  diverge  or  scatter  rays  of  light,  and  are  called 
divergent  lenses. 
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These  different  lenses  are  named  and  described  in  the*- 


following  definitions : 


1.  The  double  convex  lens,  My  bounded  by  twoconvei; 
sur£ices. 


Fig.  180. 


^\ 


Fig.  18T. 


2.  The  plano-convex  lens,  K^  bounded  by  one  convex  and 
one  plane  surface. 

3.  The  me^iiscusj  O,  bounded  by  one  concave  and  onfe 
convex  surface,  the  concave  surface  being  the  least  curved. 

4.  The  double  concave  lens,  P^  bounded,  by  two  concave 
surfaces. 

5.  The  plano-concave  lens^  Qj  bounded  by  one  concave 
and  one  plane  surface. 

6.  The  concavo^onvex  lens,  i?,  bounded  by  one  concave 
and  one  convex  surface,  the  concave  surfe-ce  being  the  most 
curved. 

In  studying  the  effect  of  these  lenses,  it  will  be  sufficient 
to  consider  the  double  convex  and  the  double  concave  lenses 
as  specimens  of  the  classes  to  which  they  belong,  the  former 
representing  the  convergent^  and  the  latter  the  divergent 
classes. 


Name  and  describe  the  six  kinds  of  knscs  separateTy.    Whst  two  ore  taken  oa 
q;>ecimeDa  ? 
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Definitions  of  Terms. 

297,  The  centres  of  the  bounding  surfaces  of  a  lens  are 
called  Centres  of  Curvature;  thus,  in  Fig.  188,  c,  and  (7, 
are  centres  of  curvature. 

In  the  double  convex  lens  the  centre  of  curvature  of  each  surface 
is  on  the  oppos:ite  side  of  the  lens ;  iu  the  double  concave  lens  the 
reverse  is  the  case.  In  the  meniscus  and  the  concavo-convex  lens, 
both  centres  are  on  the  same  side  of  the  lens.  In  the  plano-convex 
and  the  plano-concave  lens,  the  centre  of  curvature  of  the  plane 
surface  is  at  an  infinite  distance,  and  in  a  perpendicular  to  the  plane 
surface  at  its  middle  point. 


Fig.  188. 


The  straight  line  through  the  centres  of  curvature  is 
called  the  axis  of  the  lens;  thus,  in  Fig.  188,  XY  is  the 
axis. 

It  is  demonstrated  in  higher  optics,  that  there  is  always 
one  point  on  the  axis  of  a  lens,  such  that  the  rays  of  light 
passing  through  it,  are  not  deviated  by  the  lens.  This 
point  is  called  the  optical  centre^  and  is  of  much  use  in  the 
construction  of  images. 

In  practice  it  is  usual  to  make  the  surfaces  which  bound 
double  convex  and  double  concave  lenses,  equally  curved. 


(297)  What  are  the  Centres  of  Cnrvatnre  of  a  lens?  WTiere  are  th^inthe 
double  convex  lens  7  Double  concnv^  t  Sfeniscua  f  Plano-concave  and  piano- 
eon/oeo'?  What  is  the  axis?  What  is  the  optical  centre?  Its  use?  Inpractice^ 
bow  are  the  curvatures  of  the  surfaces  ? 

13* 
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When  this  is  the  case,  as  we  shall  suppose  in  what  follows, 
the  optical  centre  is  on  the  axis,  and  midway  between  tl« 
two  surfaces  of  the  lens  ;  thus,  in  Fig,  188,  0  is  the  optical 
contre,  and  any  ray,  SK,  passing  through  it,  is  not  deviated 
by  the  lens. 

To  find  a  normal  at  any  point  of  the  surface  ot  a  lens,  we 
draw  a  line  from  that  point  to  the  corresponding  centre  of 
curvature;  thus,  mC  and  ni;,  are  noi'mals  at  the  points 
m  and  n. 

Action  of  Convex  Zisiuies  on  Light. 

29B.  When  a  ray  of  light  falls  upon  one  surface  of  a 
double  convex  lens,  it  is  refracted  towards  the  noi-mal, 
passes  through  the  lens,  is  again  incident  upon  the  second 
surface,  and  is  refracted  from  the  normal.  This  acUon  is 
entirely  analogous  to  that  of  a  prism,  the  deviation  being 
towards  the  thicker  portion  in  both  cases.  In  feet,  if  we 
suppose  planes  to  be  drawn  tangent  to  the  surfaces  at  the 
points  of  incidence  and  emergence,  they  may  be  regarded 
as  the  faces  of  a  prism  through  which  the  ray  passes. 

Principal  Focui. 

S09.  If  a  beam  of  light,  parallel  to  the  axis,  fulls  upon  a 
lens,  it  will  be  collected  by  rcfi-action  in  a  single  point.     This 
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point  is  called  the  principal  focus^  and  its  distance  from 
the  lens  is  called  the  principal  focal  distance. 

The  coui-se  of  the  rays  is  indicated  in  Fig.  189,  in  which 
the  rays  parallel  to  (7^  are  brought  to  a  focus  at  F, 
Here,  F  is  the  principal  focus. 

It  is  to  be  observed  that  the  rays  will  not  be  accurately  brought 
to  a  focusj  except  in  the  case  in  which  the  surface  of  the  lens  is 
small,  when  compared  with  that  of  the  whole  sphere  of  which  it 
forms  part.  This  scattering  of  the  rays  from  a  focus  is  called 
spherical  (Serration.  It  is  remedied  in  practice  by  Covering  up  a 
part  of  the  surface  on  which  light  falls,  by  a  paper  cover  with  an 
aperture  in  its  centre. 

Had  the  rays  fallen  upon  the  other  side  of  the  lens,  they  would 
have  been  brought  to  a  focus  as  far  to  the  right  of  the  lens,  as  F  is 
to  the  left  of  it. 

Cox^ugate  FocL 

800.  Conjugate  Foci  are  any  two  points  so  situated 
on  the  axis  of  a  lens,  that  a  pencil  of  light  coming  from  one 
is  brought  to  a  focus  at  the  other.  That  from  which  the 
light  actually  comes  is  called  the  radiant. 

•In  Fig.  191,  a  pencil  of  rays,  coming  from  X,  is  brought 
to  a  focus  at  ly  had  the  light  come  from  /,  it  would  have 
been  brought  to  a  focus  at  X ;  X  and  I  are  conjugate  foci, 
and  in  the  case  figured,  L  is  the  radiant. 

When  the  radiant  is  at  an  infinite  distance,  the  rays  are 
parallel,  and  the  corresponding  focus  is  at  jP;  this  is  the 
principal  focus.  As  we  have  already  seen,  there  are  two 
such  foci,  one  on  each  side  of  the  lens.  It  will  be  sufficient 
for  our  purpose  to  suppose  the  light  to  come  from  the  right, 
in  which  case  the  principal  focus  is  on  the  left,  at  F. 


Prlndpnil  focal  distance?  Explain  the  eoarse  of  the  raya.  WhatU  spherical 
nberroHonf  How  remediadf  (300.)  What  are  Coi^ngate  Foci?  What  is  the 
radiant?  Dlnstrate.  When  the  radiant  Is  at  an  inanite  distance,  where  is  the  eon- 
Jugate  ibteus? 
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AVlien  the  railiant  is  anywhere  on  the  axis  at  a  greater 
distance  than  the  principal  local  distance,  the  corresponding 
locus  will  also  be  at  a  greater  distance  from  the  lena  than 
the  principal  local  distance,  as  ahown  in  Fig.  190. 


If  the  radiant  approach  the  lens,  the  corresponding  focus 
will  recede. from  it,  as  is  shown  in  Fig.  101. 

If  the  radiant  is  at  the  principal  focal  distance,  the  re- 
fracted rays  will  be  parallel,  that  is,  the  corresponding  focus 
will  he  at  an  infinite  distance,  as  is  shown  in  the  upper  dja- 
gram  of  Fig.  193. 

If  the  radiant  is  still  nearer  the  lens,  the  rays  will  diverge 
after  deviation,  and  will  only  meet  the  axis  on  being  pro- 
duced backwards,  in  which  case  the  focus  is  virtual,  as  is 
ehoivn  in  the  lower  diagram  of  Fig.  193,  In  this  diagram 
X  is  the  radiant,  and  I  the  virtnal  focus. 

Thus  for  we  have  supposed  the  radiant  to  be  situated  on 
the  principal  axis ;  if  it  is  on  any  line  through  the  optical 
centre  not  much  inclined  to  the  axis,  the  corresponding 

WlmD  the  radiant  Is  st  ■  illEtnDce  grcitor  than  Hie  prindpal  focal  dlttencf,  where 
le  the  conju^eate  (bcua r  When  tbemdiintappr-iiicb's  the  Ipost  When  st  tin  prin- 
cipal (Ocus!    If  itill  nearer  the  leiD?    Siipixiw  Ibe  radtiat  Dot  on  Ibe  ul3  f 


focus  will  be  on  tliat  line,  and  the  laws  which  regulate  the 
positions  of  conjugate  ibci,  aheady  considered,  will  be  ap- 
plicable. 

These  principles  are  of  use  m  the  discussion  of  unagca 
formed  by  lenses. 

Sis  i»3. 


Flg.lVS. 

y  Formalioii  of  Images  bjr  Convex  Iienses. 
-  SOI.  If  an  object  be  placed  in  front  of  a  lens,  each  point 
of  it  may  be  regarded  as  a  radiant  sending  out  a  pencil  of 
rays.  Each  pencil  is  brought  to  a  focus  somewhere  behind 
the  lens.  The  assemblage  of  these  focimabes  up  a  picture 
of  the  object,  which  is  called  its  image.  When  the  object  is 
at  a  greater  distance  from  the  lens  than  the  principal  focal 
distance,  the  image  will  be  real  and  inverted.  -  The  coui'se 
of  the  rays  is  shown  in  Fig.  194.  The  image  is  real,  as  may 
be  shown  by  throwing  it  upon  a  screen ;  so  long  as  tijo 
image  is  real,  it  is  inverted,  as  may  be  seen  by  allowing  it 
■  to  fall  upon  a  screen,  or  it  may  otherwise  be  shown  from 
the  fact  that  the  axis  of  each  pencil  passes  through  the  op- 
tical centre  ;  hence  the  image  of  each  point  is  on  the  opposite 
side  of  the  axis  from  the  point- 

(301.)  ElpUin  Ihc  tanatUia  of  od  Image  b7s]elia. 
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inctoued,  that  is,  it  will  become  greater  Itian  the  object,  as  it  shown 
in  Fig.  196. 

If  the  distance  of  tlie  object  does  not  become  lunaller  than  the 
principal  focal  distance,  the  image  will  be  inverted,  as  is  shown  in 
Figs.  195  and  196. 


If  the  object  approach  still  nearer  the  lens,  (iial  is,  if  its  distance 
becomes  less  than  the  principal  focal  distance,  the  imago  will  in- 
crease, it  will  become  erect,  and  furthermore  it  wilt  bovirtasl.  The 
course  of  the  rays  in  this  case  is  shown  in  Fig,  197.  Here,  ab  is  tba 
object,  and  AB  is  its  image,  wbicli  can  only  be  ceen  by  looking 
through  the  lens. 

In  this  case  the  lens  becomes  what  is  called  a  single  microscope. 

When  the  object  is  at  the  principal  focal  distance  from  the  lens, 
the  image  is  infinite ;  that  is,  it  disappears. 

What  Itatinglemicivteift    tliu4lrai*. 
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With  respect  to  the  aiae  of  the  image  in  this  case,  it  may 
be  either  greater  or  smaller  than  the  object.  When  the 
object  U  ferther  from  the  lens  than  twice  the  principal  focal 
distance,  the  image  is  Hmaller  than  the  object ;  when  the 
object  is  at  twice  the  focal  distance,  the  image  is  of  the 


same  size  as  the  object ;  when  the  distance  is  less  than  twice 
the  principal  focal  distance,  and  greater  than  the  prindpal 
focal  distance,  the  image  is  greater  than  the  object. 

Theso  principles  may  b«  shown  eiperimenUll)'  as  Tallows: 

Let  a  convei  lens  be  placed  in  a  dark  room,  and  suppose  its  prin* 
cipal  focal  distance  to  have  been  determinad  bj:  means  of  a  beam  of 
Bolar  rayB.  Let  a  candle  bo  placed  in  front  of  ihe  lens,  and  a  screen 
behind  it  to  receive  iu  image,  as  sliown  in  Fig.  193. 

When  tha  distance  of  ihe  oandle  from  the  lens  is  more  than  twice 
the  principal  focal  distance,  its  ima^e  will  be  leBB  than  the  objectj 
And  the  more  remote  the  candle,  the  less  will  be  its  image. 

If  t^e  candle  be  moved  towards  tlic  lens,  its  image  will  grow  larger, 
mitil,  at  twice  the  principal  fooal  di^ance,  the  uae  of  the  image  and 
object  will  bo  equal. 

If  the  candle  be  moved  still  nearer,  the  size  of  the  image  will  be 

iih  tb«t  of  lie  oljjeet  in  dlftrent  eiwet 
'S  fAs  fiirtgoing  prinetpitt  bj/  empt*- 
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inctoaaed,  that  is,  it  will  become  greater  thui  the  object,  as  i«  shown 
in  Fig.  196. 

If  the  distuice  of  tbe  object  doei  not  become  smaller  thaoi  the 
principal  fooal  distauce,  the  image  will  be  inverted,  ss  is  shown  in 

Piga.  195  and  1<)6. 


Pig.  1«L 

If  the  object  approach  still  nearer  the  lens,  Ihat  is,  if  its  distance 
becomes  less  than  the  principal  foeal  distance,  the  image  will  in- 
crease, it  will  become  erect,  and  furtliermore  it  will  be  virtual.  The 
course  of  the  rays  in  lliis  ease  is  shown  in  Fi^.  1S7.  Here,  ab  is  Uie 
object,  and  AD  is  its  image,  which  can  only  bo  seen  by  looking 
through  the  lens. 

In  this  ease  the  lens  becomes  what  is  called  a  single  microscope. 

When  the  object  is  at  the  principal  focal  distance  from  the  lens, 
the  itnt^e  is  infinite ;  that  is,  it  disappears. 

What  U  a  Hnglt  nticivaco 


The  phenomena  just  described  may  beobserveil  by  looking  through 
I  convex  lens  at  Ihe  letters  on  a  printjMl  pa^c.  When  the  letters  are 
it  a  short  diBtance  from  the  JeuH,  they  ere  inaguified  and  eieetj 


on  removins  tlio  lens,  they  disappear  at  the  principal  focal  distuice, 
and  finally  reappear  inverted,  and  diminished  in  «izo. 

Fonoation  of  Imagea  by  OonoaTs  Leniec 

S02.  Concave  lenses  being  ihmner  in  tlie  middle  that) 
at  the  edges,  have  the  effect  to  diverge  parallel  rays.  If  the 
rays  are  already  divergent,  these  lenses  make  thcqi  still 

This  18  shown  in  Fig.  198,  in  which  a  pencil  of  rays,  coming  from 
tlio  radiant,  L,  are  mode  to  diverge,  as  though  they  proceeded  from 
I.  point,  I,  nearer  the  lens.  This  point,  I,  is  tho  virtual  focus,  cor- 
responding to  Iho  radiant,  L.  To  an  eye  tiiiuated  on  the  left  of  the 
leas,  the  light,  L,  appears  to  be  siluaicd  at  /. 


From  what  lias  been  said,  it  is  plain  that  the  images 
formed  by  concave  lenses  are  virtual.  They  are  also  erect, 
aain  Fig.  198. 

The  coui-se  of  the  rays,  in  forming  an  image  in  the  case 
of  a  concave  lens,  is  shown  in  Fig,. 199.  In  that  figure,  AS 
represents  the  object.  A  pencil  of  rays,  coming  from  A,  is 
deviated  so  as  to  appear  to  come  from  a,  situated  on  a  line 
drawn  from  A  to  the  optical  centre  of  tho  lens  0.  A  pencil, 
coming  from  S,  is  deviated  so  as  to  .appear  to  come  from  J, 
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on  the  line  Bo.    Heuce,  ab  ia  the  image  of  the  object  AB, 


and  is,  aa  ive  see,  smaller  than  the  object,  being  iiearci"  the 

optiual  centre,  and  furthennore  it  is  erect. 

Bnminf-flasMS. 

303.1  R.iya  of  heat  are  subject  to  the  same  laws  of 
reflection  and  refraction  as  rays  of  light.  Wh«n  a  beam  of 
solar  light  fella  upon  a  convex  lens,  there  is  not  only  a  con- 
centration of  light  at  the  focus,  but  of  heat  also. 

Tlie  hent  concentrated  ia  so  great  as  to  in&amo  combustible  bodies, 
such  OB  paper,  cloth,  wood,  and  the  like.  In  the  cose  of  large  lenses, 
the  heat  bccotnea  aufHciently  powerful  to  fuee  metals.  This  propertjr 
of  lenses  has  been  used  to  procnre  fire ;  the  lens  in  this  case  is  called 
a  bxtmitig-glias.  Lcnaes  carelessly  exposed  may  sometimes  caum 
dangerous  results,  by  setting  fire  to  inflammable  materials.  This 
elTect  may  result  from  spherical  vessels  of  'glass  filled  with  water, 
which  possess  all  the  properties  of  lenses. 

Do  oana- 


A  cunous  application  of  this  principle  ia  shown  in  Fig.  200.  A 
Imi  IB  arranged  'with  its  axis  in  the  meridian,  bo  Uiat  its  principal 
focus  shall  &11  upon  the  vent  of  a  Email  cannon     When  the  aun 


cTOPseB  tlie  meriilinti.  Ilie  rays  arc  concenlrated  npon  Ihe  vent,  and 
if  tlie  gnu  has  Wen  loaded  and  primed  fceforeLaud.  il  'rvill  be  dis- 
charged at  midday. 

Ii^ht-hOUBBB. 

304.  LtGHT-nousES  are  towers,  erected  along  the  ooaat, 
upon  the  tops  of  which  are  lanterns.  These  lanterns  are 
lighted  at  night  aa  guides  to  mariners. 

One  of  the  most  famous  lighl-housea  of  antiquity  vras  that  on  tha 

liltleIslandofPAa7-M,jiear  Alexandria,  in  Egypt.     From  the  loca- 

tion  of  this  light-honse  the  Fi-enoh  decjve  the   name  phara,  which 

they  apply  to  all   light^hoHBOS.  '  In  former  times   light-houses  were 

'    illuminated  by  fires  bailt  with  wood,  coal,  or  some  bituminous  sub- 


it  tftAtait- 
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These  methods  of  illumination  were  afterwarJg  replaced  by  oil 
lamps  placed  in  the  foci  of  concave  reflectors,  which  served  to  con- 
centrate tha  rays,  and  thus  to  heighlen  their  illuminating  effect. 
But  the  reflcutors,  being  rnada  of  metal,  wei«  soon  laraished,  and 
the  light  afforded  became  feeble. 

In  1822,  Fkesnel,  already  distinguished  by  his  discoveries 
in  optics,  and  by  bis  researches  on  tlie  wave  tJieory  of  light, 
invented  a  new  system  of  iUumination,  which  is  now  being 
i^opled  in  all  civilized  countries. 


rig.  SOL  rt^.  SJ3. 

Abandoning  the  reflectors,  which  became  tarnished  by  tha  influence 
of  sea  fogs,  he  substituted  for  them  plano-convex  lenses,  in  the 
principal  foci  of  which  he  placed  powerful  lamps  with  four  con- 
centric wicks,  each  of  which,  for  the  quantity  of  oil  consumed,  and 
the  amount  of  ]ight  given  out,  was  found  to  be  equivalent  to  seven- 
teen carcel-lamps.  The  difficulty  of-constructing  largo  plano-convex 
lenses,  together  with  their  groat  absorption  of  light,  led  Anally  to  the 
adoption  of  a  particular  system  of  lenses,  known  as  Ichelon  lenses. 

These  lenses  will  be  understood  by  examining  Figs.  201  and  202 ; 


Fig.  201  shows  a  front  view,  and  Fig.  203  a  section  or  profile  of  an 
echoton  lens. 

A  lens  of  this  kiud  consiBts  of  a  plano-convex  lens,  A,  about  a.  foot 
in  diameter,  around  wliich  are  disposed  Bcvoral  annular  lenses,  which 
are  also  plano-convei;,  and  whoso  cuivalure  is  so  calculaled  that 
each  one  shall  have  tlie  same  principal  focus  as  the  central  lens,  A. 

A  lamp,  L,  being  placed  at  ilie  principal  focus  of  this  refracting 
Bystcm,  as  shown  in  Fig  2U2,  tbo  light  emanatinj;  front  It  is  refracted 
into  an  inkmense  beam,  RC,  of  parallel  lays. 
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Besides  this  refractiHg  Bystem,  several  ranges  of  reflectors,  mn,  are 
BO  dispoBBiI  as  (o  reflect  such  light  as  would  otherwise  be  lost,  to 
increase  the  beam  of  light  formed  by  refraction. 

By  this  doable  combination,  an  immense  beam  of  light  is  afibrded, 
which  renders  the  light  visible  for  flf^en  or  twenty  leagues ;  but  this 
beam  is  only  visible  in  a  single  direction.  To  remedy  this  defect, 
Frssnel  united  eight  syslems  similar  to  that  just  described,  which 
combination  prosonts  the  appearance  of  a  pyramid  of  glass,  nine  or 
ten  feet  in  height. 

Fig.  303  represents  a  section  of  the  lantern  of  a  light-house  of  the 


Sim  fm  ti  a  Frhxel  llgM  riilUi  f 
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first  order,  which  was  ectually  constructed  by  M.  Sautter,  and 
exhibited  at  the  great  "  Universal  Exposition"  of  France,  in  1855. 

In  order  to  illuminate  all  points  of  the  horizon,  the  system  is  made 
to  revolve  on  a  vertical  axis  by  clock-work.  The  clock-work  is 
shown  at  M  in  the  figure,  and  the  weight  at  P.  To  prevent  friction 
the  system  turns  upon  six  wheels,  or  rollers,  shown  i|i  the  figure  to 
the  left  of  M. 

In  consequence  of  thys  rotation  an  observer  at  any  point  will  see 
eight  flashes  of  light  during  one  revolution,  which  are  followed  by 
as  many  intervals  of  darkness,  called  eclipses.  By  suitably  regulating 
the  number  of  revolutions  in  any  given  time,  different  -light-houses 
may  be  distinguished  from  each  other. 

Fig.  204  shows  a  complete  light-house,  and  the  manner  in  which  it 
throws  out  a  beam  of  light.  The  distance  at  which  these  lights  may 
be  seen  depends  upon  the  quality  of  the  illuminating  apparatus,  and 
upon  their  altitude  above  the  sea.  They  are  usually  built  upon 
bluifs.  or  else  the  tower  is  sufiiciently  elevated  to  place  the  lantern 
from  1 50  to  -200  feet  above  the  level  of  the  sea.  The  United  States 
government'  is  engaged,  through  its  present  efficient  Light-house 
Board,  in  constructing  a  great  number  of  light-houses  on  our  coast,  of 
the  most  approved  description* 


IT.  —  DECOMPOSITION     OF     LIGHT.  —  COLORS     OF     BODIES. 

Solar  Spectrum. 

805.  When  a  ray  of  solar  light  passes  through  a  prism, 
it  is  not  only  deviated,  but  it  is  decomposed  into  several 
rays,  which  are  scattered,  or  spread  apart. 

The  property  which  a  refractive  medium  possesses  of 
decomposing  and  scattering  solar  light,  is  called  its  disper- 
sive power^  and  the  phenomenon  is  called  dispersion. 

The  phenomenon  of  dispersion  is  shown  in  Fig.  205.  A 
"beam  of  light  entering  a  hole  in  the  shutter  of  a  darkened 

F  ■  ■     ■   ■  I  ■  ■  -     ■      ,       .       .  ■  ■  ■-■■■■        ■  ■      ■       ■■■■■-■        -  ■■  ■  —         -  I  ■ » 

Sow  are  aU  points  of  the  horUon  iUuminatedf  What  are  flashes  f  Xbeplain 
their  production.  Explain  Fig.  204.  ( 305.)  How  does  a  prism  act  to  scatter  rays  ? 
What  Is  th3  dispersive  power  ?    Dispersion  ?    Illustrate. 


room  fiills  upon  a  honzontal  prism,  having  its  refracting 
angle  turned  downwards.  The  wiiole  beam  is  bent  upwards, 
and  at  tlie  same  time  is  separated  into  seven  distinctly 
colored  beams,  as  may  be  seen  by  interposing  a  screen  at 
the  distance  of  several  feet  to  receive  them. 

The  elongated  image  formed  upon  the  screen  is  called  the 
aolar  spectrum,  and  counting  from  below  upwards,  the  fol- 
lowing is  the  order  of  the  colors  shoum  upon  the  screen : 
l9t,  red  at  r  ;  2d,  orange  at  o  ;  8d,  yellow  at  j  ;  4th,  green. 
at  V ;  5th,  blue  at  h ;  Cth,  indUjo  at  i;  and  7th,  violet  at  u. 
Be^des  the  colored  rays,  it  can  bo  shown  there  ia  an  invia- 
ble  space  below  r,  where  the  heat  is  greater  than  at  any  other 

Wh»t  is  tbe  solar  Bpectrnml     Qlvo  Vat  colnra  of  the  epcctrnm  In  Iholr  order. 
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part  of  the  spectrum,  and  a  space  above  v,  where  the  chemi- 
cal effect  is  greater  than  at  any  other  part  of  the  spectrum. 
These  invisible  rays  have  been  called  lieaA  rays  and  actinic 
rays. 

In  the  figure,  those  rays  which  lie  lowest  are  least  refracted  ;  thus 
heat  rays  are  less  refracted  than  red  rays,  red  rays  less  than  orange 
ones,  and  so  on  to  the  actinic  rays,  which  are  more  refracted  than 
any  of  the  coloreld  rays. 

Colors  in  light  correspond  to  pitch  in  sound.  The  red  waves  are 
the  longest  of  the  colored  ones,  and  corre8]>ond  to  sounds  of  a  low 
pitch ;  violet  waves  are  the  shortest,  and  correspond  to  sounds  of  a 
high  pitch.  The  range  of  colors  that  are  visible  to  the  eye  is  much 
less  than  that  of  sounds  that  are  audible  to  the  ear. 

Between  the  seven  colors  above  mentioned,  there  is  every  variety 
of  shade,  so  that  a  colorless  ray  of  light  is  not  only  resolved  into 
seven  separate  rays,  hut  it  is  actually  resolved  into  an  infinite  num- 
ber of  rays.  It  will  however,  be  found  convenient  to  consider  them 
in  seven  groups,  as  before  stated. 

Dififerent  media  possess  different  dispersive  powers. 


The  Seven  Colors  of  the  Spectrum. 


806.  If  any  one  of  the  seven  colored  rays  of  the  spectrum 
be  allowed  to  pass  through  a  hole  in  a  screen  and  fall  upon 
a  second  prism,  it  will  be  deviated  as  before,  but  no  ftirther 
dispersion  will  take  place.  This  fact  is  expressed  by  saying 
that  the  colors  of  the  spectrum  are  simple  colors. 

The  lengths  of  the  waves  necessary  to  produce  any  color  have 
heen  measured,  and  it  is  found  that  in  order  to  produce  the  extreme 
red  light  the  length  of  the  wave  must  be  0.0000266th  of  an  inch,  and 
to  produce  the  extreme  violet,  this  length  must  be  0.0000167th  of  an 
inch.  These  facts  indicate  that  in  red  light  the  number  of  vibrations 
in  one  second  is  458  millions  of  millions,  and  in  violet  light  the  num- 
ber of  vibrations  per  second  is  727  millions  of  millions. 


•*' 


Which  ars  most^  and  uMch  Isast  refracted  t  What  relation  do  colors  hear  to 
noundf  ItUo  how  many  actual  rays  is  a  ray  of  light  dvoided  f  (306.)  What  aro 
simple  colore?  Why  so  called?  How  many  vibrations  per  second  in  red  Hghit 
In  violet  light? 

14 
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Heat  Bxyn  and  Actiado  Bays. 

807.  The  seven  rays  enumerated  differ  in  illuminating 
power,  the  middle  rays  being  those  M'hich  possess  the 
greatest  illuminating  power.  That  is,  the  most  powerfully 
illuminating  rays  lie  midway  between  the  heat  rays  and  the 
actinic  rays. 

If  a  thermometer  be  lield  for  a  time  in  the^different  rays, 
besrinninff  at  the  violet,  it  will  show  an  increase  of  heat  till 
it  comes  outside  of  the  red  rays,  where  it  is  greatest. 

The  actinic  rays  are  those  which  produce  chemical 
changes.  If  a  strip  of  paper,  prepared  with  nitrate  of  silver, 
be  placed  in  the  spectrum,  it  will  be  least  changed  in  the 
red,  and  in  passing  towards  the  violet  end,  this  change  will 
increase  till  it  becomes  the  greatest  beyond  the  violet. 

Recompoaition  of  Light. 

308.  The  seven  colors  produced  by  a  prism  may  be 
reunited  so  as  to  produce  white  light. 

1.  If  we  decompose  light  by  a  prism,  and  then  receive  it 
upon  a  second  prism  exactly  like  it,  having  its  refracting 
angle  turned  in  an  opposite  direction,  it  Avill  be  recomposed, 
and  emerge  as  white  light. 

This  amounts  to  nothing  more  than  passing  light  through  a  medi- 
um bounded  by  parallel  plane  faces. 

2.  If  the  light,  after  being  decomposed,  is  received  upon  a 
double  convex  lens,  it  will  be  recomposed,  and  if  a  screen  be 
held  at  the  focus  of  the  lens,  an  image  will  be  formed 
entirely  free  from  color. 

The  manner  of  performing  this  experiment  is  shown  in  Fig.  206. 

(307.)  Which  are  the  most  illuminating  rays?  IIow  is  their  heating  power? 
What  arc  actinic  rays?  Which  produce  the  greatest  chemical  effect?  How  shown  ? 
(30S.)  May  tho  Vays  bo  reunited?  First  method?  To  lohat  is  this  egmvaUntT 
Second  ncthod  * 


DEcouposrno?!  of  ugbt  asd  color. 


3.  If  tho  dccoTnposetl  liglu  l)e  receiveil  upon  .1  concave 
mirror,  it  will  in  liko  manner  be  reconiposed  and  a  colorless 
image  produced. 

4.  If  a  circular  dialc  of  card-board  be  piunted  as  ahown  in 
Fig.  207,  in  sectors,  the  colors  being  distiibnted  according 
to  intensity  and  tint,  as  in  the  spectrum,  it  ^ill  be  found  on 
rotating  the  disk  rapidly  by  a  piece  of  mechanism  shown  in 
Fig.  208,  that  the  separate  colors  blend  into  a  single  one, 
which  is  a  grayish  white. 

The  color  from  any  sector  produces  upon  (he  eye  an  impreRfion 

TLlnl  mptliodt    FaarUi  nwlbiuH 


ng.W.  Fig.ao8. 

.  tliD.t  lasts  for  an  appreciable  lenztli  of  time.  In  the  experiment,  the 
rotation  ib  to  rapid  that  the  iinpreEsione  from  all  of  the  colon  coexist 
at  the  same  inetsnt,  and  the  effect  is  the  same  as  though  the  colon 

That  the  impreBBion  produced  by  light  lasts  for  an  appreciable 
length  of  time,  may  be  shown  by  whirliog  a  lighted  stick  ronnd  in  a 
circle;   it  will  present  the  appearance  of  a  continuous  circle  of  fire. 

Color  of  Opaque  Bodies. 
309.    The  color  of  a  hoAy  may  be  temporary  or  perma- 
nent.   Temporary  colors  arise  froia  some  modification  of 
light,  of  a  transient'  character. 

Jfow  Oof  U  apptar  Ouit  Iht  trnpTtttdm  '\if  eohr  loih  fin-  a  thori  ttmt  T  Bna 
man  "  ^'  tturvt  t    (  309.)  From  vbot  lives  lh«  culor  eS  i  bod;  arbcl 
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Thus,  by  refraction,  certain  drops  of  water  in  the  air  arc  colored, 
producing  the  rainbow ;  the  color  of  these  drops  is  due  to  their 
position  with  respect  to  the  eye  and  the  sun.  The  colors  of  soap- 
bubbles  are  dependent  upon  interference,  a  principle  not  yet  ex* 
plained,  and  are  transitory. 

The  colors  of  finely-grooved  surfaces  are  due  to  interference.  These 
colors  are  independent  of  the  physical  constitution  of  the  body,  and 
depend  solely  upon  the  fineness  and  shape  of  the  grooves. 

The  play  of  colors  upon  mother-of-pearl  is  due  to  fine  grooves  or 
strisB,  as  may  be  shown  by  taking  an  impression  of  a  piece  of  it  in 
white  wax ;  the  colors  of  the  wax,  thus  prepared,  are  entirely 
analogous  with  those  of  the  mother-of-pearl,  from  which  the  im- 
pression was  taken. 

With  respect  to  the  permanent  colors  of  bodies,  various 
opinions  have  been  held.  Newton  conceived  that  bodies 
had  the  power  of  absorbing  some  of  the  rays  of  the  spectrum 
and  reflecting  the  remainder.  According  to  this  theory,  the 
color  of  a  body  would  be  that  arising  from  a  mixture  of  the 
reflected  rays.  Thus,  vermilion  was  supposed  to  have  the 
power  of  reflecting  the  red  rays  only,  whilst  all  of  the 
others  were  absorbed.  All  bodies  placed  in  a  red  light 
appear  red,  in  a  blue  light,  blue,  and  so  on  for  other  colors. 

Arago  was  of  the  opinion  that  the  colors  of  bodies  arose 
from  light  admitted  into  the  body  and  then  emitted  again, 
undergoing  certain  modifications.  Color  would,  according 
to  this  theory,  depend  upon  the  molecular  condition  of  the 
body.  According  tp  this  view,  color  is  a  modification  of 
light,  entirely  analogous  to  that  modification  of  sound  which 
we  call  the  tone. 

Arago's  theory  was  based  upon  a  difierence  of  property  between 
reflected  and  refracted  light.  On  examining  the  colors  of  opaque 
bodies,  he  found  that  the  light  agreed  with  that  which  had  been 
refracted,  rather  than  with  that  which  had  been  reflected. 

JBsepiaiv  temporary  color*  in  com  of  rain-dropg.  Of  grooved  surfaces.  Of 
mother-of-pearl.  What  is  Newton's  theory  of  colors  of  bodies?  What  is  AijlQO*b 
theory  ?    On  what  toas  Abago's  theory  based  t 
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Colors  of  Transparent  Bodies. 

310.  AH  transparent  bodies  absorb  more  or  less  of  the 
light  which  enters  them,  and  if  sufficiently  thick,  must 
appear  colored.  Their  color  is  due  to  that  part  of  the  light 
Avhicli  is  transmitted. 

It,  for  example,  all  of  the  solar  rays  except  the  red  ones  are  ab- 
sorbed by  a  medium^  it  will  appear  red  by  transmitted  light.  Water 
when  seen  in  masses  by  transmitted  light,  appears  of  a  greenish  hue. 
Air  appears  blue ;  hence  the  color  of  the  sky.  As  we  ascend,  the 
mass  nbove  us  becomes  smaller  and  loses  its  blue  tint.  It  is  proba- 
ble that  the  bluish  tint  of  the  heavens  is  also  in  a  measure  duo  to 
reflection  from  the  aerial  molecules.  •  At  sunrise  and  sunset,  the 
rays  of  the  sun  have  to  traverse  a  great  body  of  the  atmosphere, 
which  absorbs  most  of  the  rays  except  the  red  ones.  Hence  it  is, 
that  the  sun  appears  red  at  sunrise  and  sunset. 

Complementary  Colors. 

Sll.  Newton  calls  two  colors  complementary^  when  by 
their  mixture  they  produce  white. 

If  all  the  rays  of  the  spectrum  except  the  red  ones  be 
recomposed  by  a  convex  lens,  a  bluish-green  color  will 
result ;  hence,  red  and  green  are  complementary.  In  like 
manner,  it  may  be  shown  that  blue  and  orange  are  com- 
plementary, as  are  also  violet  and  yellow. 

» 

Accidental  Images.  —  Aocidental  Fringes. 

312*  A  curious  effect  of  color  upon  the  eye  is  manifest  in  the 
production  of  what  are  called  accidental  images. 

If  a  wafer  upon  a  black  ground  be  viewed  intently  for  some  time, 
until  the  nerve  of  the  eye  becomes  fatigued,  and  the  eye  be  then 
directed  to  a  sheet  of  white  paper,  an  image  of  the  wafer  will  be 
seen  upon  the  paper,  whose  color  is  complementary  to  that  of  the 


(  310-)  To  what  is  the  color  of  transparent  bodies  due  ?  lUustmU  hy  exawpUn. 
(811.)  What  are  complementary  co^rs?  What  is  the  complement  of  red?  Of 
green?  Of  blue?  Oforanze?  (312.)  What  U  an  aecidtntalimage  ?  JUttatraU, 
What  id  the  cause  of  accidental  images  f 
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wafer.  Thus,  if  the  wafer  is  red.  tho  image  will  be  green ;  if  the 
wafer  is  orange,  the  image  will  be  blue,  and  so  on.  These  images 
lire  called  accidental. 

If  the  setting  sun,  which  is  red,  be  viewed  for  some  time,  and  then 
tho  eyes  be  directed  to  a  while  wall,  a  green  image  of  tho  sun  will 
be  seenj  which  will  last  for  some  instants,  when  a  red  image  will 
appear  3  a  second  green  image  succeeds  it,  and  so  on  till  the  effect 
entirely  ceases. 

If  we  look  for  some  time  at  a  colored  object  on  a  white  ground, 
wb  shall  finally  observe  the  object  surrounded  by  a  fringe,  whose 
color  is  complementary  to  that  of  the  body;  thus,  if  a  red  wafer  be 
placed  upon  a  sheet  of  white  paper,  the  fringe  will  be  green.  Such 
fringes  are  called  accidental. 

Many  phenomena  are  explained  by  the  principle  of  accidental 
images. 

Shadows  cast  upon  a  wall  by  the  rising  or  setting  sun.  are  tinged 
green,  the  tint  of  the  sun  being  red  at  that  time. 

If  we  examine  several  pieces  of  cloth  of  the  same  color,  the  eye 
becomes  wearied,  and  in  consequence  of  the  accidental  comple- 
mentary color  being  formed,  the  last  pieces  examined  appear  of  a 
different  shade  from  those  first  viewed. 

When  colored  figures  are  stamped  on  a  colored  ground,  the  tint  of 
the  figures  is  changed  by  the  accidental  or  complementary  ool^r  of 
the  ground. 

When  figures  are  stamped  on  a  ground  whose  color  is  comple- 
mentary to  that  of  the  figures,  they  render  each  other  more  brilliant. 
When  the  figures  are  of  the  same  color  as  the  ground,  but  of  a  different 
shade,  the  colors  render  each  other  less  brilliant. 

These  facts  have  an  application  in  the  selection  of  colors  used  in 
calico  printing,  stamping  woolen  goods,  wall  papers,  in  carpet 
weaving,  and  in  a  great  multitude  of  the  arts. 

For  further  details  on  the  law  of  contrasts  and  combinations  of 
colors,  the  reader  is  referred  to  a  work  entitled,  "  Contrast  of  Colors^'* 
by  M.  Chevreuil,  director  of  the  manufactory  of  Gobelin  tapestry 
near"Paris. 


Explain  the  imagen  of  ths  aun.  Why  are  ehadofve  at  ewMet  tinged  green  f  Eao^ 
plain  the  effect  of  looking  at  different  -colored  dothJi.  What  ie  the  ^ect  of  stamp' 
ing  colore  on  compUmemtary  grounds  f  On  different  ekadee  of  the  eatne  color  f 
AppUcaMons, 
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Hm  Ealnbow. 


SlSi  The  Raikbow  is  a  brilliantly  colored  arc,  seen 
ftfter  a  shower  opporate  the  stm. 

The  colors  being  disposed  in  the  same  order  as  in  the 
solar  Bpectrum,  it  indicates  that  the  nunbow  is  due  to  re- 
fraction. Sneh  is  shown  to  be  the  ease.  Fig.  209  indi- 
cates the  course  of  the  rays  in  the  formation  of  a  rainbow. 
The  rays  of  light  coming  from  the  san,  S,  fell  upon  the 
spherical  ram  drops,  enter  them,  undergoing  refraction,  are 


mtemally  reflected,  and  then  emei^e,  nndergomg  a  second 
refraction.  The  result  ia  that  the  emergent  light  is  resolved 
into  the  seven  prismatic  colors,  which,  reaching  the  eye  from 
different  drops,  ^ve  rise  to  the  colors  that  are  observed. 

The  ray  which  entera  the  drop,  a,  for  example,  after 
emergence  sends  to  the  eye  a  red  ray,  whilst  that  which 
enters  the  di-op  c,  sends  to  the  eye  a  violet-colored  ray ; 

(313.)  Whnt  litKiinbowt    To  wkit  ii  tW  bov  duo  t    Eiplaln  Iha  eonne  of 
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intermediate  drops  send  intermediate  colors.     Each  drop 
sends  a  -different  color  to  the  eye. 

Analysis  shows  that  it  is  only  at  certain  angles  that  the  refracted 
rays  emerge  with  sufficient  intensity  to  affect  the  eye  with  colors. 
Henoe  it  is,  that  the  colored  drops  are  arranged  symmetrically  about 
a  line  drawn  through  the  sun  and  the  eye  of  the  oheenrer.  The 
centre  of  the  bow  is  in  this  line;  hence,  as  the  sun  declines  towards 
the  horizon,  the  bow  rises,  and  at  sunset  it  becomes  a  semicircle. 
In  looking  down  into  spray  with  the  back  turned  towards  the  sun, 
a  complete  circular  bow  may  be  seen. 

The  bow  that  we  have  described  is  called  the  primary 
bow,  and  the  colors  in  it  are  arranged  in  the  order  of  the 
prismatic  colors,  the  red  being  on  the  outside. 

Another  bow  is  generally  seen,  concentric  with  the  primary 
how^  which  is  called  the  secondary  bow.  This  bow  is  formed 
by  light  which  enters  the  drops  being  refracted,  is  then 
twice  internally  reflected,  and  then  emerges,  being  again 
refracted.  The  result  of  this  deviation  is  a  bow  similar  to 
the  first,  but  having  its  colors  arranged  in  a  reverse  order, 
the  red  being  on  the  ipside. 

The  inversion  of  colors  arises  from  the  additional  reflection  that 
the  light  experiences.  It  is  observed  that  the  colors  of  the  secqndary 
bow  are  not  so  brilliant  as  in  the  primary,  which  is  due  to  the  loss 
of  a  portion  of  light,  which  passes  out  of  the  drop  at  each  incidence* 

From  the  nature  of  the  rainbow,  and  the  principle  of  its  formation) 
it  is  plain  that  every  observer  sees  a  different  bow. 

Chromatic  Aberration. 

314.  The  light  which  falls  on  a  lens  is  decomposed  into 
colored  rays  of  different  degrees  of  refrangibility.    These 

How  U  the  lov>  formed  ?  Whsre  ia  tta  centre  7  Why  4m%  iht  tow  wdairge  <u 
the  «vn  declines  f  JTow  may  a  complete  circular  tow  he  seen  f  What  Is  a  primary 
bow?  A  secondary  bow?  How  is  it  formed  ?  Why  are  ih^ colore  in  the  eeeondary 
bow  refoeraed  in  order  7  JTow  do  the  colore  in  the  twoioioe  compare  in  hriUianey  t 
Does  eftch  observer  see  the  eame  bowt  Why  notf  (814.)  What  is  chromatio 
aberration  ? 

14* 


omcu.  ufSrcuMKXTS. 
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A  great  variety  of  devices  have  been  employed  to  obviate  the 
defects  of  spherical  and  chromatic  aberration,  and  at  the  sajne  time 
to  obtain  a  sufficiency  of  illumination  to  render  vision  distinct.' 
Hence  the  variety  of  telescopes  is  very  great.    Only  a  few  of  the 
most  important  will  be  described  in  these  pages. 

The  Oalilean  Telesoope. 

31§.  The  Galilean  Telescope,  named  from  its  illustri- 
ens  discoverer,  Galileo,  coni^sts  essentially  of  a  convex  object- 
glass^  which  collects  the  rays  from  an  object,  and  a  concave 
eye-piece,  by  meanc  of  which  the  rays  from  each  point  of 
the  object  are  rendered  parallel,  and  capable  of  produdug 
distinct  vision. 

Fig.  212  shows  the  course  of  the  rays  in  the  Galilean 
telescope.  Pencils  of  rays  from  points  of  the  object,  AB, 
falling  upon  the  object  lens,  O,  are  converged  by  it,  and  tend 
to  form  an  image  -beyond  the  eye-piece,  o.  The  concave 
eye-piece  is  placed  so  as  to  intercept  the  rays  coming  from 


Fig.  212: 

the  object-glass,  being  at  a  distance  from  the  image  equal 
to  its  principal  focal  distance.  In  consequence  of  this 
arrangement,  the  pencil  of  light  coming  from  A^  is  converged 
by  the  object-glass,  and  falling  upon  the  eye-piece,  is  di- 
verged and  refracted  so  as  to  appear  to  the  eye  to  come 
from  a.  In  like  manner  the  pencil  from  ^,  appears  to  the 
eye  to  come  from  J. 


What  are  the  tpecial  otyeeta  to  de  attained  in  making  a  teleecope?  (3 18*). 
What  is  a  Galilean  Telescope }  Dncribe  it.  Explain  the  course  ot  the  rays  in  a 
Galilean  telescope. 
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The  image  is  erect  and  yirtual,  and  because  the  visnal  angle  under 
"which  the«imago  is  seen,  is  greater  than  that  under  which  the  object 
would  be  seen  without  the  telescope,  it  appears  magnified. 

Opera-glasses  are  simply  Galilean  telescopes.  They  possess  the 
advantage  of  showing  objects  in  their  proper  position,  of  being  shor< 
and  portable,  and  of  being  well  illuminated. 

The  Galilean  telescope  is  not  adapted  to  astronomical  observation, 
because  the  image  formed  is  virtual ;  nevertheless  it  was  with  such 
an  instrument  that  Galileo  discovered  the  satellites  of  Jupiter. 

The  Astronomical  Telescope.  \ 

319.  Tfie  AsTRONOincAL  Telescope  consists  essentially 
of  two  convex  lebses,  the  one,  o,  being  the  object-lens,  and 
the  other,  O,  the  eye-piece.  The  object-glass  forms  an  in- 
verted image  of  the  object,  which  is  viewed  by  the  eye- 
piece. 


Fig.  218.  • 

Fig.  213  represents  the  course  of  the  rays  in  this  instrn- 
ment.  A  pencil  of  rays  coming  from  A^  is  converged  by  o, 
to  a  focus  a,  whilst  a  pencil  from  -B,  is  brought  to  the  focus 
b.  In  this  manner  the  lens  o,  forms  an  image,  ab^  of  an 
object,  AB,  which  image  is  real  and  inverted.  The  eye- 
piece, (?,  is  placed  at  a  distance  from  ab  equal  to  its  prin- 
cipal focal  distance.  The  pencil  coming  from  the  points, 
a  and  J,  of  the  image,  are  refracted  so  as  to  appear  to  come 
from  the  points,  c  and  d.    The  visual  angle,  that  is,  the 

Sow  ?«  fhe  image?  Give  an  wampU  of  a  GaUlean  teleaoops.  Their  advart. 
taffe$f  h  VhA  OaUlMn  telescope  adapted  to  astronomical  purposes  i  (310-) 
What  is  tbe  Astronomical  Telescope  t    Explain  the' course  of  the  rays  In  it 
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augk  formed  by  tlie  extreme  rays  which  enter  the  eye,  is 
greater  than  it  would  be  in  viewing  the  object  without  the 
telescope,  and  consequently  tlie  object  appeara  to-  be  magni- 
fied. 

In  thin,  OS  in  all  other  telescopes,  Ills  cye-plece  is  capable  ofbeiug 
pushed  ill,  or  <Irawii  out,  to  enuble  tho  observer  to  accotnmodate  it 
to  nea.r  as  well  as  distant  □bjecla. 

The  objeot-glass  is  made  as  large' hs  possible,  and  should  be 


Bvaii  fke  tyt-pitce  atljattiit 


OFnCAL    INSTRUMENTS.  327 

achromatic  (Art.  315).  The  eye-glass  is  made  qaite  convex,  so  as 
to  magnify  the  image  formed  by  the  object-glass. 

Fig.  214  represents  an  astronomical  telescope  mounted  for  use. 
It  rests  upon  a  cast-iron  stand,  with  three  feet,  called  a  tripod.  The 
tripod  supports  a  rertical  axis,  capable  of  turning  around  in  its  sup- 
ports ]  the  telescope  is  attached  to  the  top  of  this  axis  by  a  hinge 
joint.  These  arrangements  enable  the  observer  to  direct  the  telescope 
to  any  point  of  the  heavens.  The  telescope  may  be  raised  or  de- 
pressed by  means  of  a  rack,  worked  by  toothed  wheels,  set  in  motion 
by  a  crank,  as  shown  at  the  bottom  of  the  figure. 

A  smaller  telescope  with  a  larger  field  of  view  is  attached  to  it,  to 
aid  the  observer  in  fixing  the  instrument  on  any  object.  This  teles- 
cope is  called  the  seeker. 

The  Texrestrial  Telescope* 

320.  The  Tebbestbiax  Teuescope  differs  from  the  as- 
tronomical telescope,  in  having  two  additional  lenses^  which 
together  constitnte  what  is  called  an  erecting  piece.  The 
olgect  of  the  erecting  piece  is  to  invert  the  image  formed 
by  the  object-lens,  so  that  objects  may  appear  erect  when 
viewed  through  the  telescope* 


4U>" 


Fig.  215. 


Fig.  216  shows  the  course  of  the  rays  in  a  terrestrial 
telescope.  AB  is  the  object^  o  is  the  object-lens^  m  and  w, 
two  convex  lenses,  constitute  the  erecting  piece,  and  O  is 
the  eye-piece. 

The  erecting  piece  is  so  placed  that  the  distance  of  the 
image,  7",  shall  be  at  a  distance  from  m,  equal  to  its  prin- 
cipal focal  distance. 

„  _  —  ■    I  ■  -  ■  a  ■  ■    ■■  —  ■  ■!    I     .  ■■  I  ■  -    ■  ■  ■■—■■■■» 

What  is  said  of  the  object-glass  and  of  the  eye^piece  f  ( 320.)  In  what  respect 
does  the  Terrestrial  differ  from  the  Astronomical  Telescope  ?  What  is  the  object  of 
the  erecting  piece  ? 


< 
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A  pencil  of  rays  from  A^  falling  upon  the  object-lens,  is 
converged  to  a  focus  at  the  lower  end  of  the  image,  J;  the 
pencil  proceeding  from  7",  is  converted  into  a  beam  by  the 
lens,  m,  directed  obliquely  upwards,  which  beam  is  con- 
verged to  a  focus  at  i.  In  this  manner  an  erect  image,  *,  is 
formed,  which  is  then  viewed  by  the  eye-piece,  O.  The 
eye-piece  refracts  the  pencils  coming  from  the  image  i,  so 
as  to  make  them  appear  to  come  from  ab. 

The  angle,  trader  which  ab  is  seen,  is  the  visticd  angle^ 
and  being  greater  than  the  angle  under  which  AB  would 
be  seen  wdthout  the  telescope,  the  object  is  magnified. 

The  number  of  times  which  the  visual  angle  of  the  image 
contains  the  visual  angle  of  the  object,  is  the  magnifying 
power  of  the  telescope. 

The  terrestrial  telescope  is  used  at  sea  and  on  land  for  viewing 
objects  at  a  distance.  It  may,  for  convenience,  be  mounted  in  the 
same  way  as  the  astronomical  telescope  shown  in  Fig.  214. 

Reflecting  Telescopes. 

821.  A  Refi^ecitng  Telescope  is  one  in  which  the 
image  of  a  distant  object  is  formed  by  means  of  a  reflector 
or  speculum,  which  image  is  then  viewed  by  an  eye-piece. 
The  eye-piece  is  either  a  single  lens  or  a  combination  of 
lenses. 

One  of  the  first  telescopes  of  this  description  was  con- 
structed by  Newton,  and  this  is  the  only  one  of  the  kind 
which  we  shall  describe  in  detail. 

Ne-vTtonian  Telescope. 

'822.  Fig.  216  shows  a  Newtonian  Telescope,  as  con- 
structed by  M.  Feoment,  of  Paris,  with  improvements  in- 
troduced by  that  distinguished  physicist. 

Peacribe  the  course  of  the  rays  in  the  terrestrial  telescope.  What  is  the  inae:nif7ing 
power  ?  What  ia  ths  U96  of  the  terrestrial  teleaeope  T  (321.)  What  is  a  reflecting 
telescope?    (  323.)  Describe  the  Newtoidan  Telescope. 
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FIC9I6. 

Tig.  217  shows  the  same  telescope  in  section,  and  indi- 
cates the  course  of  the  rays  of  light. 

M  is  a' concave  mirror  placed  at  the  bottom  of  a  long 
tube.  This  reflector  tends  to  form  a  small  image  of  an 
object  at  the  other  end  of  the  tube.  But  before  the  rays 
reach  the  image,  they  ai'e  intercepted  by  a  prism  of  glae,", 
tnji,  so  arranged  that  the  rays  enter  its  first  face  without 
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deviation,  and  strike  its  second  face  so  as  to  be  totally  re- 
flected, which  causes  the  image  to  be  formed  at  ab.  The 
image  thus  formed  is  viewed  by  au  eye-piece  through  the 


side  of  the  telescope.  The  eye-piece  in  this  telescope  is 
made  of  two  plano-convex  lenses,  as  shown  in  the  jfigurc,  the 
combined  effect  of  which  is  to  cause  the  image  to  appear  in 
the  position  BA^  giving  a  great  power  to  the  telescope. 

Fig.  216  shows  the  manner  of  viewing  the  image..  It  also  shows 
a  small  seeker  attached  to  the  tube  of  the  main  instrument,  which  is 
used  in  directing  the  telescope  to  any  required  object. 

HexBchel's  Telescope. 

323.  Sm  William  IIerschel,  of  London,  modified  the 
Newtonian  telescope  by  inclining  the  mirror,  M^  so  as  to 
throw  the  image  to  one  side  of  the  tube,  where  it  could  be 
viewed  by  a  magnifying  eye-piece,  the  observer's  back  be- 
ing turned  towards  the  object. 

The  large  telescope  made  by  this  eminent  astronomer  was  forty 
feet  in  length,  and  the  speculum  had  a  diameter  of  about  five  feet. 
It  was  with  this  gigantic  instrument  that  he  made  some  of  his  most 
brilliant  discoveries. 

Lord  Ross's  Telescope. 
32'i»     Lord  Ross,  of  Ireland,  has  recently  constructed  a  reflect- 

Eoeiplain  Fig.  216.    (HS*^.)  What  modification  did  Hrrschkl  make  In  the  New- 
tonian, telescope  ?    Dwcribe'B.KBACSLVi  M^cope,    (324.)  Describe  Lord  Boss's 

telescope. 
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ing  telescope  bUII  larger  than  Hedsciicl's.  Tbe  tube  is  56  feet  in 
length,  and  Ibe  diameter  of  the  reileuior  iit  more  than  fi  feet.  Tbe 
■peculDra  weiglis  over  4  loiie,  and  the  entire  iuetnimeut  more  than  IS 
torn.  This  telescope  is  supported  by  two  walls  of  maoonry  48  feet 
high,  73  feet  long,  uid  24  feet  distant  from  each  other.  The  in- 
strument is  said  to  have  cost  the  owner  S(iO,000. 

Mloroscopu. 

395.  A  Microscope  ia  a  modification  of  tlie  telescope, 
for  viewing  near  objects. 

Microeeopea,  like  lelescopes,  maybe  composed  of  a  combination  of 
teusea  alone,  or  they  may  be  composed  of  a  combination  of  reflector; 
and  leuBGB.  BcQccting  microGcopcs  are  but  little  used.  We  shall 
only  describe  tbe  refracting  microscope,  of  ^'bicb  Ihers  are  two  kiuda, 
the  simple  and  Iho  compound.  v 

The  Slmpla  UiorcMcope. 

336.  The  Siuflb  Micboscops  conusts  of  a  double  con- 
vex lens  of  abort 
focal  distance.  It 
is  usually  set  in  a 
frame  of  metal  or 
of  horn,  and  held 
in  tbe  hand. 

Fig.  218  shows 
of 


usmg   it.      It    IS 

held  at  a  distance 

fi'om   tbe    object 

to   be  viewed,  a 

little  less  than  its 

prindpal  focal  dis-  ^'^  '^^ 

tance.       In    this 

case,  eacli  pencil  of  light  faUing  upon  it  will  be  deviated  so 


as  to  form  a  b«am,  Vr-hose  axis  passes  tbrongh  the  point 
from  which  the  pencil  proceeds,  and  the  optical  centre. 

The  object  appears  of  the  Eame  Bize  that  it  would  ir  the  eye  irera 
plaoed  at  the  optical  centre  of  the  lens.  Since  the  least  limit  of 
distioet  Tiaion  is  about  eight  incheB,  it  ToDowr  that  a  Biugle  miero- 
ccope  whose  focal  distanee   ia  one  inch,  would  maguifjr  an  object 


Sent  it  th6  taaga^fi/ing  ■potmr  ddtrminid  I 
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eight  times.    If  the  principal  len^  were  on]>'  one  qnartar  of  an 
inch,  it  would  magnify  thirty-tvro  times. 


A 


The  CompouDd  Mioroooope. 

aar.  The  Cojipound  Microscope  consists  essentially  of 
a  double  convex  lena  called  the  o/j^eel-lene,  and  a  second 
double  convex  lens  called  the  eye-piece. 

Fig.   210  represents   a    compound    microscope   and   the 
method  of  using  it.     Fig,  220  shows  the  same  instrument 
in  section,  and  makes  kuonn 
the  course  of  the  rays.     The 
letters  correspond  to  the  same 
parts  in  both  diagrams. 

The  object  to  be  observed 
is  placed  at  a,  between  two 
plates  of  glass  upon  a  suppoil. 
Over  this  is  a  tube,  OAo,  in 
irhich  are  disposed  the  two 
lenses,  the  object-lens,  o,  be- 
ing at  its  lower,  and  the  eye- 
piece, 0,  at  its  upper  ex- 
tremity. The  object,  a,  be- 
ing placed  a  littlo  beyond  the 
principal  focus  of  the  object- 
glass,  this  lens  produces  a  real 
image,  fie,  which  is  inverted. 
The  objectglass,  0,  is  so 
placed  that  its  principal  focus 
in  a  little  beyond  the  image, 
tc.  This  lens  then  acts  as  a 
simple  microscope,  and  mag- 
nifies the  image  as  though  it 
ivorc  at  JiC 


a  Cmpoa 
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The  magnifying  power  depends  upon  the  object-lens.  Tiiis  power, 
is  increased  by  combining  two  or  three  lenses,  as  shown  at  H^  on 
the  right  of  Fig.  220.  .  A  second  lens  is  often  added  to  the  eye-piece, 
as  shown  in  the  Newtonian  telescope,  Fig.  217,  for  the  purpose  of 
remedying  the  defect  arising  from  spherical  aberration.  Moreover, 
all  of  the  lenses  are  made  achromatic. 

Microscopes  of  this  kind  are  constructed  whose  magnifying  power 
is  1800;  but  what  is  gained  in  power  is  often  lost  in  distinctness.  A 
good  magnifying  power  is  600  in  length  and  breadth,  which  gives 
360,000  in  surface. 

The  object,  when  transparent,  is  illuminated  by  a  mirror,  M, 
which  concentrates  the  light  upon  it.  When  the  object  is  opaque,  it 
is  illuminated  by  a  lens,  L,  which  concentrates  the  rays  upon  it. 

The  microscope  is  used  in  the  study  of  botany  to  discover  the  laws 
of  the  vegetable  world  ;  in  entomology  to  study  the  habits  of  minute 
insects ;  in  anatomy  and  medicine  to  study  the  laws  of  animal  physi- 
ology ;  in  the  arts,  to  discover  the  composition  of  mixtures ;  in  com- 
merce to  detect  the  nature  of  stafis,  and  so  on.  Its  use  is  almost 
universal,  either  as  an  instrument  of  research  or  of  curiosity. 

The  Magic  Lantern. 

828«  The  Magic  Lanteen  is  an  apparatus  for  formmg 
upon  a  screen  enlarged  images  of  objects  painted  on  glass. 
It  was  invented  about  two  huadred  years  ago,  by  Father 
KiKCHER,  a  German  Jesuit. 

Fig.  221  represents  a  magic  lantern  in  use,  whilst  a  sec- 
tion of  the  same  instrument  is  shown  in  Fig.  222. 

It  is  composed  of  a  box,  in  which  a, lamp  is  placed  before 
a  reflector,  M;  the  light  is  reflected  upon  a  lens,  X,  and  is 
converged  so  as  to  illuminate  strongly  the  plate  of  glass,  ab^ 
upon  which  the  picture  is  painted.  Finally,  a  combination 
of  two  lenses,  w?,  acting  as  a  single  convex  lens,  is  placed  so 


Upon  what  doM  the  vnagnifying  potoer  depend  ?  Why  in  a  eeeond  lene  added 
to  the  eye-piece  ?  Ilote  great  may  the  magnifying  power  he  made  ?  ffow  is  the 
object  ittuminated  f  What  are  awne  of  the  tiee»  of  the  microecope  ?  (  328-)  What 
is  a  Mwrio  Lantern  ?  By  whom  invented  ?  Describe  the  constrnction  und  method  of 
using  the  magic  lantern. 
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that  the  plate,  ab,  shall  I)o  n,  littlo  beyond  its  principal  focns. 
At  this  distance  the  lenses  prodnco  {as  ah  own  in  Fig.  180) 
a  magnified  and  inverted  imago  of  the  picture  punted  on 
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the  glass.    The  picture  on  the  glass  should  be  inverted,  in 
order  that  its  image  may  appear  erect. 

The  image  on  the  screen  will  be  the  more  magnified,  aa  the  plate, 
€U>,  approaches  the  principal  focus  of  the  compound  lens  m.  •  It  will 
also  be  the  more  magnified  as  the  compound  lens  increases  in  power. 

The  Phantasmagoria. 

3d9.  The  Phaio'asmagoria  differs  from  the  magia  lan- 
tern only  in  having  an  arrangement  by  which  the  size  of  the 
image  on  the  screen  may  be  increased  or  diminished  a^ 
pleasure. 

This  modification  will  be  understood  fi-om  an  inspection 
of  Fig.  222,  which  represents  the  magic  lantern.  In  it  the 
lenses,  m,  being  always  at  a  fixed  distance  from  the  picture^ 
aby  the  image,  ^i?,  will  always  be  at  a  fixed  distance  from 
the  instrument,  and  of  the  same  size. 

If  we  suppose  the  lenses,  m,  to  approach  the  glass,  aJ,  the 
image,  AJB^  will  recede  and  become  larger.  We  see  then 
that  the  effect  sought  requires  two  motions:  one  whiclr 
causes  the  lens,  m,  to  approach  the  glass,  aby  and  a  second 
which  causes  the  whole  apparatus  to  recede  from  the  screen 
A  By  so  that  the  image  may  always  fall  upon  it. 

To  effect  this  double  motion,  the  tube  which  contains  the 
lenses  is  arranged  to  slide  out  and  in,  whilst  the  whole 
apparatus  is  mounted  on  wheels,  covered,  with  cloth  so  as 
to  prevent  sound  in  moving  it. 

Fig.  223  shows  an  apparatus  arranged  in  this  manner,  which  is 
composed  of  two  magic  lanterns  united  in  one.  For  the  present  let 
us  take  note  only  of  the  nearest  lantern.  To  exhibit  the  effects  of 
the  phantasmagoria,  a  screen  of  white  muslin  is  stretched  between 
the  instrument  and  the  spectators,  and  the  exhibitor,  by  placing  the 
lens  at  some  distance  from  the  picture,  forms  a  small  image  on 
the  screen,  which  is  seen  through  the  muslin  by  the  spectators,  who 
;  J _ 

(329L)  How  does  the  Phantasmagoria  differ  from' the  Ma^o  Lantern?  Ezptain 
the  modification  in  detail.  Explain  the  action  ol  the  phantasmagoria.  Ba^Moin 
Fig.  228. 
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are  in  profoond  darkness.  The  exhibitor  now  pushes  in  the  lens 
wiih  one  hand,  whilst  with  the  other  he  draws  back  the  apparatus, 
eaasing  the  image  to  enlarge  upon  the  screen.  The  gradual  enlarge- 
ment of  the  image  causes  the  spectators,  who  have  no  means  of 
judging  of  its  exact  location,  to  suppose  that  the  image  is  approach- 
ing them. 

It  has  been  suggested  that  a  similar  effect,  produced  by  a  combi- 
nation of  mirrors,  was  used  in  aucieut  times  for  the  purpose  of 
frightening  those  who  were  initiated  into  the  mysteries  of  Isis  and 
Ceres,  by  causing  images  of  the  dead  to  appear  when  invoked. 

The  Poljn^aina  and  Dissolving  Views. 

S80.  The  PoLTiiA3L/L  consists  of  a  double  magic  lantern, 
as  shown  in  Fig.  223.  The  Dissolving  Views  are  obtained 
by  using  both  lanterns.  Thus,  if  a  pictui'e  of  a  daylight 
scene  be  painted  upon  one  of  the  slides,  and  of  the  same 
scene  by  moonlight  be  painted  on  the  other,  the  first  picture 
is  thrown  upon  the  screen  strongly  illuminated,  the  other 
one  being  entirely  excluded  by  a  screen  which  covers  the 
second  lens.  By  an  arrangement  operated  by  the  exhibitor, 
the  light  is  gradually  cut  off  from  the  fii^st  picture  and  ad- 
mitted upon  the  second,  the  first  fading  away  insensibly, 
whilst  the  second  as  insensibly  grows  briMter.  In  this  way 
all  of  the  effects  intermediate  between  full'^ylight  and  full 
moonlight  may  be  obtained  in  succession.    ; 

In  this  way  a  volcano,  earm,  and  only  surmounted  by  a  light  c'oud 
of  smoke,  may  be  followed  by  a  picture  of  the  same  volcano  sending 
forth  volumes  of  flame  and  smoke.  A  storm  may  be  made  to  succeed 
a  smiling  landscape,  and  so  on;  the  illusion  is  complete.  .,, 

.Y 

The  Photo-Blectrio  Microscope. 

33 1.  The  Photo-electric  Microscope  is  constructed 
on  the  same  optical  principles  as  the  magic  lantern,  except 


( 330.)  What  is  the  Polyrama?    Explain  the  method  of  produoing  the  Dissolviog 
Views.    Illustrate.    (331.)  What  is  the  Fhoto-Ekotric  Microscope? 
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that  the  light  emplojod  is  obt:iined  by  passing  an  electric 
ciUTent  between  two  charcoal  points.  Tile  pictures  on  the 
shades  are  also  made  smaller  than  in  the  magic  lantern, 
which  requires  a  greater  illnmination. 


Fi6.  22i 

Fig.  224  represents  in  detail  the  arrangement  of  this 
instrument.  At  the  foot  of  the  apparatus  is  a  battery  for 
generating  electricity,  which  will  be  described  hereafter. 
The  electricity  ia  conveyed  to  the  charcoal  points  in  the 
box,  £,  by  means  of  two  copper  wires,  one  going  to  the 

EipliEfl  th«  HruigemeDt  at  putt. 
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upper,  and  the  other  to  the  lower  point.  The  points  being 
slightly  separated,  the  circuit  is  completed  only  by  the 
electncity  passing  across  the  interval,  which  gives  rise  to  a 
light;  of  extreme  brilliancy. 

In  the  figure,  /  represents  a  parabolic  reflector  for  con- 
centrating the  light  upon  the  slide,  X,  through  a  lens,  O. 
2>  is  a  lens  which  forms  a  magnified  image  of  the  minute 
object  on  a  screen.  The  tube  in  which  the  lens,  i>,  is 
•placed,  may  be  drawn  out  or  pushed  in  to  vary  the  magni- 
fying power  of  the  apparatus. 

The  magnifying  power  of  this  instrument  may  be  made  extremely 
great,  and  by  suitable  management  it  serves  to  show  to  a  large  com- 
pany the  wonders  of  the  micro&:copic  world. 

One  of  the  most  remarkable  experiments  made  with  it,  is  to  show 
the  circulation  of  the  blood.  Instead  of  a  picture  on  the  slide,  let 
the  tail  of  a  tadpole  be  placed  between  two  plates  of  glass  and  in- 
troduced. There  will  appear  upon  the  screen  what  seems  an  illumi- 
nated map,  all  of  whose  streams  flow  with  a  rapid  current.  It  is 
but  the  blood  circulating  with  great  velocity  through  the  arteries 
and  veins.  ' 

The  phenomena  of  crystallization  are  exceedingly  beautiful  when 
seen  by  this  microscope.  If  a  drop  of  a  solution  of  sol  ammoniac, 
for  example,  be  poured  upon  a  plate  of  glass,  and  then  introduced 
into  the  instrument,  the  heat  will  cause  the  water  to  evaporate,  pro- 
ducing one  of  the  most  beautiful  examples  of  crystallization  that  can 
be  exhibited. 

The  minute  animaleulsB  of  solutions  and  stagnant  water  can  oe 
shown  by  this  microscope. 

When  the  light  of  the  sun  is  used  instead  of  the  electric  light,  the 
apparatus  is  called  the  solar  microscope. 

The  Diorama. 

332.  The  Diorama  consists  of  two  pictures,  one  on  each 
side  of  a  transparent  muslin  screen,  these  pictures,  as  in 

How  la  the  magnifying  power  varied?  What  are  ita  advantage*  f  ffovois  ths 
circulation  qf  the  blood  Bhownt  The  phenomena  of  cry(AaU4maiiont  AfUmal' 
culm  t    What  ie  a  wlar  microscope  t    ( 332.)  What  is  the  Diorama ? 
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the  polyramn,  being  different  effects  of  tho  same  scene. 
One  of  these  pictures  is  seen  directly,  and  the  other  by 
transmitted  light,  suid  the  illusion  ai'iiies  from  the  light  being 


ni.inagecl  so  as  to  produce  cither  of  these  effects  jit  pleasure. 
Fig,  225  e:ip!ains  the  manner  of  exliibiting  this  kind  of 
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picture.  The  two  vifews  are  painted  on  opposite  sides  of  a 
vertical  screen.  The  first  effect  is  painted  upon  the  front 
of  the  screen,  and  is  seen  by  light  that  enters  a  window,  Jf, 
and.:&lling  upon  a  movable  mirror,  JS',  is  thro-wn  so  as  to 
illuminate  the  front  of  the  screen.  The  room  behind  the 
screen  being  dark,  no  part  of  the  picture  on  the  other  side 
of  the  screen  is  seen. 

If,  now,  the  mirror  -EJ  be  lowered  gently,  the  shutters, 
i\riV^  being  at  the  same  time  slowly  opened,  the  picture  on 
the  front  of  the  screen  wdll  fade  away,  to  be  replaced  by  that 
on  the  other  side,  now  seen  by  transmitted  light.  When 
the  mirror  is  let  completely  down,  and  the  shutters,  iV!ZV^  are 
completely  opened,  the  only  effect  that  will  be  seen  will  be 
that  from  behind. 

The  diorama  was  invented  and  perfected  by  Da  guerre,  the 
celebrated  discoverer  of  111'-  daguerreotype.  Many  of  his  pictures 
of  this  kind  had  a  high  reputation,  among  which  may  be  mentioned 
his  Midnight  MasSj  and  his  Valley  of  Goldeau. 


The  Camera  Obk< 


cura. 


333.  The  Camera  Obscura  is  an  instrument  used  for 
forming  a  clear  picture  of  objects  upon  a  screen  of  grpund 
glass  or  paper. 

It  consists.  Fig.  226,  of  a  closed  box  mounted  on  a  stand, 
having  a  small  hole  ou  one  side  and  a  screen  for  receiving 
the  image  on  the  opj^osite  side.  The  hole  may  be  of  any 
dunensions,  if  a  con flpf^^ens  be  jolaced  in  it  capable  of  filling 
it,  and  of  such  power  as  to  bring  the  rays  to  a  focus  on  the 
op])osite  screen. 

Fig.  220  shows  how  the  image  is  fornicd  in  the  camera 
obscura.     The  pencil  of  rays  coming  from  the  soldier's  cap 
goes  to  form  an  image  at  the  bottom  of  the  box,  whilst  that- 
coming  from  his  feet  goes  to  foi'ni  an  image  at  the  top  of 

Explain  the  method  of  exhibitlnfic.     Who  invented  ihs  diorama  t    (  338.)  What 
is  the  Camera  Obsenra  ?    Describe  it    Explain  the  coarse  of  the  rays. 
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Iho  screen.  The  image  is  invort<id  and  reversed  in  a  hori- 
zontal direction,  but  in  eveiy  otiier  respect,  including  color, 
it  is  a  perfect  repreaentation  of  the  object  pictured. 

The  camera  obscura  afTorda  aid  in  Bkolching  the  outlines  of  a 
landsoape  or  building,  but  iU  principal  importance  at  present  can dsts 
in  its  application  to  the  various  branches  o!  Photography.  It  may 
alfco  be  used  as  a  source  of  amusement. 

ThS  images  formed  by  a  camera  obscura  pos^eGS  the  remarkabls 
peculiarity  of  being  entii^ly  independent  of  the  shxpo  of  Iho  opening 
in  the  box,  provided  it  be  quite  small.  The  Khapo  of  the  images  is 
the  same,  whether  the  opening  be  square,  round,  triangular,  or  ob' 

To  show  this,  let  us  consider  the  case  of  a  beam  of  solar  light 
entering  a  dark  room  through  a  hole  in  a  shutter,  Fig.  227.  Witli 
respect  to  Iho  sun,  the  hole  in  the  shutter  is  but  a  point,  hence  tlio 
group  of  rays  which  enter  it  form  in  reality  a  eono  whose  base  is  Iho 
sun.     The  prolongation  of  these  rays  into  tho  room  makes  iip  another 
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cone  eimUar  in  shape  to  tlie  lirsl,  anil  if  this  caiie  be  Jntercepled  bj 
El  screen  perpeniliculiir  to  tlio  line  joining  the  liole  w  ith  tlie  centre  ol 
the  sun,  tlie  imago  formed  ^vill  he  a  ciicle.  If  the  rajs  aie  inter- 
cepted by  an  oblique  plane,  as  in  the  figure,  the  imago  is  cllipUcal, 
but  It  never  takes  the  form  of  the  hole  when  that  is  small 

In  accordance  tvith  this  principle,  we  find  the  illummated  patches 
of  eattlk  formed  by'liglit  passing  between  the  leases  m  a  forest  of  a 
circular  or  elliptical  shape.  This  is  Illuiitrated  in  Ti,  22S  In  an 
eclipBe  of  the  tun,  wlien  the  viiiibie  portion  of  Ihi.  eun  J«  ul  cref-ccnt 
shape,  iJie  patches  of  light  all  assume  the  cresi^ni   lorm     (hat  is, 
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tliey  ve  imases  o(  the  visible  part  of  the  sua.    The  reason  of  this 
eiirtoiu  pheuomefion  is  evident. 

Manner  of  rendering  the  Image  eieot. 

834.  The  maimer  of  producing  erect  images  of  external 
objetts  in  a  camera  obscura,  or  dark  room,  is  shown  in 
Fig.  229.  A  little  above  the  hole  a  plane  mirror  ia  so  placed 
as  to  reflect  the  rays  which  eater  it  upon  a  convex  lena 
fixed  at  the  extremity  of  a  tube.  Thia  reflection  inverts  tlie 
beam  of  light  and  makes  the  image  erect,  which  may  then 
bo  thrown  upon  a,  suitable  screen  for  obeervation. 

Such  images  are  perfect  represeiitatioDS  of  the  external  objects 
which  Iher  represent,  being  perfectly  faithful,  not  only  in  form  and 
color,  but  in  motion  also.  When  images  of  street  scenes,  with  all 
tlieir  life  and  motion,  are  thus  formed,  they  are  very  striking  as  well 
as  iuteresting. 
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The  Portable  Camera  for  Artists. 

385*  For  taking  views,  the  camera  obscura  should  be 
light  and  portable.  The  best  form  is  that  shown  in  Fig.  230. 
It  consists  of  a  sort  of  portable  tent  of  black  cloth,  within 
which  is  a  table  for  receiving  the  image,  and  at  the  top  of 
which  is  a  tube  bearing  a  prismatic  lens,  that  produces  the 
combined  effect  of  the  mirror  and  lens,  as  shown  in  Fig.  229. 
The  figure  projected  iipon  the  table  may  be  traced  out  with 
a  pencil  on  a  sheet  of  white  paper. 


Fig.  281. 

Fig.  231  shows  the  course  of  the  rays  in  forming  the 
image.  The  rays  coming  firom  the  object,  AJB^  fe.ll  upon 
the  convex  face  of  the  lens  and  are  converged,  and  in  this 
state  they  reach  the  plane  surface,  m,  which  is  inclined  to 
the  horizon.  Being  totally  reflected  from  the  surface,  m, 
they  emerge  through  the  slightly  concave  surface  below, 
and  go  to  form  an  image,  aJ,  on  the  table,  P.  A  sheet  of 
paper  is  spread  on  P,  to  receive  the  image,  and  on  it  the 
outlines  may  be  traced. 

The  Daguerreotype. 

836.  One  of  the  most  important  applications  of  the 
camera  obscura,  is  in  forming  pictures  upon  plates  of  pre- 

( 885.)  Explain  the  constractlon  of  the  Portable  Camera  for  Artists.    Explain  the 
•onxM  of  the  rays.    (  836-)  What  is  the  most  important  application  of  the  camera  f 
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pared  metal  or  paper,  by  the  actinic  or  chemical  action  of' 
the  light. 

The  diflcoyery  of  the  dagnerreotyping  process,  like  many  other 
dificoverieB  of  magnitude,  was  preceded  by  many  partially  successful 
efforts.  One  of  the  most  important  of  them  was,  perhaps,  that  of 
Talbot,  who  succeeded  in  fixing  images  on  prepared  paper  by  means 
of  solar  light.  The  main  discovery  is,  however,  due  to  M.  Da- 
6UERR£,  who  in  1839  announced  that  he  could,  by  a  process  occu- 
pying but  a  few  minutes,  fix  the  image  of  a  camera  upon  a  metallic 
plate. 

During  the  twenty  years  that  have  elapsed,  improvements  have 
followed  each  other  in  rapid  succession,  until  the  process  of  daguerro' 
otyping  in  all  its  various  branches,  gives  remunerative  employment 
to  thousands.  It  is  not  only  one  of  the  most  interesting  discoveries 
of  modem  times,  but  bids  fair  to  become  of  immense  utility. 

Process  of  Daguerre. 

837.  The  process  of  Daguerre  begins  by  receiving  the  image  of 
the  camera  upon  a  proper  plate,  covered  with  a  thin  layer  of  silver, 
whose  surface  has  been  carefully  polished  and  rendered  sensitive  to 
light.  The  polished  plate  is  rendered  sensitive  by  means  of  iodine. 
Iodine  is  solid  at  ordinary  temperatures,  but  is  easily  converted  into 
vapor  by  a  slight  degree  of  heat.  The  plate  is  held  over  the  vapor 
of  iodine  for  about  two  minutes,  during  which  time  a  thin  layer  of 
the  silver  unites  with  the  iodine,  forming  a  coating  of  iodide  of  silver^ 
which  is  exceedingly  sensitive  to  light.  The  plate  thus  prepared  is 
placed  in  the  camera,  so  as  to  receive  the  image  to  be  copied,  and  is 
acted  upon  by  the  rays  forming  the  image.  The  plate  is  next 
exposed  for  a  few  minutes  to  the  vapor  of  mercury.  The  mercury 
unites  with  the  silver  where  it  has  been  acted  upon  by  the  light, 
forming  a  white  amalgam,  giving  the  lights  of  the  picture,  whilst 
the  other  parts  remain  dark. 

This  process  was  imperfect ;  the  plates  required  ten  or  twelve 
minutes'  exposure  to  light,  in  order  to  fix  an  impression,  which 
rendered  the  method  unsuitable  for  portraits;  the  pictures  formed 
were  indistinct  and  easily  effaced,  and  finally,  the  reflected  light 


Olee  a  titetek  ^ihe  history  qf  the  Daguerreotype,    (  337-)  J^xpktin  iheproeeee 
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from  the  platea  diminished  the  distinctneBB  of  vision.     All  ot   these 
defects  -were  remedied  hy  a  single  man,  M.  FizEiu 

By  using  bromine  witli  iodine  in  preparing  the  plat-es,  he  rendered 
them  BO  sensitive,  that  from  sii  to  thirty  seconds  formed  a  sufficient 
exposure.  He  fixed  the  images  and  prevented  exocKeive  reflection, 
by  using  chloride  of  gold  and  hypoeulphite  of  soda  vvith  gentle  heat. 
This  process  not  only  had  the  effects  named,  but  it  also  increased 
the  brightness  of  the  picture.  Since  these,  other  improvements 
have  been  mode,  till  at  last  iu  BkiLlful  hands  it  has  reached  a  state 
■of  great  perfection. 


Fig.  233  represents  the  form   of  camera  used  in  the  process  of 
daguerreotyping.     It  consistH   of  a  reotangnlar  wooden  boi,  to  one 

BBjiain  Ot  nod^lBaUmi'  ofTauB.    iSqjtato  «•  con^ruMo*  and  m(»«t  <^ 
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face  of  which  is  attached  a  tube,  bearing  a  lens,  which  forms  ^e 
image.  The  opposite  face  of  the  box  consists  of  a  sliding  drawer, 
holding  a  plate  of  ground  glass,  upon  which  the  image  is  thrown, 
and  by  drawing  it  out,  or  sliding  it  in,  the  picture  may  be  rendered 
distinct  upon  the  glass.  When  the  image  is  clearly  defined,  the 
plate  of  glass  is  removed,  and  the  prepared  silver  plate  introduced, 
and  the  process  above  described  is  performd. 

Photography. 

838«  Photography  is  the  art  of  fixing  the  picture  of 
the  camera  upon  paper. 

We  shall  only  point  out  in  what  respect  this  art  difiers  from  that 
of  daguerreotyping.  The  picture  is  first  made  on  a  plate  of  glass, 
covered  with  a  thin  coating  of  collodion,  rendered  sensitive  to  light 
by  processes  analogous  to  those  used  in  daguerreotyping.  The 
picture  obtained  has  the  lights  and  shades  reversed,  and  is  called  a 
negative, 

^  By  laying  this  negative  upon  prepared  paper,  the  action  of  the 
light  again  reverses  the  position  of  the  lights  and  shadows,  and  the 
picture,  after  being  fixed  by  chemical  means,  may  be  mounted  and 
treated  in  all  respects  as  an  engraving.  The  same  negative  may  be 
used  in  producing  any  number  of  positive  pictures. 

Structure  of  the  Eye. 

889*  The  Eye  is  a  collection  of  refractive  media,  by 
means  of  which  we  are  made  acquainted  with  the  external 
world  through  the  sense  of  sight. 

As  an  optical  instrument  the  eye  is  inimitably  perfect;  it  has  not 
the  faults  either  of  spherical  or  chromatic  aberration,  and  withal,  it 
possesses  the  remarkable  property  of  self-adaptation  to  great  as  well 
as  small  distances.  No  artificial  instrument  has  any  of  these  quali- 
ties in  perfection. 

The  shape  of  the  eye  is  spherical,  with  a  slight  protuber- 

(338.)  What  is  Photography?  BbiD  cfoe8  U  differ  fr^m  doffuerreo^ypingt 
(889.)  Of  what  la  the  Eye  compoaed?  What  are  Ut  optical  proptriU»9  ita 
•liapef 
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iince  in  front ;  the  average  diameter  of  the  hnman  eye  is 
a  little  less  than  nine  tenths  of  an  inch.  Fig.  233  represents 
a  section  of  an  eye,  with  some  of  the  coverings  tlirown  back 
BO  as  to  show  the  position  of  the  parts. 


rig.  istk 

The  anterior  part  of  the  eye  is  limited  by  a  perfectly 
transparent  membrane,  c,  called  the  cornea.  The  remainder 
of  the  exterior  coating  is  an  opaque  white  membrane,  called 
the  sclerotic  eoat.  The  cornea  is  set  in  tho  sclerotic  coat, 
as  a  watch-glaes  is  set  in  Its  frame. 

Immediately  behind  the  cornea  is  a  transparent  fluid, 
limpid  as  water,  called  the  aqueous  humor.  In  this  floats 
a  circular  curtain,  hi,  attached  by  its  outer  edge  to  the 
sclerotic  coat,  and  having  a  small  circular  opening  at  its 
middle.  The  curtMn  is  cdled  the  iris,  and  the  hole  in  its 
centre  is  called  the  pupil.  The  iris  gives  color  to  the  eye, 
being  black,  blue,  gray,  <fec. ;  it  is  muscular,  and  by  the  con- 
traction and  expansion  of  the  fibres  the  pupil  may  be  en- 
larged or  diminished ;  it  is  through  the  pupil  that  rays  of 
light  enter  the  eye. 

Behind  the  iris  is  a  double  convex  lens,  0,  called  the 
crystalline  lens  ;  it  is  of  the  consistence  of  gristle,  perfectly 
transparent,  more  curved  behind  than  in  front,  and  ia  denser 
towards  iu  middle  than  at  the  edges.     This  lens  serves  to 
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converge  the  rays  to  foci  behind  it.  Immediately  behind 
the  crystalline  lens  is  a  medium  nearly  fOling  the  remainder 
of  the  cavity 'of  the  eye,  called  the  vitreous  humor  ;  it  is  of 
the  consistence  of  jelly,  and  perfectly  transparent,  permit- 
ting the  rays  to  pass  through  it. 

Immediately  behind  the  vitreous  humor  is  a  thin  white 
expansion  of  the  optic  nerve,  lining  nearly  all  of  the  sclerotic 
coat ;  this  is  called  the  retina^  and  is  the  seat  of  vision. 
Behind  the  retina,  and  between  it  and  the  sclerotic  coat,  is 
a  fine  velvety  coating  called  the  choroid  coat^  covered  with 
a  black  pigment,  which  absorbs  the  rays  that  pass  the  retina, 
preventing  internal  reflection.  The  sensation  of  sight  is 
conveyed  to  the  brain  by  the  optic  nerve,  which  goes  to  the 
brain. 

The  Mechanism   of  Vision. 


840.  The  action  of  the  eye  is  similar  to  that  of  the 
camera  obscura,  except  more  perfect ;  the />ujt>e7  corresponds, 
to  the  hole  in  the  shutter,  the  crystalline  lens  forms  the 
image,  and  the  retina  is  the  screen  on  which  the  image  falls. 
The  image  formed  is  of  course  inverted,  as  shown  in  Fig. 
238,  but  the  mind  refers  objects  along  the  rays  which  pro- 
duce the  sensation  of  sight,  hence  points  appear  in  their 
proper  position ;  that  is,  we  see  objects  erect. 

Umit  of  Distinct  Vision.  —  Defects  of  Sight. 

341.  When  an  object  is  placed  very  near  the  eye,  the 
lens  has  not  sufficient  power  to  bring  the  rays  to  foci  on  the 
retina,  and  an  indistinctness  of  vision  is  the  consequence. 
The  least  distance  at  which  an  object  can  be  seen  distinctly 
i«  very  different  in  different  individuals.  It  may,  on  an 
average,  be  put  down  at  six  inches.  Sometimes  this  limit 
is  not  the  same  for  both  eyes  in  the  same  individual. 


The  yitreoiiB  hamorf  The  retina?  The  choroid  ocatf  The  optic  nerref 
(  840.)  DMorlbe  the  oiechuilsm  of  vision.  (341.)  Wh»t  ii  the  averege  limit  of 
diethict  Tirion  t 
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When  the  limit  of  distinct  vision  is  much  less  than  six 
inches,  the  individual  is  said  to  be  short-sighted ;  when  it 
is  much  greater  than  sIj^  inches,  he  is  said  to  be  long- 
sighted. 

Short-sightedness  comes  from  too  great  convexity  of  the 
cornea,  or  crystalline  lens,  or  both.  The  effect  is  to  bring 
the  rays  to  foci  before  reaching  the  retina,  giving  an  indis- 
tinctness to  vision.  This  defect  is  remedied  by  using 
spectacles  with  concave  lenses,  which  diverge  the  rays 
before  falling  upon  the  cornea,  and  thus  enable  the  media 
of  the  eye  to  bring  them  to  foci  upon  the  retina.  If  the 
eyes  are  unlike,  the  lenses  should  be  of  different  power. 

Long-sightedness  is  a  defect  just  the  reverse  of  short-  * 
sightedness.    It  arises  from  too  great  flatness  in  the  coniea, 
or  crystalline  lens,  so  that  rays  of  light  are  brought  to  foci 
behind  the  retina.     This  defect  is  remedied  by  using  spec- 
tacles  with  convex  lenses. 

Short-sightedness  is  a  defect  of  youth,  and  is  gradually 
removed  as  the  individual  advances  in  years ;  long-sighted- 
ness is  a  defect  of  advanced  age,  and  otice  commenced,  it 
gradually  increases  with  years,  probably  because  the  organs 
which  secrete  the  media  of  the  eye  become  feeble  as  life 
advances. 

The  best  form  of  convex  glasses  for  spectacles  is  the 
menLscus,  0,  Fig.  1 86,  and  the  best  form  of  concave  glasses 
is  the  concavo-convex,  7?,  Fig.  1 87.    These  glasses  are  called 
periscopic^  because  they  permit  a  wider  range  of  vision  than  • 
other  forms  of  lenses. 

Vision  with  two  Syes. 

349«  An  image  of  every  object  viewed  is  formed  in  each 
eye,  yet  vision  is  not  double,  but  single.     This  is  regarded* 

«       , . 

--  --   ■  —  -  ..  ■  I      ■ 

When  is  a  person  short-sighted?  When  long-sighted  ?  What  is  the  canse  of  sh«»rt- 
sightedness  ?  How  is  it  remedied  f  What  is  the  canse  of  long-sightedness  ?  IJow 
is  it  remedied?  What  are  p^riscopic  glasses?  (  342.)  How  are  we  enabled  to  see 
dearly  with  two  eyes? 


354 


POPULAR    PHYSICS. 


by  some  as  a  matter  of  habit ;  others  refer  it  to  the  fiict  that 
each  nervous  filament  coming  from  the  brain  to  the  eye  is 
divided  into  two  parts,  one  going  to  each  eye. 

Simultaneous  vision  with  two  eyes  is  supposed  to  give  us 
the  idea  of  reliefs  or  form  of  objects,  a  view  which  receives 
confirmation  fi*om  the  action  of  the  stereoscope. 

I 

The  Stereoscope. 

848.  The  Stereoscopb  is  an  apparatus  employed  to  give 
to  flat  pictures  the  appearance  of  relief;  that  is,  the  appear- 
ance of  having  three  dimensions. 

It  was  invented  by  Whea^tstone  and  improved  by  Brewster. 
At  the  present  day  it  is  offered  for  sale  in  a  great  variety  of  forms, 
ond  constitutes  an  instructive  and  amusing  instrument. 

When  we  look  at  an  object  with 
both  eyes,  each  eye  sees  fi  slightly 
different  portion  of  it.  Thus,  if  we 
look  at  a  small  cube,  as  a  diey  for 
example,  first  with  one  eye  and 
then  with  the  other,  the  head  re- 
maining last,  we  shall  observe  that 
the  perspective  of  the  cube  is  dif- 
ferent in  the  two  cases.  This  will 
bo  the  more  apparent  tlie  neare ' 
the  body. 

If  the  cube  has  one  face  directly 
in  front  of 'the  obsei-ver,  and  the 
right  eye  is  closed,  the  other  eye 
will  see  the  front  face  and  also  the 
left  hand  fece,  but  not  the  right ;  if,  ^'^'  ^ 

^  however,  the  left  eye  is  closed,  the  other  eye  will  see  the 
front  face  and  also  the  right  hand  face,  but  not  the  left. 


A 


X 


Whence  do  we  derive  out  notion  of  relief  in  bodies?  (  343.)  What  is  the  Stereo- 
scope ?  By  whom  imoenied  t  Explain  the  theory  and  con.strnction  of  the  sterececope 
in  (letfiil. 
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Hence  we  know  that  the  two  images  formed  ty  the  two  eyea 
are  not  absolutely  alike.  It  is  this  difference  of  images  which 
gives  the  idea  of  relief  in  looking  at  a  solid  body. 

If,  now,  we  suppose  two  pictures  to  be  made  of  an  object, 
the  one  as  it  would  appear  to  the  right  eye  and  the  other  as 
it  would  appear  to  the  left  eye,  and  then  look  at  them  with 
both  eyes  through  lenses  that  cause  the  pictures  to  coincide, 
the  impression  is  precisely  the  dame  as  though  the  object 
itself  were  before  the  eyes.  The  illnsion  is  so  complete, 
that  it  is  almost  impossible  to  believe  that  we  are  amply 
viewing  pictures  oh  a  flat  surface. 

Such  IB  the  theory  of  ihe  steieoscope.  Fig.  234  shows  the  course 
of  the  rays  in  thia  inslrumeot  as  just  described.  A  represents  a 
picture  of  Iho  object  as  it  would  be  seen  by  the  right  eye  alone  ;  B, 
a  picture  of  the  same  object  aa  it  would  be  Been  by  the  left  eye 
alone  -  m  and  n  are  lenses  which  deviate  the  rays  so  as  to  make  the 
pictures  appear  to  be  coincident  in  C. 

The  lenses,  m  and  n,  ought  to  be  perfectly  symmetrical,  and 
Brewster  attained  this  result  by  outline   a  double  convei  lens  in 
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two,  and  placing  the  right  hand  h&li  before  the  left  «ja.  and  tile 
other  half  before  the  right  eye.  The  pictures  must  be  perfectly 
eiocuted,  which  can  be  done  only  by  means  of  the  daguerreotype  or 
photographio  procew.  The  pictures  are  ipade  by  luing  two  camsrai 
inclined  lo  each  other  in  the  proper  angle. 

Fig.  235  rrprsseoti  two  atersoioopio  pictures  of  FftAifKliN,  taken 
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from  a  statue.  We  see  the  left  hand  one  more  in  front,  the  right 
hand  one  more  in  profi-le.  On  placing  them  in  the  stereoscope  we  see 
a  single  image  in  relief,  as  shown  in  Fig.  236.  This  image  stands 
out  in  relief,  presenting  all  the  appearance  of  the  statue  from  which 
the  pictures  are  taken. 

The  peculiar  form  of  the  stereoscope  seen  in  Fig.  236  is  that  of 
DuBoscQ.  The  lenses  are  large,  and  touch  each  other,  so  that  they 
are  adapted  to  eyes  which  are  at  any  distance  apart,  which  is  not 
the  case  in  the  instrument  shown  in  Fig.  234.  In  that  instrument 
the  eyes  must  he  at  a  certain  distance  apart,  which  does  not  permit 
the  same  instrument  to  he  used  by  both  children  and  adults. 

Explain  D  uboscq'b  forni.    Its  adi>antage8. 


CHAPTER  Vn. 

HAQNETIBM. 
I.  —  OBNERAL      PBOPKBTIES      OF      MAOVETS. 

Definition  of  SCagnetiBm. 

844.  Magnitism,  as  a  science,  is  that  branch  of  Physics 
which  treats  of  the  properties  of  magnets,  and  of  their  action 
upon  each  ether. 

Magnets. 

345.  A  Magxet  is  a  body  which  exercises  a  particular 
power  of  attraction  upon  iron  and  a  few  other  metals. 

Magnets  are  either  natural  or  arttficiai. 

Natural  magnets  are  certain  ores  of  iron,  and  are  gener- 
ally known  under  the  name  of  loadstones. 

The  magnet  is  so  called  from  the'  town  of  Magnesia,  in  Lydia, 
where  it  was  first  noticed  by  the  Greeks.  In  its  natural  form  it  con- 
sists of  a  mixture  of  two  oxides  of  iron,  with  a  small  proportion  of 
quartz  and  alumina.  It  is  now  found  in  considerable  quantities  in 
Sweden  and  Norway,  as  well  as  in  many  other  countries. 

The  magnet  possesses  the  remarkable  power,  when  freely 
suspended,  of  directing  itself  towards  a  particular  point  of 
the  horizon,  and  it  is  to  this  property  that  its  importai^  is 

( 344.)  What  is  Magnetism  as  a  science?  What  is  a  Magnet?  How  many  kinds 
of  magnets  are  there  ?  What  are  natural  magnets  ?  Whence  the  name  t  What  in 
the  constUutlon  of  a  natural  maffnct  f  What  remarkable  property  doet  the  magnet 
possess? 
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chiefly  due.  It  may  be  suspended  by  a  thread,  ot  by  bal- 
ancing it  on  a  pivot.  In  practice  the  latter  method  is  the 
one  most  usually  adopted. 

Artificial  magnets  are  bars  of  tempered  steel,  to  which 
the  property  of  the  natural  magnet  has  been  imparted.  The 
artificial  magnet  is  far  more  valuable  than  the  naturial 
magnet,  and  is  generally  used  in  practice. 

Steel  is  a  mixture  of  iron  with  a  small  quantity  of  carbon,  and 
when  heated  and  then  plunged  into  water,  it  becomes  exceedingly 
hard,  and  capable  of  retaining  the  magnetism  that  may  be  imparted 
to  it. 

Artificial  magnets  for  experiment  are  made  of  oblong  bars,  from 
twelve  to  fifteen  inches  in  length,  as  represented  in  Figs.  245  and 
246.  They  are  sometimes  made  in  the  form  of  a  horse-shoe,  as 
shown  in  Fig.  247.  Sometimes  they  are  made  in  the  form  of  a  thm 
long  needle,  as  shown  in  Fig.  239.  This  is  the  form  in  which  they 
are  constructed  for  pointing  out  the  direction  of  the  magnetic  me- 
.  ridian,  as  in  compasses.  In  this  form  they  are  also  used  in  many 
magnetic  experiments. 

Magnets  may  be  made  of  soft  iron  or  untempered  steel,  but  they 
do  not  retain  their  magnetism  when  the  exciting  cause  is  removed. 
Such  magnets  are  called  temporary  magnets. 

Distribution  of  Force  in  Magnets.    . 

846.  The  force  with  which  a  magnet  attracts  iron,  is 
not  the  same  in  all  of  its  parts.  The  attraction  is  strongest 
at  its  extremities,  from  which  it  decreases  towards  its 
middle,  where  it  is  nothing. 

This  may  be  shown  by  plunging  one  end  of  a  magnetized  bar  into 
iron  filings  ;  on  w^ithdrawing  it,  the  filings  will  be  seen  adhering  to 
it  in  long  filaments,  as  shown  in  Fig.  237. 

If  the  entire  bar  be  rolled  in  the  filings,  it  will  be  found  that  they 
adhere  to  both  ends,  but  not  to  the  middle. 


What  is  an  artificial  magnet?  What  is  steel?  Describe  an  artificial  magn^k 
What  are  temporary  magntUt  (346.)  Where  Is  the  attraction  strongest?  How 
shown  r 
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The  two  ends,  where  the  attraction  is  atrongeat,  are  called 
p-)le»t  and  the  central  part,  where  the  attraction  is  nothing, 
is  called  the  eguaUr,  or  the  neutral  tine. 


Fig.  iST. 

Every  magnet  hu  two  poles  and  odb  neutral  line,  whether  tbs 
magnet  be  natural  or  artiflcial.  Sometimei,  begidea  the  two  priii- 
ripal  polca,  there  are  other  minor  pales,  called  lecondary  poles.  In 
'UrtiGcial  magnets  these  arite  from  inequality  of  temper  in  the  steel 
ban,  or  from  want  of  proper  cLire  in  magnetizing  them.  Wa  ahall 
■uppose  each  magnot  to  liaTe  but  two  poles. 

The  action  of  a  magnet  upon  iron  takes  place  through  intermediate 
bodies.     If  a  magnetized  bar  ho  covered  with  a  sheet  of  paper,  and 
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then  Gae  iron  filinge  be  lifted  uniformly  over  the  p&per,  they  will  be 
seen  ftrronging  themselves  in  regul&r  curves  around  each  pole,  as 
shown  in  Fig.  238.  No  action  a  observed  alxint  the  ueutral  lino, 
the  filings  falling  there  as  on  any  other  surface. 


'    Hypothflsl*  of  two  Magnetlo  Fluids. 

S4T.  If  we  compare  the  action  of  the  two  poles  upon 
soft  iron,  we  observe  the  aame  phenomena  at  both.  It  is 
not  BO,  however,  when  we  compare  the  action  of  two  mag- 
nets upon  each  other.  If  to  the  same  pole  of  a  magnetic 
needle,  ab,  balanced  on  a  pivot  (Fig.  239),  we  present  in 
succession  the  two  poles  of  a  magnetized  bar,  held  in  the 
hand,  wo  observe  the  curious  phenomena,  that  if  the  pole, 
a,  of  the  needle  is  attracted  by  the  pole,  B,  of  the  bar,  the 
pole,  6,  will  be  repelled,  by  it;  if  the  i>ole,  a,  is  repelled,  the 
pole,  h,  will  be  attracted. 

To  explain  these  phenomena,  it  has  been  supposed  that 
there  are  two  magnetic  fluids,  that  is  to  say,  two  kinds  of 

(  349.)  Wbst  la  IhD  Ktion  of  one  m^giict  npon  inolherT    Whit  la  th*  Oaorf 
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Bubtile  matter  surrounding  the  molecules  of  the  m^net, 
each  fluid  repelling  its  own  kind,  and  attracting  the  other 
kind. 

According  to  this  hypothesis,  a  body  is  magnetized  when 
these  fluids  are  separated  and  driven  to  its  opposite  extrem- 
ities. .The  difference  of  the  two  poles  arises  from  the  nature 


Flg.». 

of  the  fluids  which  predominate  in  them ;  the  poles  which 
cont^n  the  same  kind  of  fluid,  repel,  those  which  contain 
opposite  kinds,  attract  each  other.  The  attraction  and  re- 
pubion  are  mutual. 

Another  theory  sappHwes  but  one  kind  of  magnetic  fiuid,  and  ex- 
plains the  phenomena  by  suppoaing  this  to  exist  in  eicesa  at  one  pole, 
and  in  defect  at  the  opposite  pole.  Either  theory  explains  the  phe- 
nomena, but  that  of  two  fluids  is  the  most  easily  applied,  aod  for 
that  reason,  solely,  it  is  adopted. 

The  earth,  as  we  shall  Kce  hereafter,  resembles  a  huge  magnet, 
acting  upon  magnetic  needles  in  the  same  way  that  magnetized  bars 
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do.  Its  magnetic  poles  are  near  the  geographic  poles  of  the  earth, 
and  the  neutral  line  coincides  very  nearly  with  the  equator.  Con- 
sequently the  fluid  which  is  supposed  to  predominate  near  the  north 
pole  of  the  earth  is  called  the  horeat  fluid^  and  that  which  is  sup- 
posed to  predominate  near  the  south  pole  of  the  earth  is  called 
the  austral  fluid. 

Because  dissimilar  poles  attract  and  similar  ones  repel^  it  follows 
that  the  t>ole  of  a  balanced  magnetic  needle  which  turns  towards  the 
north  must  contain  the  austral  fluid,  whilst  the  one  which  turns 
towards  the  south  must  contain  the  boreal  fluid. 

Laws  of  Attraction  and  Repulsion. 

348.  The  following  laws  have  been  established  by 
theory  and  confirmed  by  experiment : 

1.  Magnetic  poles  of  contrary  names  attract^  and  those 
of  the  same  name  repel  each  other. 

2.  T/ie  forces  of  attraction  and  repulsion  both  vary  in- 
versely as  the  square  of  the  distance  between  the  attracting 
and  repeUing  poles. 

yC^  Magnetic  and  Magnetized  Bodies. 

349*  A  MAGNimo  Body  is  one  which  contains  the  two 
magnetic  fluids,  but  in  a  state  of  equilibrium,  that  is,  bal- 
ancing each  other ;  thus,  iron,  steel,  nickel,  and  cobalt,  are 
such  bodies. 

Magnetized  Bodies  also  contain  the  two  fluids,  but  the 
diflerence  between  them  and  magnetic  bodies  is,  that  in  the 
former  the  two  fluids  are  separated,  each  producing  an 
opposite  effect,  whilst  in  the  latter  the  fluids  are  combined 
and  produce  no  effect.    In  a  word,  magnetic  bodies  are 

What  U  the  boreal  fluid  t  Th^  auntral  fluid  t  Which  turns  towards  ths  north  t 
Why?  (348.)  What  is  the  first  law  of  maiimetic  attracilon  and  repulsion?  Tho 
Becond  law  ?  (  349.)  What  is  a  Magnetic  Body  ?  EzampleB.  What  are  Magnetized 
Bodieaf 
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capable  of  being  magnetized,  but  are  not  yet  magnets ;  they 
present  neither  poles  nor  neutral  line. 

When  a  magnetic  substance  is  brought  into  contact  with 
one  of  the  poles  of  the  magnet,  as  the  boreal  pole,  for  ex- 
ample, the  latter,  acting  by  its  attraction  upon  the  austral 
fluid,  and  by  its  repulsion  upon  the  boreal  fluid,  separates 
them,  giving  rise  to  poles,  producing  a  real  magnet. 

If  a  magnetized 
bar  be  presented  to 
a  magnetic  body, 
as  an  iron  ring,  it 
converts  it  into  a 
magnet  in  the  man- 
ner just  described. 
If  a  second  ring  be 
presented,  to  the 
first,  it  is  in  like  ^^^  ^,    «.. 

N  '  Fig.  240. 

manner  converted 
into  a  magnet,  and  so  on  for  a  third,  fourth,  &c.  The 
magnets  thus  formed  adhere  to  each  other,  as  sho^vn  m 
Fig.  240.  If  the  bar  be  removed,  the  rings  cease  to  be 
magnets,  the  chain  falls  to  pieces,  and  the  rings  separate. 
This  mode  of  exciting  magnetic  phenomena  is  called  mag- 
netizing by  induction.  According  to  the  theoiy  of  two 
fluids,  it  is  in  consequence  of  this  action  that  a  magnet  is 
capable  of  attracting  magnetic  bodies.  It  first  acts  by 
induction  to  convert  them  into  magnets,  and  then  it  attracts 
them  according  to  the  laws  laid  down  in  the  last  article. 

Fig.  241  represents  a  common  child's  toy.  A  small  swan  made 
of  glass  has  a  piece  of  iron  in  its  head,  and  on  presenting  to  it  a 
magnet,  the  swan  approach^?  it.  swimming  along  the  surface  of  the 
water  upon  which  it  is  placed.     The  magnet  may  be  concealed  in  a 

How  are  mi^rnets  produced?    Illnstrate.    What  is  magnetic  indaction?    Explain 
it  on  the  two  fltiid  theory.    Es»plain  the  magnetic  stoan. 


GKNKRAL    FBOFEHTISS    07    UAGKSTS, 


piBce  of  bread,  in  'Which  case  the  svraa  seems  desiroui  of  feeding  - 
upon  the  bread. 

The  Coercive  Force. 

350.  The  force  required  to  separate  the  two  fluids  in  a 
mimetic  body  is  called  the  Coercive  Force. 

The  flaids  are  not  separable  with  equal  ease  in  all  bodies. 
In  some,  as,  for  example,  in  soft  iron,  they  yield  easily  and 
separate  at  once ;  in  others,  as  in  hardened  steel,  for  exam- 
ple, the  fluids  yield  with  difficulty,  and  a  powerful  magnet 
ia  required  to  effect  the  separation,  ajid  it  ia  effected  only 
^fter  a  greater  or  shorter  length  of  time.  The  harder  and 
better  tempered  the  steel,  the  more  difficult  it  becomes  to 
separate  the  two  fluids. 

(SCO  What  tiClwCoerelieForoef    Hov  la  It  la  dUnreat  bodlM  t 
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In  nft  iron  the  coercive  force  required  to  separate  the  flui&  ia 
very  uDmll,  id  hardened  steel  it  ia  vary  great.  Soft  irou  broaght  in 
eontael  with  a  bar  magnet  becomes  a.  magnet  instantly,  and  on 
being  remored  returns  lo  its  neutml  condition,  ceasing  to  be  a  mag- 
net. With  hardened  steel  the  reverse  is  the  case ;  it  takes  oon- 
siderable  force  and  Bome  time  to  render  it  a  magnet,  and  on  being 
removed  from  the  bar  it  continues  to  be  a  magnet.  The  force  which 
resisted  the  separation' of  the  fluids  in  the  first  instance,  now  acts  to 
prevent  their  rBaoion,  bo  that  the  steel  magnet  retains  its  magnetism. 
for  a  long  time. 


DirectiTe  Force  ^  MngneU. 

S51>  Wheo  a  permanent  magnet  is  balanced  so  that  it 
can  turn  freely  in  a  horizontal  direction,  it  assumes,  after  a 
few  oscillations,  a  determinate  direction,  which  is  very  nearly 
north  and  south. 

Fig.  242  shows  the  man- 
ner of  balancing  a  needle, 
and  indicates  the  north  and 
sooth  direction  which  it  as- 
sumes. In  this  figure,  as  ui 
all  others  illustrating  the 
subject  of  magnetism,  the 
pole  which  contams  the  aus- 
tral fluid  is  designated  by 
the  letter  A,  whilst  that 
which  contMns  the  boreal 
fltiid  ia  designated  by  the 
letter  S.,  rig,  s«a.  ' 

It  will  be  noticed  that  it 
is  the  austral  pole  which  turns  towards  the  north,  and  the 

oea  a  free  mieoet  take  f    Bov  ■•  *  needla 


TEKSfiSTBIAL    MAGNETISM.  367 

boreal  pole  which  turns  towsurds  the  south,  the  reason  of 
which  will  be  seen  hereafter. 

If,  instead  of  mounting  the  needle  on  a  pivot,  it-  be 
attached  to  a  piece  of  cork  and  ^aeed  in  a  vessel  of  water, 
so  that  the  needle  may  float  in  a  liorizontal  position,  it  will 
turn  itself  slowly  around  and  come  to  rest  in  the  same 
general  direction  as  though  it  were  balanced  on  a  pivot. 
In  this  experiment  it  will  be  found  that  the  needle  once  in  ^ 
the  meridian,  does  not  advance  either  towards  the  north  or 
south.  Hence  we  infer  that  the  force  exerted  upon  the 
needle  is  simply  a  directive  one. 

The  force  which  causes  a  movable  magnet  to  direct  itself  . 
north  and  south  is  called  the  directive  force. 

Since  the  phenomenon  described  takes  place  at  all  points  of  the 
earth's  surface,  the  earth  has  been  regarded  as  an  immense  magnet, 
having  its  boreal  and  austral  poles  near  the  north  and  south  poles 
of  the  earth,  and  a  neutral  line  near  the  equator.  This  immense 
magnet  acting  upon  the  smaller  magnets  described,  would  produce 
all  of  the  effects  observed.  When  we  come  to  explain  the  action  of 
electric  currents,  it  will  be  seen  that  there  is  another  explanation  of 
the  directive  power  of  the  earth. 

Magnetic  Meridian.  —  Declination.  —  Variations. 

893.  When  a  balanced  magnetic  needle  comes  to  a  state 
of  rest,  it  points  out  the  line  of  magnetic  north  and  south. 
If  a  plane  be  passed  through  the  needle  in  this  position  and 
the  centre  of  the  earth,  it  is  called  the  plane  of  the  mag- 
Tketic  meridian^  or  simply  the  magnetic  meridian. 

This  does  not,  in  general,  coincide  with  the  plane  of  the 
true  meri4ian,  which  is  determined  by  a  plane  passing 
through  the  place  and  the  axis  of  the  earth.  The  angle 
which  the  magnetic  meridian  at  any  place  makes  with  the 

How  Irit  shown  that  the  magnetic  force  is  simply  directive  ?  What  is  the  directive 
force  f^  Whf/  has  th6  earth  hesn  regarded  as  a  magnei  t  Where  are  its  poles  t 
(  35)2.)  What  ia  the  magnetic  meridian  ?    What  is  the  declination  ot  the  needle  ? 
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true  meridian  of  the  same  place  is  called  the  declination  of 
the  needle,  lu  short,  the  declination  of  the  needle  is  its 
variation  from  true  north  an^  south.  This  is  different  at 
different  places  on  the  eaciir,  and  even  at  the  same  place  at 
different  times. 

When  the  north  end  of  the  needle  points  to  the  east  of 
true  north,  the  declination  is  said  to  be  to  the  east;  when  to 
the  west  of  true  north  the  declination  is  said  to  be  to  tJie 
west. 

There  is  ^  line  running  from  near  Cleveland,  Ohio,  to 
Charleston,  S.  C,  along  which  the  needle  points  to  the  true 
north :  this  is  called  a  line  of  no  declination. 

The  lino  of  no  declinatioa  is  trayelling  slowly  to  the  westward  at 
a  rate  which  would  carry  it  around  the  globe  iu  about  1000  years. 
For  all  points  of  the  United  States  east  of  the  line  of  no  declination, 
the  declination  of  the  needle  is  to  the  west ;  for  all  points  to  thd 
west  of  it,  the  declination  is  to  the  east ;  that  is,  the  north  end  of 
the  needle  iu  all  eases  is  inclined  towards  the  line  of  no  declination. 

For  all  poinfts  in  the  United  States  to  the  east  of  the  line  of  no 
declination,  the  declination  is  slowly  inereamng^  whilst  for  all  point» 
to  the  west  of  it,  the  declination  is  slowly  decreasing. 

Besides  this  slow  change  in  declination,  the  needle  under- 
goes slight  changes,  some  of  which  are  pretty  regular  and 
others  very  irregular.  In  our  latitude  the  north  end  of  4;he 
needle  moves  towards  the  west  during  the  early  part  of 
every  day,  through  an  angle  of  10  or  15  minutes,  and  moves 
back  again  during  the  latter  part  of  the  day.  This  is  called 
the  diurnal  variation.  Li  the  southern  hemisphere  this 
motion  is  reversed.  There  is  also  a  small  change  of  similar 
character  which  takes  place  every  year,  called  the  annaai 
variation. 


When  is  !t  to  the  east?  To  the  west?  What  is  the  line  of  no  declination  ?  Bow 
4ow  this  Kne  move  f  Ai  what  rate  t  Where  <»  the  declination  to  the  tcest  f  To  the 
eaett  Jlow  does  the  declination  vart/ hi,  the  United  States?  What  is  the  diurnal 
variation  ?    The  annual  Tariation  i 
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Irregular  chaoges  arc  called  perturbations.  Tliey  HHUally  take 
place  during  thunder  Blorms,  durmg  the  appearance  of  the  aurora 
boreaJis,  and   in  general,  when  there   is  auy  sudden  change  in  the 

electrical  eonditioa  of  the  atmosphere. 

The  Oompau. 

358.  The  property  possessed  by  magnets  of  arrang^g 
themselTes  in  the  magnetic  meridian  has  been  utilized  in  the 
construction  of  Cohp asses.  . 


Fig,  243  represents  a  compass.  It  conrasta  of  a  compass- 
box,  having  a  pivot  at  its  centre,  on  which  is  poised  a  delicate 
magnetic  needle.  Around  the  rim  of  the  box  is  a  graduated 
circle,  whose  diameter  is  somewhat  less  than  the  length  of 
the  needle,  and  of  which  the  pin  is  the  centre.  The  pm  is 
of  hard  steel,  carefully  pointed ;  a  piece  of  hard  stone  is  let 

"  What  art  ptrfarbatlMit   maOeat*.   (853.)  Wl«ll'»C<«"I«»'   I>~«ifl>»'*- 
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into  the  needle,  in  which  is  a  conical  hole  to  rest  upon  the 
pivot,  to  diminish  the  Mction  between  the  needle  and  its 
'sQpport.  In  addition  to  the  graduation  oh  the  circle,  the 
bottom  of  the  box  is  divided  into  sixteen  equal  parts,  in- 
dicating  the  points  of  the  compass. 

This  instrument  under  various  forms  is  used  for  a  grea^  variety  of 
purposes.  '  It  is  used  in  navigation,  in  surveying,  and  is  of  im- 
portance to  the  traveller  and  explorer,  to  say  nothing  of  its  use  in 
mining. 

The  magnetio  declination  at  any  place  may  easily  be  found  when 
the  true  meridian  is  known.  Let  the  compass  be  so  placed  that  the 
line,  NSj  coincides  with  the  true  meridian,  then  when  the  needle 
comes  to  rest,  the  reading  under  the  head  of  the  needle  will  be  ih& 
declination  required.  '  In  the  figure,  if  we  suppose  NS  to  be  in  the 
true  meridian,  the  decUnation  is  19°  west. 

The  Z>ipplng  Needle. 

354L.  When  a  steel  needle,  mounted  as  shown  in  Fig. 
242,  is  carefully  balanced*  before  being  magnetized,  it  is 
found,  after  being  magnetized,  to  incline  downwards  or  to 
dip.  This  dip  is  towards  the  north  in  our  latitude,  that  is, 
the  no!rth  end  of  the  needle  dips  or  inclines.  The  defect  of 
dipping  in  the  compas?  is  remedied  by  making  the  other  end 
of  the  needle  a  little  heavier,  by  adding  a  movable  weight, 
as  a  piece  of  wire  wound  round  the  needle,  and  capable  of 
sliding  along  it. 

To  show  the  dip  and  to  measure  it,  the  needle  is 
mounted  in  the  way  indicated  in  Fig.  244.  The  needle  is 
suspended  on  a  horizontal  axis,  so  that  it  can  move  up  and 
down  freely,  and  the  amount  of  the  dip  is  indicated  by  a 
graduated  circle  or  quadrant.  The  dip  indicated  in  the 
figure  is  54°,  which  is  the  angle  made  by  the  needle  with 

What  i^  its  U8et  Bow  is  the  magnetio  decUnaiion  Jbund  at  am/y  place  f 
(354.)  What  is  a  dipping  neodle?  How  is  the  compass  needle  prevented  from 
.dipping?    How  is  the  dip  shown  and  measured ? 
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the  horizon.  At  any  place  the 
dip  will  be  the  greatest  possi- 
ble when  the  needle  vibrate3 
in  the  plane  of  the  magnetic 
meiidlan. 

.  The  dip  varies  in  passing  from 
place  to  place,  increasing  as  we  ap- 
proach the  magnetic  poles  of  the 
earth,  where  the  dip  is  90** ;  that  is, 
the  needle  is  perpendicular  to  the 
horizon. 

The  dip  is  subject  to  irregularities 
corresponding  to  those  of  the  declina- 
tion. The  amount  of  the  dip  is  an 
important  element  in  forming  a  cor- 
rect notion  of  the  laws  of  terrestrial 
magnetism,  and  for  this  reason  many 
observations  have  been  made  and 
are  still  making,  to  determine  it  at 
different  places,  and  at  different 
timejs  at  the  same  place. 


Fig.  244 


III.T-METHODS      OT      IMPARTIKO      HAGNETXSV. 

SSagnetizuig  by  Terrestrial  Induction. 

355.  To  MAGKimzE  a  body  is  to  impart  to  it  the 
properties  of  a  magnet ;  that  is,  to  impart  to  it  the  proper- 
ty of  attracting  magnetib  bodies. 

The  only  substances  that  can  be  permanently  magnetized, 
are  steel  and  the  compound  oxide  of  iron,  which  constitutes 
the  loadstone. .  A  body  capable  of  being  magnetized  may 
be  converted  into  a  magnet  by  the  inductive  influence  of 


Bow  doet  the  dip  vary  t   Is  U  subject'  to  irreffularitiea  t    (355.)  What  Is  meai^t 
by  magnetizing  a  body  ?    What  substances  can  be  permanently  magnetized  ? 
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the  eartb,  or  more  rapidly  hj  bdng  rubbed  by  another 
magnet,  or  finally,  by  the  action  of  electricity,  in  which  case 
the  operation  is  instantaneous. 

Tlie  magnetie  ores  of  iron  may  exist  as  magnets  in  the  natural 
state,  or  they  may  possess  no  trace  of  magnetic  action.  But  they 
are  highly  susceptible  to  magnetic  influence,  and  onee  magnetized, 
they  retain  their  magnetic  action  by  virtue  of  their  strong  coereiye 
force. 

Natural  magnets  owe  their  magnetism  to  the  slow  action 
of  the  earth,  which  separates  the  two  fluids  in  them.  The 
magnetic  action  of  the  earth  is  so  great  as  to  be  used  suo- 
cessfully  in  forming  artificial  magnets. 

To  use  this  principle,  we  place  a  thin  bar  of  iron  in  the 
magnetic  meri^an  and  incline  it  to  the  horizon  by  an  angle 
equal  to  the  dip.  In  this  position  the  earth  acts  upon  it  by 
induction,  driving  the  austral  fluid  to  the  lower  end  (in  our 
latitude),  sad  the  boreal  fluid  to  the  uppef  end. 

The  magnetism  thus  induced  is  only  temporary,  for  if  the 
bar  be  moved  from  its  position,  the  two  fluids  return  to  a 
state  of  equilibrium.  I^  however,  when  the  bar  is  in  posi- 
tion, it  be  struck  smartly  by  a  hammer,  or  if  it  be  violently 
twisted,  sufficient  coercive  force  may  be  developed  to  retain 
the  induced  magnetism  for  a  time. 


Magnetizing  by  lUctioii. 

856.  Bars  of  steel,  and  needles  for  compasses,  are  usually 
magnetized  by  rubbing  them  with  other  magnets.  The 
three  methods  are  called  the  methods  by  single  toitchy  by 
separate  touchy  and  by  double  touch. 

To  magnetize  a  steel  bar  by  single  touchy  we  hold  the 


Are  the  tnaffneHo  ore9  of  iron  ahvays  magiMtet  To  what  Is  the  natural  mag- 
netization of  theae  ores  due  ?  How  are  bars  magnetized  by  this  principle  ?  ( 356.) 
How  may  bars  of  steel  be  magnetized  ?    Explain  the  method  of  single  ftoack. 
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body  to  be  magnetized  in  one  hand,  and  -with  the  other  we 
pass  over  it  a,  powerflil  bar  magnet,  as  shown  in"  Fig,  245. 
After  several  repetitiona  of  this  process,  the  steel  is  found  to 
possess  ^  the  properties  of  a  magnet.    These  propectiea 


are  the  more  durable  in  proportion  to  the  hardness  of  the 

steel. 

To  magnetize  a  steel  bar  by  separate  touch,  we  rub  it  in 
one  direction  with  one  pole  of  a  magnetized  bar,  and  in  the' 
opposite  direction  with  the  opposite  pole. 

To  magnetize  a,  body  by  doiibk  touch,  we  make  use  of 
two  magnetized  bars,  which  are  placed  with  their  opposite 
poles  in  contact  with  the  bar  at  its  middle  point,  being  only 
separated  by  a  small  interval,  as  shown  in  Fig.  246 ;  the 
combined  bars  are  then  moved  alternately  in  oppowte  direc- 
tions to  the  two  ends  of  tho  bar,  and  the  operation  is 
repeated  several  times.  Care  must  be  talfen  to  apply  the 
same  number  of  touches  to  each  end  of  the  bar. 

of  Hpukt*  loodi.   Of  donbU  toiwh. 
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The  me&od  of  nu^etMng  by  eleotridty  irill  be  treated 
of  under  the  head  of  eleotiical  cnrrents. 


Bnndlafl  of  Magnets. — Annatorea. 

as^*.  A  Bundle  op  Magnets  conaBts  of  a  group  of 
magnetized  bars  united,  so  that  tbeir  poles  of  the  samo 
name  may  be  coincideDt. 

Sometimes  these  bundles  are  composed  of  str^ght  bars, 
like  that  shown  in  Fig.  245,  and  sometimeH  they  are  curved 
in  the  shape  of  a  horse-shoe,  as  shown  in  Fig.  247. 

Magnets,  if  abandoned  to  themselves,  would  lose  iu,  a 
short  time  much  of  their  power ;  hence  it  is,  that  wnnar 
tures  are  employed. 

An  AKSiaTCHE  is  a  piece  of  soft  iron,  placed  in  contact 
with  the  poles  qf  a  magnet.    Thus,  ab,  in  Fig.  247,  is  an 


(SfiT.)  WhMKuBundliafUiisneliT    What l> u iknnmtnn t , 


METHODS    OF    MAGNSIXZING    BODIES. 


375 


The  poles,  acting  hj  induction  upon  the  armature,  convert 
a  into  an  austral,  and  b  into  a 
boreal  pole.  These  two  poles  re- 
acting upon  the  poles  of  the  mag- 
net, AJ^^  prevent  the  recomposi- 
tion  of  the  two  fluids,  and  thus 
preserve  its  magnetism.  The  ar- 
mature is  sometunes  caUed  a 
keeper. 


If  weights  be  attached  to  the  keeper 
till  it  separates  from  the  magnet,  we 
can,  from  the  number  of  pounds  ap- 
plied, judge  of  the  power  of  the  mag- 
net. 

For  many  kinds  of  magnetic  experi- 
ment the  horse-shoe  form  is  preferable. 
It  is  also  the  form  best  adapted  to  the 
application  of  an  armature  or  keeper. 

The  most  powerful  horse-shoe  mag- 
nets are  formed  by  means  of  electrical 
currents..  Magnets  of  this  kind -have 
been  constructed  by  Prof.  Hbnry,  of  the 
Smithsonian  Institution,  capable  of  sus- 
taining a  weight  of  more  .than  a  ton 
and  a  quarter. 


Fi0.247. 


A  keeper?   How  ocm  ws  Judge  qf  the  potoer  qfa  magiutt    Whai  art  1h6  ad- 
varUaget  €(fth6  hora&^hoe  magnet  t 


CHAPTER  Vni. 

STATICAL         ELEOTRICITT.    : 
I...rnNDAMBNTAL      PRINCIPLES. 

I 

Definition  of  Bleotzioity. 

858*  Electricitt,  as  a  science,  is  that  branch  of  Fhysica 
which  treats  of  the  laws  of  attraction  and  repulsion  ex- 
hibited by  bodies  under  certain  circumstances.  Such  phe- 
nomena are  called  electrical  phenomena.  The  name  elec* 
tridty  is  derived  from  the  Greek  ekktron^  which  means 
amber. 

Discovery  of  ZUaotaioal  Properties. 

859»  Six  hundred  years  before  the  commencement  of  the 
Christian  era,  Thales,  of  Miletus,  knew  that  when  yellow  amber 
was  vigorously  rubbed  with  wool,  it  acquired  the  property  of  attract- 
ing light  bodies,  such  as  small  pieces  of  paper,  barbs  of  quills, 
straws  and  the  like.  Comparing  this  action  to  suction,  the  ancients 
said  that  amber  had  a  power  of  suction,  and  sucked  light  bodies 
towards  it.  In  consequence  of  the  rarity  of  amber,  whose  origin  is 
even  in  our  day  unknown,  they  went  so  far  as  to  say,  that  it  was 
formed  from  the  tears  of  an  Indian  bird,  grieved  at  the  death  of 
King  Meleager. 

Six  centuries  later,  Flint,  an  eminent  Roman  naturalist,  writes  : 
"  When  the  friction  of  the  fingers  imparts  heat  and  life  to  yellow 
amber,  it  attracts  straws,  just  as  the  magnet  attracts  iron."'   This 


(  868.)  Define  Electricity  as  a  science.   What  are  electrical  phenomena  ?   Whence 
the  nftme  ?    (  359.)  Giv6  an  outline  qfUU  hUiory  qfeUctHcal  diaooveriea. 
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wu  all  of  the  knowledge  had  on  the  aubjeot  until  the  end  of  tke 
■ittaeuth  oeutury,  when  William  Gilbert,  an  EnglisbmaD,  called 
anew  the  atteotiou  of  scientiSc  men  to  the  properties  of  amber,  and 
showed  that  a  great  number  of  other  substoncBB,  such  as  glass,  resin, 
silk,  sulphur,  and  the  like,  acquired  the  power  of  attracting  light 
bodies,  on  being  rubbed  with  woolen  cloth  or  CB.t's  skin. 

To  repeat  these  eiperimenta,  rub  a  tube  of  glafs  or  a  stick  of 
sealing-wax  with  a  piece  of  woolen  cloth,  then  present  them  to  light 
bodies,  as  shreds  of  gold  leaf,  barbs  of  quills,  or  fragments  of  papei^ 
and  the  latter  wilj  ho  fieen  to  approach  and  adhere  to  the  excited 
glass  or  sealiog-wai.  The  manner  of  m^ing  these  eiperimenU  is 
indicated  in  Fig.  24S. 

It  will  be  seen  here- 
after, that  resin  and 
other  substances  named 
above,  not  only  develop 
forces  of  attraotiou 
when  rubbed,  but  also 
they  become  luminous, 
emit  sparks,  and  dis- 
play a  number  of  other 
properties,  all  of  which 
are  known  as  electrical 
phenomena.  Fig.  ms. 

Since  the  beginning 
of  the  ecTenteenth  century  tbeprogress  of  discovery  in  eleotrieity  hai 
been  rapid,  and  a  multitude  of  new  facts  hare  been  developed,  which 
have  been  so  weU  studied  as  to  foriA  a  very  eztenaiTe  branch  of 
natural  science. 

Sources   of  EUeotrloity. 

360.  The  BonrceB  of  electricity  may  be  Prided  into 
three  classes :   Mechanic<d,  Physical,  and  Chemical. 

The  mechanical  sources  are:  friction,  pressure,  and  separ- 
ation of  the  molsimlea  of  bodies.  When  a  piece  of  sugar  la 
broken  suddenly  in  a  dark  room,  a  feeble  light  is  observable, 

tr  ^mating  Otm.   (860.)'What 
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which  is  due  to  the  development  of  electricity  at  the  mo* 
ment  of  separating  the  molecules. 

The  physical  sources  are  variations  of  temperature^  and 
the  like.  Some  minerals,  particularly  tourmaline  and  topaz, 
manifest  electrical  phenomena  on  being  heated  or  cooled. 

The  chemical  sources  are  ckemical  compositions  and  dfe- 
compositions  of  bodies.  Metals,  like  zinc,  iron,  and  copper, 
when  plunged  into  acids,  are  attacked  by  them,  forming 
compounds  known  as  salts.  During  these  combinations 
considerable  quantities  of  electricity  are  developed. 

The  most  powerful  of  the  causes  of  electricity  are  friction  and 
chemical  action.    These  will  be  studied  in  their  order. 

Slectroscope. — ^Electrical  Pendulum. 

361«  An  Electroscope  is  an  apparatus  for  showing 
when  a  body  is  electrified. 

The  most  simple  electroscope  is  the  Electrical  Pen- 
DULUMj  which  consists  of  a  small  ball  of  elder  pith,  suspended 
by  a  fine  silk  thread,  as  shown  in  Fig.  249.  The  thread  is 
&LStened  to  the  upper  end  of  a  stem  of  eogper,  which  stem 
has  a  support  of  glass. 

To  ascertain  whether  a  body  is  electrified  or  not,  the 
pendulum  is  presented  to  it ;  if  it  is  electrified,  the  pith  ball 
will  be  attracted,  otherwise  not.  When  the  quantity  of 
electricity  is  too  small  to  produce  sensible  attraction  upon 
the  pith  ball,  more  delicate  instruments  are  sometimes  em- 
ployed, called  electrometers. 

Two  kinds  of  Electzicity. 

362.  That  there  are  two  kinds  of  electricity,  may  be 
shown  by  the  action  of  glass  and  resinous  bodies,  after  being 
rubbed,  upon  pith  balls. 

What  Ib  the  chief  physical  source?  The  chemical  sonrces?  What  is  ths  mott 
poiMrful  cattse  of  el6ctricUy  t  (  361.)  What  is  an  Electroscope  ?  Describe  the 
Electrical  Pendulum.    How  used  ?    (  362.)  How  many  kinds  of  electricity  are  theref 
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If  a  tube  of  glass  be  rubbed  with  a  piece  of  cloth,  and 
then  presentied  to  the  electrical  pendulum,  the  pith  ball  will 
at  first  be  attracted,  and  after  a  short  time  it  will  be  repelled, 
as  shown  in  Fig.  .250.  The  ball  is  then  charged  with  the 
same  kind  of  electricity  as  that  in  the  glass.  . 


Fig.  2411 


fig.  200. 


If  now  a  piece  of  a  resinotis  body,  as  sealing-wax,  be 
rubbed  with  cloth  and  brought  near  the  excited  pith  ball, 
the  latter  is  immediately  attracted  to  the  former.  In  like 
manner,  if  the  sealing-wax  be  first  presented  to  the  pen- 
dulum, it  will  be  attracted  and  then  repelled.  If  then  the 
glass  be  brought  near  the.  pith  ball,  attraction  will  be  ob- 
served. This  shows  that  the  action  of  electricity,  as  devel- 
oped in  glass  and  resin,  is  different,  the  one  repelling  when 
the  other  attracts.  This  fact  was  discovered  by  Dufay, 
in  1734. 

The'  electricity  developed  in  rubbing  glass  with  a  piece 


How  ift  it  shown  that  there  are  two  kindi  ? 
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of  silk,  bas  been  named  vitreous  electricity^  that  developed 
by  rubbing  resin  or  sealing-wax  with  the  silk,  has  been 
named  resinotis  electricity, 

BypotheuB  of  two  Bleotxioal -Fluids. 

868*  The  discovery  of  Dufay  gave  rise  to  the  theory 
of  two  electrical  fluids,  which  in  unexcited  bodies  exist  in  a 
state  of  combination,  forming  what  is  called  a  neutral  fluid. 
The  earth  is  regarded  as  a  great  reservoir  of  this  fluid,  which 
has  of  itself  no  obvious  properties ;  hence  bodies  which 
only  contain  it  are  said  to  be  neutral.  If  by  friction,  chem- 
ical action,  or  other  cause,  the  neutral  fluid  is  decomposed, 
and  the  two  fluids  separated,  electrical  phenomena  are  at 
once  developed. 

These  two  fluids  were  at  first  named  tTie  vitreous,  and  tlie 
resinous  fluids,  but  more  recently  they  have  been  called 
the  positive^  and  the  negative  fluids;  the  vitreous  being 
called  positive,  and  the  resinous  negative.  These  names 
were  adopted  by  Fbanklin  the  better  to  express  their  op- 
posite characters.  The  positive  fluid  is  often  indicated  by 
this  sign,  -^ ,  {plus)^  and  the  negative  fluid  by  this  sign,  —  , 
{minits.) 

The  hypothesis  of  two  fluids  was  first  made  by  Stmner,  and  ac- 
cording to  it  the  development  of  electricity  consists  in  separating  the 
two  fluids.  When  glass  is  rubbed  with  silk,  the  positive  fluid  of  the 
two  goes  to  the  glass,  whilst  the  negative  fluid  goes  to  the  silk. 
When  sealing-wax  is  rubbed  with  silk,  the  reverse  is  the  case,  the 
negative  flaid  goes  to  the  resinous  body  and  the  positive  fluid  to  the 
silk. 

It  is  to  be  observed  that  all  of  the  phenomena  can  be  equally  well 
explained  by  the  theory  of  a  single  fluid.  This  is  the  theory  of 
Franklin,  and  if  we  adhere  to  the  hypothesis  of  two  fluids,  it  is 
simply  because  it  is  more  easily  applied  than  that  of  one  fluid. 

What  are  they  called?  (363.)  What  is  the  neutral  fluid?  When  are  efeotrical 
phenomena  produced  ?  What  other  names  are  g^xen  to  the  two  fluids  ?  How  are 
they  indicated  ?  J^plain  in  detail  the  two  Jtuid  hypotheeia.  F%o  ia  the  author 
c/the  one  Jluid  hypothesis  t 
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ZiawB  of  Slectrical  Attraction  and  Repulsion. 

364.  The  following  laws  have  been  deduced  from 
theory,  and  confirmed  by  experiment : 

1.  Fluids  of  the  same  name  repel  each  other  /  fluids  of 
,    opposite  names  attract  each  other. 

2.  The  intensities  of  the  attrctetions  and  repulsions  vary 
inversely  as  the  square  of  the  distances  between  them. 

Conductors.  —  Insulators. 

365.  Conductors,  or  conducting  substances^  are  those 
which  permit  electricity  to  pass  through  them. 

Insulators,  or  non-conducting  substances^  are  those 
which  do  not  permit  electricity  to  pass  through  them. 

Gray  observed  that  electrified  bodies  returned  instantly  to  a 
neutral  state  when  brought  into  contact  with  the  earth,  or  when 
placed  upon  supports  of  metal,  wood,  stone,  or  any  moist  substance 
whatever.  He  also  observed  that  they  remained  in  an  electrified 
condition  for  a  long  time  when  placed  upon  supports  of  glass,  resin, 
sulphur,  or  when  suspended  by  silken  cords.  From  these  facts,  he 
concluded  that  metals,  wood,  stone,  and  the  like,  permitted  the 
electricity  to  pas*  freely  through  them,  whilst  glass,  resin,  sulphur, 
and  the  like,  opposed  its  passage.  He  also  inferred  that  the  latter 
class  of  bodies  was  not  entirely  incapable  of  conducting  electricity, 
but  that  they  were  extremely  poor  conductors.  When  an  electrified 
body  is  surrounded  by  non-conductors  it  is  said  to  be  insulated^  and 
any  non-conducting  support  of  an  electrified  body  is  therefore  called 
an  insulator. 

The  best  conductors  of  electricity  are  the  metals ;  after 
these  come  plumbago,  well  calcined  carbon,  acid  and  saline 


(364.)  What  is  the  first  law  of  attraction  and  repulsion?  The  second  law? 
(  365.)  What  are  Conductors  ?  Insulators  or  non-conductors  ?  WTiat  observations 
were  made  by  Gray  ?  When  ie  a  body  inetilated  t  What  are  the  best  conductors  ? 
Next  In  order  ? 
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solutions,  water  either  in  a  liquid  or  vaporous  form,  the  hu- 
man body  or  animal  tissues,  vegetable  substances,  and  in 
general,  all  moist  or  humid  substances. 

The  worst  conductors,  or  best  non-conductors,  are  resins, 
gums,  india-rubber,  £lk,  glass,  precious  stones,  spirits  of 
turpentine,  oils,  air,  and  gases  when  perfectly  dry. 

^  BSfithods  of  ZUectzifying  Bodies. 

366.  Nourconducting  bodies  are  electrified  only  by 
friction,  but  conductors  may  be  electrified  either  by  friction, 
by  contact,  or  by  induction. 

In  order  to  electrify  a  metal  it  must  be  insulated ;  that  is, 
it  must  be  surrounded  by  non-conducting  bodies,  and  it 
must  be  rubbed  by  an  insulated  body. 

This  may  be  effected  by  mounting  the  metal  upon  a  stand  of  glasn 
and  rubbing  it  with  a  non-ponductor,  such  as  a  piece  of  silk.  Were 
the  metal  not  insulated,  the  electricity  would  flow  off  to  the  earth  as 
fast  as  generated,  and  were  the  rubbing  body  not  a  non-conductor,' 
the  electricity  would  fioW  off  through  the  hands  and  arms  of  the 
experimenter. 

The  method  of  electrifying  by  contact  depends  upon  the 
property  of  conductibility.  If  a  conductor  is  brought  in 
contact  with  an  electrified  body,  a  portion  of  the  electricity 
of  the  latter  at  once  flows  into  the  former  body.  If  the  two 
bodies  are  exactly  alike,  the  electricity  will  be  equally  dis- 
tributed over  both.  If  they  differ  in  size  or  in  shape,  the 
electricity  will  not  be  equally  distributed  over  both. 

The  method  of  electrifying  bodies  by  induction  is  similar 
to  that  of  magnetizing  bodies  by  induction,  and  will  be 
treated  of  hereafter. 


The  worst  conductors?    (366.>  How  are  non-condTictors  electrified?     Can  con- 
doctors  be  electrified  by  Motion?   Sowt   How  are  bodies  electrified  by  contact? 
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Acoumulatlon  of  Electricity  on  the  Surface  of  Bodies. 

36y,  Experiment  shows  that  when  a  body  is  electrified, 
the  electricity  all  goes  to  the  surface  of  the  body,/ where  it 
exists  in  a  thin  layer,  tending  continually  to  escape.  It 
actually  does  escape  as  soon  as  it  finds  an  outlet  through  a 
conducting  body. 


Fig.  251. 


Of  the  Various  experiments  intended  to  show  this  fact,  we 
select  one  that  was  first  performed  by  Coulomb.  He 
mounted  a  copper  sphere  upon  an  insulating  rod  of  glass,  as 
shown  in  Fig.  251.  He  then  provided  two  hollow  hemis- 
pheres also  of  copper,  which,  when  put  together,  exactly 


(  367.)  WbeK  U  the  electricity  of  a  body  found  ?    Explain  Goulomb^s  experiment 
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fitted  the  first  sphere,  and  these  he  insulated  by  attaching 
them  to  glass  handles.  Having  placed  the  hemispheres  so 
as  to  cover  the  solid  sphere,  he  brought  the  whole  apparatus 
in  contact  with  an  electrified  body  till  it  was  fully  charged* 

On  removing  the' apparatus  fi'om  the  electrified  body,  he 
separated  the  two  hemispheres  abruptly,  and  applied  to  each 
in  turn  the  electrical  pendulum,  when  he  found  that  both 
were  electrified.  On  testing  the  solid  sphere  in  like  manner, 
he  could  discover  no  trace  of  electricity ;  in  other  words,  it 
was  perfectly  neutral. 

In  taking  away  fi*om  the  body  itQ  outer  coating,  he  had 
removed  eveiy  particle  of  its  electricity,  which  proved  that 
the  eleatricity  was  entirely  upon  the  surface. 

Another  fact  which  indicates  the  same  conclusion  is,  that  a  hollow 
and  a  solid  sphere  of  the  same  size  and  of  the  same  material,  will  he 
charged  with  exactly  the  same  quantity  of  electricity  when  made  to 
communicate  with  the  same  electrical  source. 

When  the  electric  fluid  is  accumulated  upon  the  surfece 
of  a  body,  it  tends  to  escape  with  a  certain  fortje,  which  is 
named  the  tension. 

The  tension  augments  with  the  quantity  of  electricity  accumu- 
lated. So  long  as  it  does  not  pass  a  certain  limit,  it  is  held  hy  the 
resistance  of  the  air,  but  if  the  tension  passes  this  limit,  ^e  elec- 
tricity escapes  with  a  crackling  noise  and  a  brilliant  light  called  the 
electric  spark.  In  moist  air  the  tension  is  always  feeble,  because 
the  electricity  is  slowly  conveyed  away  by  the  moisture.  In  a 
vacuum,  there  is  no  resistance  to  the  escape  of  electricity,  and  the 
tension  is  nothing.  The  electricity  in  this  case  flows  off  as  fast  as 
generated,  with  a  feeble  light. 

Influence  of  the  Forms  of  Bodies.  —  Power  of  Points. 

36§.  The  distribution  of  electricity  over  the  sur&ces  of 
bodies  depends  upon  their  form.    If  a  body  is  spherical,  the 


W?iat  /act  eonjlrms  Cottlomb's  eonclvMon  t  What  is  the  tension  ?  What  U  ihs 
tUetrie  spark  t  Why  is  the  tension  feeble  in  moM  qir  t  Ina  vacuum  f  (  8  68.) 
What  effect  has  the  form  of  a  bodv  ? 
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finid  is  equally  distribnted,  as  may  be  sliown  by  an  inetni- 
ment  called  a  proof-plane. 

The  proof-plane  coosistB  of  a  disk  of  gilt  paper  attached  to  the  end 
of  a  rod  of  gumlac,  which  iiuulat«B  well.  .Takiog  the  rod  in  the 
hand  B8  shown  in  Fig.  253,  it  is  applied  sacceisively  at  different 
t«intB  of  the  eleatriHed  surface,  aud  aftei  each  oontaot  it  i»  preteated 
to  the  eUotrioal  pendulum. 


If  the  electrified  body  ia  a  sphere,  the  same  amount  of 
attraction  for  the  pith  bail  is  shown,  wherever  the  contact 
may  be  made ;  this  ahoiva  that  the  proof-plane  is  equally 
charged  at  every  point  of  the  sphere,  and  consequently  it  is 
inferred  that  the  distribution  is  uniform  over  the  whole 
Burface. 

When  the  body  is  elongated  and  pointed,  as  in  Fig.  262, 
.  differeat  resolts  are  obtained.    In  this  case  the  proof-plane 

Whatita pifif-pUnut   HowomiIT 
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is  more  highly  charged  at  the  sharp  end  of  the  body  than 
at  any  other  point,  showing  a  larger  amount  of  electricity  at 
the  point  than  elsewhere.  In  general,  it  may  be  shown  that 
the  greater  the  curvature  of  a  surface  at  any  part,  that  is, 
the  nearer  it  approaches  a  point,  the  greater  will  be  the 
accumulation  of  electricity  there.  This  shows  that  elec^ 
tricity  tends  to  accumulate  at,  or  to  flow  towards  the 
pointed  portions  pf  bodies. 

The  accumulation  of  electricity  at  points  gives  rise  to  a  high 
tension,  which  is  sufficient  to  overcome  the  resistance  of  the  air  and 
to  give  rise  to  an  escaping  current.  In  fact,  metallic  bodies  of  a 
pointed  shape  soon  lose  the  electricity  imparted  to  them,  and  often 
the  escaping  current  may  be  felt  by  placing  the  hand  in  front  of  the 
point.  If  the  flow  takes  place  in  a  darkened  room,  it  may  be  dis- 
covered by  a  feathery  jet  of  faint  light 

The  property  of  points,  or  the  power  of  points,  as  it  is  called,  was 
noticed  by  Franklin  and  made  use  of  by  him  in  his  theory  of 
lightning-rods.  *^ 


.  '     II.  —  PRINCIPLE      or      INDUCTION.  —  ELECTRICAL      MACHINES. 

Induction. 

869.  If  an  insulated  conductor  in  a  neutral  state  is 
brought  near  an  electrified  body,  the  fluid  of  the  latter, 
acting  upon  that  of  the  former,  decomposes  it,  repelling  the 
fluid  of  the  same  name,  and  attracting  that  of  a  contrary 
name.  This  operation  is  called  Induction,  and  it  may  take 
place  not  only  at  considerable  distances,  but  also  .through 
non-conducting  bodies,  such  as  air,  glass,  and  the  like. 

The  method  of  electrifying  bodies  by  induction  is  shown 
in  Fig.  253.  On  the  right  of  the  figure  is  the  prime  con- 
ductor of  an  electrical  machine,  which,  as  We  shall  see  here- 
after, is  charged  with  the  positive  fluid.     On  the  left  is  a 

Whftt  elfoct  has  ft  pointed  fonn  f    DiaowB  tJie  power  of  points,    ( 369.)  Whftt  Is 
Indnotion  ? 
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metallic  cylinder  with  epherical  ends,  and  snpported  by  a 
rod  of  glass.  Attached  to  its  lower  aurfiice,  at  intervals,  are 
pairs  of  pith  ball  pendulums,  supported  by  threads  of  some 
oondncting  snhstmice.  ■ 


When  the  cylinder  is  brought  slowly  towards  the  electri- 
cal machine,  we  see  the  pith  balls  repel  each  other  and 
diverge.  This  divergence  is  unequal  at  different  points, 
*  being  greatest  near  the  extremities  of  the  cylinder  ;  towards 
the  middle  of  the  cylinder  the  pith  balls  remain  in  contact 
without  repelling  each  other.  We  conclude  fi'om  these 
facts  that  the  fluids  are  driven  towards  the  extremities  of 
the  cylinder,  whilst  the  central  portion  remans  in  a  neutral 
state. 

If  a  stick  of  resin  be  rubbed  with  silk  and  brought  near 
the  pith  balls  towards  the  electrical  machine,  they  will  be 
repelled,  showing  that  that  end  of  the  cylinder  is  negatively 
electrified.    If  it  is  brought  near  the  pith  balls  at  the  remote 


How  Uuiln9ulit<abod;iffSet«dbrlmInetlonr    Expltlii  tbs  phus 
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extremity  of  the  cylinder,  they  are  attracted,  showing  that 
'  that  end  of  the  cylinder  is  positively  electrified.  Finally, 
the  electricities  in  the  two  ends  are  equal  in  quantity,  as 
may  be  shown  by  removing  the  cylinder,  when  they  flow 
together  and  neutralize  each  other. 

The  positive  electricity  of  the  machine,  then,  simply  acts  to  sepa- 
rate the  two  fluids,  attracting  the  negative  fluid  to  the  end  nearest 
it  and  repelling  the  positive  fluid  to  the  opposite  end  of  the  cylinder. 
No  electricity  passes  from  the  machine  to  the  cylinder. 

If,  whilst  the  apparatus  is  in  the  position  shown  in  the 
figure,  the  two  electricities  being  separated,  the  positive 
end  be  touched  by  a  conductor,  as  the  finger,  for  example, 
all  of  the  positive  fluid  will  escape,  whilst  the  negative  fluid, 
being  held  by  the  attraction  of  the  positive  fluid  in  the 
machine,  remains  on  the  surface  of  the  cylinder.  The  cylin- 
inder  is  thus  charged  with  negative  electricity  throughout, 
as  may  be  shown  by  applying  a  rod  of  electrified  glass  or 
resin  to  the  pith  balls  at  the  two  extremities.  Furthermore, 
it  is  immaterial  whereabouts  the  cylinder  is  touched  by  the 
conductor,  for  if  touched  at  any  point,  the  positive  fluid 
escapes,  and  the  cylinder  is  charged  with  the  negative  fluid. 
.  Had  the  inducing  body  been  charged  negatively,  the 
cylinder  would  in  like  manner  have  received  a  positive 
charge  by  induction. 

The  method  of  induction  is  of  frequent  application  in  experimental 
inquiries,  and  the  principle  set  forth  above  serves  to  explain  a  great 
variety  of  electrical  phenomena. 

The  Electrical  Machine. 

870.  The  Electrical  Machine  is  a  machine  by  means 
of  which  an  unlimited  amount  of  electricity  may  be  gen- 
erated by  friction. 

Edw  does  the  poHti^e  eledridiy  actf  How  is  the  negative  flald  drawn  off? 
Had  the  Indndng  body  been  negatively  electrified,  what  would  have 'happened? 
{  ftvo.)  What  is  an  Electrical  Machine  ? 


ISDUCl 


ThU  machine  was  invented  about  two  hundred  years  ago  by 
Otto  von  Gitericke,  the  distinguished  inventor  of  the  air-pump. 
The  first  maciiine  was  simply  a  ball  of  sulphur  fixed  upon  a  wooden 
ui«.    On  turning  the  azia,  end  at  the  same  time  pressing  one  hand 
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against  the  ball,  a  ((uantity  of  frictional  electricity  was  developed. 
Afier  various  improvements  the  machine  has  taken  the  form  shown 
in  Fig.  254,  which  is  the  form  that  is  now  most  generally  employed  in 
physical  researches. 


Tita  inveiUid  and  by  w^^^m  t 
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The  principal  piece  of  the  machine  ia  a  plate  of  glass,  PPy 
three  feet  or  more  in  diameter.  This  plate  is  momited  upon 
a  horizontal  axis,  and  may  be  tamed  upon  this  axis  by  means 
of  a  crank.  The  wooden  frame  which  supports  the  axis 
embraces  the  plate,  and  bears  four  cushions  which  press 
against  the  glass  on  its  opposite  feces;  two  above  and  two 
below  the  axis.  The  cushions  are  of  leather  stuffed  with 
hair ;  by  their  friction  they  give  rise  to  positive  electricity 
in  the  plate  when  it  is  turned. 

Two  cylinders  of  brass,  AA,  are  mounted  on  the  table 
which  supports  the  frame-work,  and  are  insulated  by  glass 
pillars.  These  cylinders,  called  conductors,  are  united  at 
their  remote  ends  by  a  thu-d  cylinder  of  brass,  as  shown  in 
the  figure.  At  their  ends  nearest  the  plate  they  terminate 
in  cylindrical  pieces  constructed  so  as  to  partially  embrace 
the  plate  but  not  touch  it.  These  pieces  are  called  combs, 
from  the  fact  that  a  great  number  of  projecting  teeth  are 
placed  on  their  sides  next  the  plate.  Finally,  all  of  the 
ends  of  the  cyHnders  in  the  machine  are  wrought  into 
spherical  forms,  to  prevent  the  dissipation  of  electricity  as 
much  as  possible.  The  entire  collection  of  metallic  cylinders 
is  called  the  prime  conductor. 

Use  of  the  Electrical  Machine. 

371.  When  the  plate  is  turned  rapidly,  the,  friction  of 
the  cushions  or  rubbers  develops  a  great  quantity  of  posi- 
tive electricity  on  the  glass,  whilst  the  negative  fluid  goes 
to  the  rubbers  and  is  conveyed  through  the  frame  to  the 
earth,  and  thus  disappears.  The  neutral  fluid  on  the  con- 
ductors is  decomposed ;  the  negative  fluid  flows  through 
the .  teeth  of  the  combs  to  the  glass  plate,  tending  to  neu- 
tralize the  positive  fluid  on  the  plate.    The  conductors  thus 


Wbat  is  the  principal  pi^ce  f  How  mounted  ?  Describe  the  cushions.  Describe 
the  condnctors  and  the  method  in  which  they  are  mounted.  How  are  they  electri« 
fled  f    What  is  the  prime  conductor  ?    (371.)  Explain  the  operation  of  the  machine. 


INDUCTION.  391 

loring  the  negative  fluid,  become  charged  with  positive 
electricity. 

The  electrical  machine  may  he  arranged  to  produce  negative 
electricity  as  follows  :  The  feet  of  the  tahle  are  insulated  hy  heing 
placed  upon  glass  supports,  and  the  prime  conductor  is  then  connected 
with  the  earth  by  a  metallic  chain.  This  chain  permits  the  positive 
electricity  to  flow  out  of  the  prime  couductor,  whilst  the  negative 
electricity,  being  unable  to  escape,  accumulates  upon  the  cushions,  ( 
table,  and  £rame  of  the  instrument 

Measure  of  the  Quantity  of  Blectricity  in  the  Machine. 

.  372.  The  quantity  of  electricity  in  the  prime  conductor 
may  be  shown  by  an  instrument  called  Henley's  electro- 
meter. 

This  electrometer  is  represented  on  the  left  of  the  drawing 
of  the  machine,  and  consists  of  a  vertical  support  of  wood, 
bearing  a  quadrant  divided  into  degrees.  At  the  centre  of 
the  quadrant  is  attached  a  small  arm  of  whalebone,  turning 
around  an  axis  and  terminating  in  a  pith  ball. 

When  the  machine  is  in  operation,  the  ball  rises  along  the 
quadrant,  and  by  its  divergence  from  the  vertical  indicates 
the  quantity  of  electricity  developed. 

Precautions  in  using  the  Machine. 

8 73.  After  the  prime  conductor  is  electrified,  if  we  cease  to  turn 
the  plate,  and  the  air  is  dry,  the  pith  ball  will  descend  slowly,  show-  ' 
ing  a  gradual  dispersion  of  the  electricity.  If  the  air  is  damp,  the 
ball  descends  rapidly,  showing  a  rapid  loss  of  electricity.  Elec- 
trical experiments  seldom  succeed  in  a  damp  day.  In  order  that 
they  should  be  successful,  the  instrument,  as  well  as  the  surround- 
ing atmosphere,  ought  to  be  perfectly  dry. 

Electricity  will  be  developed  more  rapidly  if  the  cushions  are 


Bow  may  it  he  arranged  to  coUect  negative  electricity  f  (372.)  How  is  the 
quantity  of  electricity  on  the  prime  conductor  indicated?  Describe  the  electrometer 
used.  Its  action.  <373)  What  effect  has  dampnsu  on  the  development  qfeUo- 
iriciiy  f    How  ie  the  electricity  increased  f 
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eoTered  with  a  paste  composed  of  sulphur  and  tin,  or  an  amalgam 
of  zino  and  merenry)  or  of  tin  and  mercury. 

Only  a  certain  amount  of  electricity  can  be  retained  on  the  prime 
conductor,  after  whjch,  if  the  plate  is  turned,  the  tension  becomes  so 
great  that  it  escapes  through  the  air  or  along  the  glass  legs  of  the 
conductor,  and  all  that  is  generated  continues  thenceforth  to  be  dissi- 
pated. The  electrometer  indicates  that  the  instrument  is  fully 
charged,  by  ceasing  to  rise,  and  'remaining  stationary  as  the  plate  is 
turned. 

Finally,  in  order  to  attain  the  best  possible  results,  the  machine 
should  not  be  placed  too  near  the  walls,  or  the  furniture  of  a  room, 
or  any  thing  upon  which  it  can  act  by  induction.  In  particular  all 
angular  objects  should  be  avoided.  The  prime  conductor  tends  to 
abstract  from  surrounding  objects  their  negative  electricity,  and  to 
return  to  its  neutral  condition. 


Fis,8B& 


The  effect  of  neighboring  bodies  may  be  illirstrated  by  bringing 
a  metallic  point  near  a  charged  prime  conductor,  as  shown  in 
Fig.  255.  When  the  point  is  at  a  considerable  distance  from  the 
conductor,  the  electrometer  begins  to  fall,  showing  a  loss  of  electricity. 


Boto  d&  «M  knme  when  ih.6  prime  con/fftctor  fy  fkUff  charged  f 
^0^f*  etf  net^hboHng  eonduciore  t    Eow  illttetrated  f 


Whaiie  ih€ 
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This  may  be  explained  by  supposing  iioga.tive  electricity  (o  flow  from 
the  point  to  the  coDductar,  in  accordance  with  what  has  been  showa 

It  is  sometimes  said  that  the  point  draws  off  the  electricity  from 
the  conductor,  but  this  is  not  the  coee ;  the  point  abstracts  none  of 
the  positive  electricity,  but  gives  to  the  conductor  negative  elec- 
tricity, which  unites  with  the  positive  ftuid  to  neutralize  it. 

Electirapborus. 

874.  The  Elbctkopbobus  is  a  machine  due  to  Yolta, 
by  means  of  which  we  may  obtain  coneiderable  quantities  of 
electridty. 


It  conasts  of  two  pieces :  one  a  plate  of  resin  spread  on 

J^icto/a*  point.    (  374.)  Whit  Is  in  ELestcopbarnit    Dtwiibe  11.    Howllit 
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a  table  of  (rood,  wiii  the  other  2  wooden  plate,  covered  with 
tin  foil,  and  provided  with  an  insulating  handle  of  glass. 
It  is  represented  in  Figs.  256,  257,  and  258.     - 

To  use  this  inBtrument  we  commence  by  rubbing  the 
resinous  plate  vigorously  with  a  cat's  ekin,  as  shown  in 
Fig.  256.  This  develops  negative  electricity  in  the  resin. 
We  then  apply  the  disk,  holding  it  by  its  handle.  The  plate 
of  resin  acts  upon  the  disk  by  induction,  drawing  the  posi- 
tive fluid  to  the  tin  foil  on  its  lower  face,  and  repelling  tfae 
negative  fluid  to  the  foil  on  the  upper  face.  In  this  posi- 
tion, if  the  upper  &ce  be  touched  with  the  finger,  as  shown 
in  Fig.  257,  the  negative  fluid  will  be  drawn  off  into  the 
body,  and  the  disk  will  be  charged  with  po^tive  electricity^ 


If  the  disk  be  raised  from  the  resinous  plate  by  its  handie, 
and  touched  wHh  the  knuckle,  as  shown  in  Fig.  258,  a  spark 

Eiplidn  fta  mUm. 


will  pass  which  ia  due  to  the  negative  electricity, 
from  tlie  body  to  the  positively  electrified  plate. 

If  now  we  continue  to  repeat  the  manipulation,  exhibited  in 
Figs.  257  and  258,  a  succeBsion  of  sparks  may  be  obtained  withoat 
the  necesEily  of  rubbing  the  resin  again  with  the  cat's  ekin.  If  the 
air  is  dry,  the  resin  will  continue  in  an  electrified  state  for  a  very/ 

If  the  disk  is  raised  from  the  resinous  plate,  wilhout  touching  it 
with  the  finger,  it  at  once  comes  to  a  neutral  state,  and  no  spark  can    - 
be  obtained. 

Gold-lesf  Eleotiometar. 

ftTS.  The  GoLivLBAF  ELEcrROUKCEB  is.  an  instmment 
invented  by  Behnet,  for  determimng  whether  a  body  is 
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efeetrified,  and  to  ■hoTT  the  idnd  of  electricity  with  which 
it  18  charged. 

It  consists  of  a  glass  bottle,  closed  at  the  top  hj  a  cork, 
through  which  passes  a  large  copper  wire.  This  wire  is 
terminated  at  its  top  hj  a  copper  ball,  and  has  attached  to 
its  lower  extremity  two  slips  of  gold-leaf  The  instrmnent 
is  represented  in  Fig.  259. 

The  eork  and  the  whole  top  of  the  bottle  are  covered  with  a  kind 
of  YftmiBh,  made  by  dissolving  sealing-wax  in  alcohol.  The  varnish 
is  laid  on  with  a  brush,  and  serves  to  make  the  bottle  a  better  non- 
conductor. This  kind  of  varnish  is  often  used  in  electrical  experi- 
mentft  to  render  glass  non-eonducting.  Glass  in  a  dry  state  is  a 
good  non-conductor,  but  it  is  apt  to  condense  moisture  from  the  air 
80  as  to  become  a  conductor.  When  covered  with  any  resinous  var- 
nish, this  trouble  is  removed. 

'Mathod  of  uring  the  Gold-leaf  Electroiiieter. 

876«  To  ascertain  whether  a  body  is  electrified,  we 
bring  the  ball  of  the  electrometer  near  it.  If  it  is  electri- 
fied, it  acts  npon  the  ball  and  its  stem  by  induction,  attract* 
ing  the  fluid  of  a  contrary  name  into  the  ball,  and  repelling 
that  of  the  same  name  into  the  gold  leaves,  which,  being 
very  light  and  electrified  by  the  same  kind  of  fluid,  will 
diverge.  This  instrument  is  very  sensitive,  showing  the 
slightest  amount  of  electricity.  To  ascertain  the  kind  of 
electricity  in  a  body,  proceed  as  before,  until  the  gold 
leaves  diverge,  then  touch  the  ball  with  the  finger.  The 
electrometer  is  then  charged  with  a  fluid  of  the  opposite 
name  to  that  in  the  body  to  be  experimented  upon.  Now 
let  a  glass  rod  be  rubbed  with  woolen  cloth,  «o  as  to  excite 
positive  electricity,  and  then  let  it  touch  the  ball  of  the 
electrometer.    If  the  leaves  diverge  "more,  the  electricity 

Desorfbo  ft  Why  U  the  top  qf  the  bottle  varnished  f  Ihecribe  the  wtmiek^ 
(876.)  Hov  do  WB  aseertafn  irben  a  hodj  to  «lectrtaed  by  fhii  instraniMitf  *  De- 
scribe tlie  operation  in  detail. 
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in  them  before  was  positive,and  that  of  tho  body  in  ques- 
tion was  consequently  negative.  J£,  however,  the  leaves 
approach  each  other,  the  electricity  in  them  before  was 
negative,  and  conseqnently  that  in  the  body  experimented 
opon  waa  positive. 

This  is  &D  exceedinifly  delicate  teat,  and  one  of  great  practical 


^ 


Bleotrioat  Bpark.— Electtical   Bhock. 
8r».    An  Electkical  Spaek  is  a  brilliant  flash  of  light 
which  passes  when  a  conductor  approaches  a  highly-elec- 
trified body.  9 

A(Mi<l«!ln>m«(«r(/«>ii(cA»Mr  <STT.)  Wlwt  ItuBlKtrkdBpukl 
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The  method  of  drawing  a  spark  from  the  prime  coni3actor 
is  shown  in  Fig.  260,  The  apark,  when  received  by  the 
bnmas  body,  is  accompanied  by  a  sensation,  called  an 
electrittal  shocks  which  may  be  very  painful  and  even 
dsDgeronfl. 

The  spark  arises  from  the  combinHtion  of  the  two  contrary  fluids. 
The  positive  fluid  acting  at  a  dista.Dce  by  induction,  drives  the  posi- 
tive fluid  of  tho  hand  to  the  earth,  and  the  body  of  the  eiperimeuter 
becomes  negatively  electrified.  When  the  tensions  of  the  positive 
electricity  of  the  machine  and  the  negative  electricity  of  the  body, 
overcome  the  resistance  of  the  air,  tbey  rush  together  with  a  sharp 
cracli  and  a  bright  light  whicli  constitutes  the  spark.  When  the 
electrical  maoliine  Is  powerful,  the  sparks  take  a  zig-zag  course,  like 
lightning  froin  a  storm-cloud. 


Kttuick?     WhaiilUieca-uie^lktiparkt    Erplain in delaU. 
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Tha  BlMArloal  BtooL 


8T8.  A  spark  may  be  drawn  from  the  hnman  body  when 
properly  electrified.  For  this  purpose  an  Ei.bctbical  Stool, 
that  is,  a  etool  insulated  by  means  of  glass  legs,  is  made  use 
o£,  as  shown  in  Fig.  281.  A  pereon  standing  on  the  stool, 
and  taking  hold  of  the  prime  condactor,  becomes,  when  tho 
plate  ia  turned,  positively  electrified.  If  a  second  person 
now  attempts  to  shake  hands  with  the  first,  a  shook  will  be 
experienced,  and  a  spark  will  pass  between  them. 


nie  ISeotrfoat  Ohlma. 

S»9.  Tlie  Electkical  Chime  is  a  collection  of  bells  that 
are  made  to  ring  by  means  of  electricjil  attractions  and 
repulsions. 

It  consists,  in  the  case  shown  in  Fig.  262,  of  three  bells 
suspended  from  a.  horizontal  bar  of  wood,  m.  The  outer 
bells,  b  -and  c,  ore  suspended  by  metallic  chains,  and  the 
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middle  one  by  a  silk  cord ;  the  middle  bell,  moreover,  is  con. 
nected  with  the  earth  by  mc:ms  of  a  metallic  chain.  Be- 
tween the  bells  are  two  balia  of  metal,  suspended  from  the 
bar,  m,  by  a  cord  of  eilk.  The  entire  apparatus  is  connected 
with  the  prime  conductor  of  an  electrical  machine,  as  shown 
in  Fig.  262. 

When  the  machine  is  turned,  the  outer  bells  become  po^- 
tively  electrified,  and  attract  the  balls,  which  impinge  against 
them,  become  electrified,  and  are  immediately  repelled, 
striking  against  the  middle  bell,  where  they  lose  their  charge, 
and  are  agdn  attracted  to  the  extreme  bells,  and  again 
repelled.  This  alternate  attraction  and  repulsion  of  the 
balls  keep  up  the  ringing  as  long  as  the  plate  is  turned. 


Eipliln  th«  Mtlon  of  ths  eltctrlol  chlnu. 
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The  Bleotxioal  Puppet. 

880.  The  Electrical  Puppet  consists  of  a  little  figure 
which  is  made  to  dance  by  means  of  electrical  attraction  and 
repulsion. 

It  consists  of  a  light  image  made  of  elder  pith,  or  some 
similar  substance,  placed  between  two  metallic  plates,  one 
of  which  is  in  connection  with  the  prime  conductor  of  the 
machine,  and  the  other  with  the  earth  by  means  of  a  chain, 
as  shown  in  Fig.  263. 

When  the  machine  is  turned,  the  upper  plate  is  electrified, 
and  attracts  the  image  to  it.  The  image  is  charged  and 
immediately  repelled  to  the  lower  plate,  where  it  loses  its 
electricity,  and  is  again  attracted  to  the  upper  plate,  and  so 
on,  dancing  up  and  down  as  long  as  the  plate  is  turned. 


The  meotzioal  WheeL 


381.  The  Electrical 
Wheel  consists  of  four 
or  more  arms,  bent  in  the 
same  direction,  and  at- 
tached to  a  small  cap, 
which  is  free  to  rotate 
about  a  pivot. 

This  pivot  is  attached 
to  the  prime  conductor, 
or  else  to  a  metallic  sup- 
port, connected  with  the 
conductor.  Fig.  264  re- 
presents such  a  wheel.  It 
is  a  reaction  wheel,  and  is 
made  to  turn  by  the  es- 


Fig.  264. 


(380  )  What  is  the  Electrical  Pnppetf    Describe  it    Explain  its  action.    (  88 1.) 
What  is  the  Electrical  Wheel  ?    Describe  it    Explain  its  action. 
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«ipo  of  electricity  from  the  polnta.  When  the  machine 
is  turaed,  the  prime  conductor  and  the  wheel  become  eleo- 
Iritied ;  the  tension  of  the  electricity  at  the  points  becomes 
Tcry  gi'eat,  and  finally  escapes  with  a  force  that  cauaea  the 
wheel  to  revolve  in  a  direction  indicated  by  the  arrow-head, 
that  is,  in  a  direction  contrary  to  that  in  which  the  points 
are  bent.  The  wheel  does  not  turn  in  a  vacuum,  which 
shows  that  electricity  escapes  from  points  in  a  vacuum  with- 
out resistance. 

The  Znootiioal  Egg. 

883.     The  Electrical  Egg  is  an  egg-shaped  light,  pro- 
duced by  a  flow  of  electricity  through  a  vacuum. 


(  3830  Whit  [)  tb«  £I»trtcsl 
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The  method  of  exhibiting  this  light,  and  the  apparatus  em- 
ployed, are  shown  in  Fig.  265.  The  apparatus  consists  of  a 
hollow  globe  or  oval  of  glass,  containing  two  small  metallic 
spheres  of  metal  at  some  distance  apart.  The  upper  one 
communicates  with  the  piime  conductor,  and  the  lower  one 
with  the  earth.  The  globe  may  be  deprived  of  its  internal 
air  by  means  of  the  air-pump.  Then,  if  the  electrical  ma- 
chine be  turned,  a  flow  of  electricity  will  take  place  from 
the  machine  to  the  earth  through  the  two  balls,  and  because 
the  balls  are  in  a  vacuum  there  will  be  no  obstruction  to  the 
flow.  If  the  experiment  is  made  in  a  darkened  room,  a 
beautiful  violet-colored  light  will  be  seen  between  the  two 
balls,  of  the  shape  shown  in  the  figure. 

The  Electrical  Square. 

383.  *  The  Electrical  Square  consists  of  a  square  plate 
of  glass,  upon  one  surflice  of  which  a  thin  strip  of  tin  foil  is 
fastened,  running  backwards  and  forwards  across  the  plate, 
as  shown  by  the  black  line  in  Fig.  266.  One  end  of  this 
strip  of  tin  is  made  to  connect  with  the  prime  conductor  of 
the  electrical  machine,  and  the  other  end  is  made  to  com- 
municate with  the  earth  by  a  chain.  The  square  is  insulated 
by  legs  of  glass. 

When  the  machine  is  turned,  a  current  of  electricity  flows 
through  the  strip  of  tin  from  the  machine  to  the  earth,  and 
no  spark  is  given  out.  If,  however,  the  tin  is  broken. at  any 
point,  there  will  be  a  succession  of  sparks  at  that  point, 
which  will  be  so  close  together  as  to  produce  a  continuous 
light.  If,  now,  the  tin  be  broken  by  a  penknife  so  that  the 
points  of  rupture  are  arranged  in  a  definite  figure,  as  that 
of  a  flower,  for  instance,  a  continuous  light  will  be  seen  at 
each  of  these  points,  and  the  figure  will  appear  as  if  traced 
upon  the  glass  with  fire.    Any  kind  of  figure  may  be  drawn, 


ExplAin  the  method  of  exhibiting  it    (383.)  What  is  th6  Elettrioal  Sqbaref 
Describe  it    Explain  its  action. 
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or  words  may  be  written  on  the  glasa.     Tho  experiment 
is  more  atriking  in  a  darkened  room. 

The  EtooMoal  Oannon. 

SM.  The  ELEfTTRicAL  Cannon  ia  a.  small  ^nnon  which 
is  discharged  by  means  of  the  electrical  spark. 

This  oinnon  ia  used  not  onlf  as  an  electrical  recreation,  bnl  it 
ierve*  also  to  demoDatrate  an  important  scientifio  fact,  viz. :  that  the 

(384.) 'fnutl>U»EI«strica1  Cannon?     malUUaiait 
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ctectrio  spark  is  capable  of  producing  chcmicikl  reactions.    For  ex- 

amplo,  water  iH  formed  of  oxygen  and  hydrogen  gases  in  the  propor- 
tion of  two  volumes  of  the  former  to  one  volume  of  the  latter.  Now 
if  these  two  gases  be  mixed  in  this  proportion,  and  an  electrical 
spark  be  patsed  through  tlie  mixture,  the  goEes  inBtsntly  unite  aud 
form  water.  Moreover,  the  combioatioD  takes  place  with  a  brilliant 
flash  of  light  and  a  loud  report,  the  report  being  due  to  the  expansive 
force  of  the  vapor  which  is  produced  at  the  moment  of  combination. 
It  is  upon  these  principles  that  the  electrical  caimou  represented  in 
f^.  267  is  constructed. 


It  consists  of  a  small  copper  cannon  mounted  on  a  steni 
of  glass.  In  the  vent  of  the  cannon  is  a  tuhe  of  glass, 
through  wliicl^  passes  a  copper  wire.  This  ivire  terminates 
externally  in  a  ball,  and  internally  it  terminates  near  the  . 
metal  of  the  cannon  without  touching  it.  The  whole  com- 
municates with  the  earlh  by  a  chain. 
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To  use  the  instrument,  it  is  filled  with  a  mixture  of  oxygen 
and  hydrogen  in  the  proportions  to  form  water,  and  the 
muzzle  is  then  closed  by  a  cork.  If  a  charged  electrophorus 
is  brought  in  contact  with  the  ball,  a  spark  passes  between 
them,  and  another  between  the  internal  extremity  of  the 
wire  and  the  metal  of  the  cannon.  This  spark  causes  an 
explosion  and  diives  out  the  cork. 

A  similar  apparatus,  called  Volta's  pistol,  is  used  for  exploding 
a  mixture  of  oxygen  and  hydrogen,  or  of  air  and  hydrogen.  It  is 
nothing  more  than  a  sheet-iron  cylinder  closed  by  a  cork.  It  is 
exploded  by  touching  its  button  to  the  prime  conductor  of  an  electri- 
cal machine. 


IT.  —  ACCUMULATION      OF      ELECTRICITY. 

Zilectrical  CondenBer. 

385.  An  Electrical  Condenser  is  an  apparatus  em- 
ployed for  the  accumulation  of  electricity. 

They  are  of  various  forms,  but  are  all  essentially  com- 
posed of  two  conductors  separated  by  an  insulator.  The 
condenser  of  Epinus  may  serve  as  a  type  of  this  class  of 
apparatus. 

Condenser  of  Epinus. 

3$6.  The  Condenser  op  Epinus  is  composed  of  two 
metallic  plates,  A  and  B,  Fig.  268,  standing  upon  supports 
of  glass,  with  an  intervening  plate  of  glass,  (7,  somewhat 
larger  than  either  of  the  metallic  plates.  <rhese  several 
plates  are  so  mounted  that  the  plates  A  and  B  may  be  made 
to  approach  to,  or  recede  from  the  plate  C. 


How  is  it  nsed?    Denerihe  Yoita'b  pistol.    (386.)  What  is  an  Electrical  Con- 
denser r    (  3  8  G.)  Describe  the  Gondenser  of  Epinus. 
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387.    To  use  the  coadenser,  the  plates,  A  and  S,  are 
moved  up  to  toucli  the  plate,  C,  aa  shown  la  Fig.  269.    The 


<3BT-}  Dnorlb*  the  metbod  of  lubv  it,  in  d>t^ 
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plate,  JB^  is  made  to  communicate  with  the  prime  condactor 
of  an  electrical  machine,  and  the  plate,  Ay  with  the  eaith. 
The  electrical  machine  is  then  put  in  motion,  which  charges 
the  plate,  -B,  with  positive  electricity.  Were  it  not  for  the 
plate,  Ay  the  quantity  of  electricity  on  each  unit  of  sur&ce  of 
^  would  be  the  same  as  on  a  unit  of  sur&ce  of  the  prime 
conductor ;  but  the  presence  of  the  plate.  Ay  modifies  this 
result. 

The  plate,  ^,  acts  by  induction  upon  Ay  and  drives  its 
positive  electricity  to  the  earth,  retaining  its  negative 
electricity  by  the  force  of  attraction.  The  negative  elec- 
tricity of  A  now  reacts  upon  JBy  partially  neutralizing  the 
effect  of  its  positive  electricity.  The  electricity  of  -S  being 
partially  neutralized,  no  longer  holds  that  of  the  prime  con- 
ductor in  equilibrium,  and  an  additional  quantity  of  the 
positive  fluid  flows  into  it,  which,  acting  as  before,  di*aws 
into  A,  &om  the  earth,  an  additional  quantity  of  the  negative 
fluid,  and  so  on.  In  this  way  there  is  gradually  accumulated 
upon  ^  and  Ay  large  quantities  of  the  positive  and  negative 
fluids. 

When  the  apparatus  is  fully  charged,  we  cut  off  the  com- 
munication between  A  and  the  earth,  then  that  between  £ 
and  the  machine,  by  taking  away  the  chains.  In  this  condi- 
tion the  two  electricities  on  A  and  £  show  no  effects,  but 
simply  hold  each  other  in  equilibrium.  There  is,  however, 
in  consequence  of  the  intervening  glass  plate,  an  excess  of 
electricity  in  JB,  as  is  shown  by  the  electrical  pendulum^  by 
placed  in  connection  with  it.  A  similar  pendulum  placed  in 
connection  with  Ay  gives  no  such  indication. 

I^  now,  the  plates  be  separated,  as  shown  in  Fig.  268,  both 
electrical  pendulums  will  diverge,  as  they  should  do,  because 
the  two  electricities  no  longer  hold  each  other  in  equilibriuriu 
In  this  condition  the  electricities  of  the  two  plates  may  be 


Explain  its  theorj.    How  mny  it  be  shown  that  the  two  plates  are  dUlbientl;^ 
charged  f 
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tested  and  shown  to  be  opposite.  If  a  rod  of  glass  be 
rubbed  with  silk  and' brought  near  the  pendulum  upon  -S,  it 
will  be  repelled,  indicating  positive  electricity;  if  it  be 
brought  near  the  pendulum  upon  -4,  it  will  be  attracted, 
indicating  negative  electricity. 

Slow  diaohaxgo  of  the  Condenser.— Instantaneous  discharge. — 

Discharger. 

388*  The  condenser  being  charged  and  placed  as  in 
Fig.  269,  may  be  discharged,  that  is,  brought  back  to  its 
neutral  state,  in  two  ways.  Firsts  by  successive  contacts,  in 
which  case  the  discharge  takes  place  slowly ;  or  secondlj/j 
by  connecting  the  plates  A  and  -S  by  a  conductor,  in  which 
case  the  discharge  is  instantaneous. 

If  the  plate,  -4,  is  touched,  no  electricity  is  drawn  off, 
because  all  that  it  contains  is  held  in  equilibrium  by  that  in 
the  plate,  A  If,  however,  the  plate,  jB,  is  touched,  all  of 
its  free  electricity,  that  is,  all  which  is  not  neutralized  by 
that  in  the  plate,  -4,  is  drawn  off.  After  this,  a  certain  un- 
neutralized  portion  of  electricity  will  exist  upon  Ay  which 
will  be  indicated  by  the  pendulum.  By  continuing  to  touch 
the  plates  alternately/,  the  whole  charge  may  be  drawn  off 
in  small  quantities. 

To  obtain  an  instantaneous  discharge,  we  might  touch  one 
plate  with  one  hand  and  the  other  plate  with  the  other 
hand,  when  the  two  fluids  would  flow  through  the  body  and 
neutralize  each  other ;  this  method  produces  a  shock  much 
more  powerful  than  that  produced  Ity  the  simple  spark  from 
the  prime  conductor. 

To  avoid  this  shock  we  make  use  of  a  discharger.  A  dis- 
charger consists  of  a  heavy  wire  bent  into  an  arc,  terminated 
at  its  two  ends  by  balls,  and  having  a  hinge  joint  in  the 

(388.)  In  how  many  ways  may  a  condenser  be  discharged?  Describe  the  first 
m«tbo(L  The  second  method.  Describe  the  method  by  successive  conrjicts.  How 
may  it  bo  instantaneously  discharged  f    What  is  a  discharger,  and  what  is  Its  use  f 

18 
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1  ^^'^  ,     ^^  j^  folded  upon  itself,  as  shown  in 

,„/i/</M  ^^^^!'^  ^a^y  provided  with  a  glass  handle,  by 

0  iho  condenser,  one  ball  is  brought  in  contact  with 

fodisi-    J  ^^^^  ^^jj  there,  the  discharger  is  folded  so  that  the 

**"*  ^K*i/«'ii/  touch  the  second  plate.     At  the  instant  of  contact  a 

*^  •  ^Mi'ttod  arising  from  the  combination  of  the  two  fluids,  which 

ir     p/ace  ihroog^  the  discharger.     No  shock  is  felt,  because  the 

lecirici^f  ^^^  ^'^^  P^^  through  the  body  as  in  the  previous  case. 

Limit  of  the  Charge  in  a  Condenser. 

389*  Two  circumstances  limit  the  amount  of  electrii*ity 
that  may  be  accumulated  in  a  condenser.  Firsts  the  un- 
balanced electricity  in  the  plate,  jB,  goes  on  augmeniing 
with  the  charge,  until  at  last  its  tension  becomes  equal  to 
that  on  the  prime  conductor,  after  which  no  more  can  flow 
into  the  condenser  from  the  machine.  Secondly^  the  two 
electricities  on  the  plates,  A  and  i?,  tend  to  unite  with  an 
energy  which  goes  on  augmenting  with  the  accumulation 
of  electricity  on  the  plates,  and  may  ultimately  become  so 
great  as  to  bre:ik  through  .the  glass  and  thus  cause  a  union 
of  the  two  fluids. 

K\         The  Leyden  Jar. 

390.  The  Letden  Jar,  named  from  the  city  where  it 
was  invented,  is  a  condenser,  differing  only  in  form  from 
that  which  has  been  described. 

In  its  improved  forni  it  consists  of  a  bottle  or  j^r  of  thin 
glass,  as  shown  in  Fig.  270,  nearly  covered  on  its  outsidxi 
with  tin  foil,  and  nearly  filled  within  by  loose  tin  foil,  or  some 
othei*  metallic  substance  in  a  loose  state.  A  wire  passing 
through  the  cork  extends  to  the  metallic  filling  within,  an^ 
terminates  externally  in  a  sjihere  of  metal  called  the  butt07ij^ 

\  -      •-■  I  ■  —  I  ■!■■  I  ■■■.._  _.i  _im-. 

Jffow  ia  it  employed  t     (389.)  What  clrcnmstftncrs  limit  the  charge  in  a  con- 
^-Tiser?    (  390.)  What  is  the  Leyden  Jar?    Doscrib**  it. 
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This  iS5  a  condenser  in  which  the  glass  of  the  hottle  serves  as  an 
insulator,  whilst  the  metallic  substances  within  and  without  corre- 
spond to  the  metallic  plates  in  the  instrument  already  described. 
The  interior  metal  corresponds  with  the  plate,  B.  and  may  be  called 
the  collector,  whilst  the  external  metal  corresponds  with  the  plate,  A, 
What  has  been  said  of  the  condenser  holds  good  for  the  Leyden  jar. 


Pig.  2T0. 

'  The  Leyden  jar  is  charged  by  holding  the  onter  tinned 
part  in  the  hand,  and  bringing  the  button  in  contact  with 
the  prime  conductor  of  an  electrical  machine,  as  shown  in 
Fig.  270.  The  positive  fluid  is  accumulated  in  the  interior, 
and  acts  by  induction  upon  the  outer  coating,  which  becomes 
negative,  the  positive  fluid  in  that  coating  being  conveyed 
away  by  the  hand  through  the  body.  As  in  the  condenser, 
the  two  fluids  react  so  as  to  accumulate  a  large  quantity  of 
positive  electricity  on  the  inside  of  the  jar,  and  of  negative' 
electricity  on  the  outside. 

After  the  jar  has 'been  charged,  if  it  beheld  in  one  hand  whilst 
the  other  is  brought  in  contact  with  the  button,  a  shock  will  be  felt 
through  the  arms  and  body,  and  the  jar  will  return  to  its  neutral" 
state.     When  it  is  desirable  to  discharge  the  jar  without  the  shock. 


Sow  does  it  resemble  a  condenser?    How  is  the  jar  charged?     Explain  the 
theory.    Sow  is  it  discharged  ?  ^ 
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the  dischargor  ia  used,  u  ahown  in  Fig.  271.     One  ball  of  the  dia- 
cbargei  u  nude  to  touch  the  outer  eoatrng,  uid  the  other  u  then 


brought  in  emitact  with  the  button.     Id  thia  eaie  there  ia  ■  spark 
amitted,  and  the  Jar  returns  to  ita  neutral  condition. 

Electiical  Batteiy. 

891.  An  Electrical  Battebt  consists  of  an  assemblsg* 
ofLeyden  jars  eo  connected  as  to  act  like  a  nngle  condenser, 
as  shown  in  Fig.  272. 

The  jars  are  placed  in  a  box  whose  bottom  is  lined  with 
metal,  which  serves  to  connect  their  outside  surfaces.  Their 
inside  surfaces  are  brought  into  communication  by  connect> 
ing  the  several  buttons  with  metallic  rods. 

In  batteries  the  jars  areniade  large,  and  are  covered  within  and 
without  with  tin  foil,  the  interior  lining  being  brought  into  commu- 
nication with  the  button  of  each  jar  by  a  metallic  chain.     Upon  one 
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of  the  buttons  is  placed  an  electrical  pendulum,  which  indicated  the 
excesB  of  the  fluid  on  the  inner  aver  that  on  the  outer  aurfaoe. 

The  battery  is  charged  in  the  Bame  manner  aa  the  condenEer  of 
Epihvs  (Art.  391).  When  charged,  the  ohains  are  removed  bj  & 
hook  with  %  glass  handle. 


In  dischaTjiing  an  electrical  battery,  a  discharger  is  used  with  two 
glass  handles,  as  shown  in  Fig.  276.  Care  should  be  taken  to  touch 
the  external  covering  before  touching  the  common  button  with  the 
discharger. 


899.  The  gold-leaf  electrometer,  shown  in  Fig.  269,  is 
Tery  sensitive,  but  it  may  be  rendered  still  mor^  so  by  the 
addition  of  two  disks  or  condensing  plates,  as  shown  in 
Figs.  273  and  274.  The  inferior  disk  is  attached  perma- 
nently to  the  stem,  t,  which  supports  the  strips  of  gold-leaf. 
The  superior  disk  has  a  glsM  handle  by  which  it  can  be 
removed  at  pleasure.    The  two  disks  are  of  brass,  coated 

Mkb  emMHaltd  t    5bu  cAarfnd  J    Bow  Mteharsid  I    (  39S-)  WhM  la  ■  OoB- 
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Irith  varniah,  which  serves  as  an  insulator,  taking  the  placo 
of  the  glass  plates  in  the  condensers  already  described, 


---^^ 


but  being  very  thin,  the  condensing  power  is  much  aug- 
mented. 

TTse  of  the  Oondeimmg  Blectrometer.  * 

393.  To  uae  the  condensing  electrometer  for  detecting 
small  quantities  of  electricity,  we  place  the  upper  disk  upon 
the  lower  one,  as  shown  in  Fig.  273,  then  uang  the  lower 
disk  as  a  collector  we  bring  it  into  contact  with  the  body 
to  be  experimented  upon.  At  the  same  time  we  establish 
a  connection  between  the  upper  disk'  and  the  earth,  by 
touching  it  with  the  finger. 

(  893.)  How  i>  ttie  oondNUlug  olBctiomalsr  oMdt 
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.  In  Fig.  273^.  the  body  experimeDted.  upon  consists  of  two  plates^ 
one  of  zinc,  and  the  other  of  copper,  fastened  together.  We  shall 
see  hereafter,  that  by  a  simple  contact  of  two  such  plates,  the  zinc 
is  positively,  and  the  copper  negatively  electrified.  This  last  metal 
tJieii  heing  brought  into  contact  with  the  inferior  plate,  yields  its 
negative  electricity,  which  acting  by  induction  through  the  varnish, 
renders  the  upper  plate  positive.  When  the  two  electricities  have 
accumulated  upon  the  plates,  we  first  withdraw  the  finger,,  and  then 
the  plate  cz.  If  the  upper  plate  be  lifted  off,  the  negative  electricity 
which  was  before  held  in  equilibrium,  becomes  free,  and  the  gold 
leaves  diverge,  as  shown  in  Fig.  274. 

In  this  manner  quantities  of  electricity  may  bo  discovered  so  small 
as  to  be  unnoticed  by  the  simple  electrometer* 


T.  —  EFFECTS      OP      ACCUMULATHD      ELECTRICITY. 

Fhysiological  Effects  of  Electrteity. 

80-1.  The  physiological  effects  of  electricity  are  tlie 
effects  which  it  produces  on  men  and  animals.  They  con- 
sist of  muscular  contractions,  accompanied  by  a  greater  or 
less  amount  of  pain,  according  to  the  power  of  the  electrical 
apparatus. 

When  we  receive  a  simple  spark  from  the  prime  conductor,  we 
experience  only  a  slight  stinging  sensation;  with  a  small  Leyden 
jar,  the  pain  is  felt  extending  up  the  arms  to  the  elbows  or  shoulders ; 
with  a  more  powerful  jar  or  a  battery  the  shock  is  felt  through  the 
arms  and  chest,  and  may  be  sufficient  to  produce  death. 

An  electric  shock  may  be  given  to  a-  great  number  of  persons  at 
the  same  time.  To  that  end  they  form  a  chain  by  taking  each  oiher 
by  the  hand,  as  shown  *in  Fig.  275  \  then  the  person  at  one  end 
takes  a  Leyden  jar  in  his  hand :  the  circuit  is  completed  by  the 
person  at  the  other  end  of  the  chain  touching  the  button  of  the  jar, 
A'hen  the  shock  is  felt  simultaneously  throughout  the  ring.     Nollet 


Explain  Fig.  273.  What  are  the  advantages  of  this  instrument  f  ( 394)  What 
%n  the  physiological  effects  otelectricity  f  Describe  the  shock,  Ew>  may  the  shock 
be  given  to  a  munber  of  persons  t 


admioistered  in  tliis  manner,  in  the  presence  of  Lot! 
tricol  Hhock  to  an  entire  legiment  of  soldien. 


With  ft  battery,  tne  shock  becomes  m»  powerfwl  es  to  renior  H 
dangeroua  to  attempt  receiving  it.  With  a  battery  «f  only  six  jan 
of  mean  size,  it  would  be  haiardous  to  receive  the  shock.  ^Vith 
more  powerful  batteries^  cats,  dogs,  and  evsn  Etronger  asimalB  may 
be  killed  by  a  single  Ehock.  Fig.  27G  representa  a  dog  killed  by  a 
shock  from  a  batteryof  nine  jars.  The  metallic  collar  of  the  dog  is 
connected  with  the  exterior  coating  of  the  battery,  then  one  ball  of 
the  discharger  is  placed  near  the  posterior  part  of  the  dog's  spinal 
column,  ailer  which  the  circuit  is  completed  by  touching  the  button 
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of  tbB  bfttteiy  with  the  othor  boll  of  the  discharger.    The  animal  ia 
killed  instantly. 

In  the  Museum  at  Harlem,  in  Holland,  is  a  battery  whose  dis- 
charge is  capable  of  killing  an  ox.    There  is  alM  a  very  powerful 


battery  in  the  Conservatory  at  Paris,  which  was  given  to  it  by  tiw 
Physicist  Charles. 

Heating  Power  of  Electricity. 

899.  The  beat  developed  by  electricity  ia  Buffident  not 
only  to  inflame  ether,  gunpowder,  and  the  like,  but  also  to 
me!t  and  volatilize  the  metals. 

Fig.  277  represents,  tbe  manner  of  inflaming  etber.  The 
etber  is  poured  into  a  glass  vase,  through  the  bottom  of 
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■which  passes  a  metallic  wire,  tenninating  in  a  button.  The 
\t-irc  is  connected  by  a  chain  with  the  outer  covering  of  a 
Lejdcn  jar.  When 
the  circuit  is  com- 
pleted by  touching 
tlie  button  of  the  ap- 
paratus with  that  of 
the  jar,  a  spark  is 
given  off,  and  heat 
enough  developed  to 
inflame  the  ether. 

This  experiment  Euc- 
ceeds  wilh  a  very  Email 

Epark  from  the  piime 
conductor.  Tlio  experi- 
ment may  be  mnilo  more 
iiitcrestiDg  by  Eland ing 
upon  the  electrical  slooi 
(Fig.  261),  and  inflam- 
ing Iha  ether  with  Ihe 
finger.  The  ether  may 
be  iuflamcd  by  a  spark 

from  a,  piece  of  ice  held  Fig.  £71. 

in  the  Land, 

When  an  electrical  battery  is  discharged  through  a  fine 
metaUic  wire,  it  may  be  melted  or  even  volatilized,  according 
to  the  power  of  the  battery. 

In  performing  this  experiment  it  will  be  best  to  use  the  tmiversai 
discharger.  This  instrument  and  the  manner  of  using  it,  arc  shown 
in  Fig.  278.  The  discharger  coneista  of  two  copper  wires,  A  and  B, 
mounted  upon  glass  supports.  The  wires  can  slide  freely  through 
the  rings  that  hold  them,  and  can  furthermore  be  turned  about  hinge 

abtmsltedt   £>^lainllit 
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JoiDts,  GO  as  1«  briug  Uieir  buttODS  as  near  as  may  be  de^red  to  any 
body  that  ia  placed  upon  the  staad,  M. 

To  melt  a  wire  by  electricity,  ws  attach  it  to  the  two  inner  but- 
tons at  i,  then  connect  ooe  of  the  wires,  A,  for  exampie,  with  the 
exterior  uoatiug  of  the  battery,  and  eotnpleto  the  circuit  by  conuect- 
iu2  B  with  the  buttou  of  oae  of  the  jois  of  the  battery.     ThU  is 


rie.2T8. 

effected  in  the  manner  shown  in  tho  figure,  the  connecting  chain 
bein^  managed  by  means  of  a  hook  with  a  ^\at,s  handle.  At  tho 
instant  of  contact,  the  wire,  if  fine  enough,  is  melted  into  globules, 
and  even  Tolalilized,  that  is,  reduced  to  vapor,  which  disappears  in 
the  air. 

When  tho  wire  is  a  little  larger,  it  simply  becomes  red  hot  and 
gives  forth  a  brilliant  light ;  if  still  larger,  it  becomes  heated  with- 
out being  luminous.    Fine  and  short  wires  may  be  melted  under 

Eepiais.  U«  es^ptrimtnt  nfoMltiag  a  viirt  fn  ihlati. . 


mter  in  tiie  sam*  mftnner  aa  in  ftir,  but  the  experiment  is  mora 
difflcnlt  to  make. 

Meolumioal  Z^Secta  of  Eleotrioify. 

89C  Tho  Mechanicai.  EFFEcra  of  ELECTEicmr  are 
manifested  when  large  charges  of  electricity  are  passed 
through  imperfect  conductors.  They  consist  of  Tioleut 
expanwiiis,  with  tearing,  fracturing,  and  the  like. 

These  effects  are  generally  eibibiled  by  plaeing  ttis  body  upon  the 
plate,  Mj  of  the  univereaJ  diacharger  (Fig.  278],  and  than  paasing  & 


Fig.  an. 

powerlHil  ohafge  from  a  baltery  tbnmgh  it.     In  this  way  a  small 
block  of  wood  may  be  torn  to  splinters  in  an  instant. 

Fig.  S79  represents  an  apparatus  by  nieans  of  which  a  hole  may 
bo  torn  iu  a  card  by  osing  a  single  Lsyden  jar.  A  card  is  placed  at 
tift  top  of  a  glan  cylinder,  beneath  which  is  a  wire  projectins  from 

'    Bovi  txtiOiltd) 


L^ 
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8  metallio  plate.  The  plate  connects  by  a  chain  -with  the  exterior 
coating  of  the  jar.  Above  the  card  is  a  second  wire  which  is  insu- 
lated in  the  manner  shown  in  the  figure.  When  the  circuit  is  com- 
pleted, by  touching  the  upper  wire  with  the  button  of  the  jar,  a  shock 
follows,  and  the  card  is  found  to  have  been  pierced  as  if  run  through 
by  a  needle  or  pin. 

To  pierce  a  plate  of  glass  requires  a  large  battery.  The  battery 
belonging  to  Harlem  Museum  (Art.  394),  is  capable  of  piercing  a 
book  of  four  hundred  pages. 

A  partial  account  of  the  chemical  efieets  of  electricity  has  been 
given  in  speaking  of  the  electrical  cannon.  More  on  this  subject  will 
be  given  when  we  come  to  treat  of  the  effects  of  the  Voltaic  pile. 


VI.  —  ATMOSPHERIC      ELECTRICITY. 

Identity  of  Lightning  and  the  XQeotrioal  Spark. 

SOV,  Franklin  published  a  memoir  in  1749,  showing 
the/complete  parallelism  between  tbe  electricity  of  the 
clouds  and  that  of  tlie  electrical  machine.  In  that  memoir 
he  suggested  that  the  electricity  of  the  clouds  might  be 
attracted  to  the  earth  by  means  of  points,  and  recommended 
that  the  experiment  should  be  made. 

In  accordance  with  that  suggestion,  the  experimetit  was 
first  made  by  Dalibard,  in  May,  1752.  He  erected  in  his 
garden  a  rod  of  iron  about  forty  feet  high,  having  its  upper 
extremity  terminating  in  a  point.  After  the  passage  of  a 
thunder  cloud,  the  rod  was  found  to  be  electrified,  and  ibr 
the  space  of  fifteen  minutes  sparks  were  drawn  fi:om  it,  which 
were  used  in  charging  several  Leyden  jars. 

About  a  month  later,  Franklin,  without  any  knowledge 

of  the   discovery  of  Dalibard,    succeeded   in  attracting 

electricity  from  a  cloud  to  the  earth.     He  raised  a  silken 

kite,  just  before  a  coming  thunder  storm.    The  string  of 

■ >     I    ■       .1  ■        i    ■ '    1^1 1.  ■  .1.  ■  1 1.  I.  .1 

Of  piercing  a  plate  of  glow,  (397.)  Who  first  showed  the  Identity  of  lightning 
«nd  electricity?  Explain  Dalibaed's  experimentB.  Explain  ?ba»klxbi  expert* 
ments. 
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the  kite  was  of  hemp ;  attached  to  the  lower  end  of  it  was 
a  small  key,  and  listened  to  the  key  was  a  silken  cord,  by 
which  the  kite  might  be  insulated.  It  was  only  after  the 
string  became  damp  from  the  falling  rain  that  the  key 
showed  signs  of  being  electrified.  He  was  at  last  rewarded 
by  obtaining  an  electric  spark.  So  great  was  his  joy  that 
he  could  not  refrain  from  bursting  into  tears. 

The  complete  identity  between  lightning  and  the  electric 
spark  was  thus  established,  and  all,  even  Dalibard  himself, 
unite  in  attributing  to  Fjlanktjn  the  honor  of  the  dis- 
covery. 

Atmospheric  Electricity. 

• 

398.  The  existence  of  atmospheric  electricity  is  not  con- 
fined to  clouds  alone,  for  it  often  exists  in  the  atmosphere 
when  no  trace  of  a  cloud  is  visible.  In  this  case  the  elec- 
tricity is  positive.  It  is  most  abundant  in  open  spaces  and 
at  considerable  elevations.  In  houses,  in  the  streets,  under 
trees,  and  in  sheltered  localities,  no  trace  of  free  electricity 
is  discoverable.  During  storms  the  electricity  of  the  air  is 
sometimes  positive  and  sometimes  negative.  All  clouds  are 
supposed  to  be  electrified,  some  positively  and  some  nega- 
tively. 

The  electrical  condition  of  clouds  may  be  determined  by 
metallic  rods,  by  kites,  or  by  small  balloons  held  by  a  string 
in  the  hand. 

The  electrical  state  of  the  atmosphere  may  be  determined  in  a 
great  variety  of  ways.  M.  Becquerel  employed  for  this  purpose 
the  gold-leaf  electrometer  shown  in  Fig.  259.  Instead  of  the  button 
be  used  a  stem  of  metal,  attaching  to  its  upper  end  a  fine  and  flexible 
wire.    To  the  second  extremity  of  the  wire  he  fastened  an  arrow, 

■■■  ■■■■-■_■■  11        ■■■ — ^^^W^         ■         .  ■    .^  I,    ■  II         l.»     ■■    ■     W  IP  M^^^— ■  ■■■       ■  I  ■■■■»■■  I  II 

(  398.)  What  is  the  nature  of  the  electricity  of  the  air?  Where  Is  It  most  abund- 
ant? What  is  the  state  of  the  atmosphere  daring  storms?  Howls  the  electrical 
oonditioB  of  the  doada  determined?  Mow  is  t^ie  electrical  state  of  the  aimo9ph$r^ 
determinecl  ? 
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"vhich,  being  shot  from  a  bow,  ascended  into  the  atmosphere,  draw- 
ing the  wire  with  it.  When  the  arrow  was  shot  directly  upwards, 
the  divergence  of  the  gold  leaves  indicated  the  existence  of  free 
electricity,  and  the  nature  of  this  electricity  was  tested  as  already 
explained. 

Iiightning^  and  Thunder. 

399,  Lightning  is  nothing  else  than  an  elongated 
electrical  spark,  which  passes  between  two  differently  elec- 
trified clouds  when  brought  near  each  other.  Sometimea 
a  discharge  takes  place  between  a  cloud  and  the  earth ;  thia 
is  called  a  thunderbolt. 

A  flash  of  lightning  is  often  of  great  length,  and  as  it  takes  place 
along  the  line  of  least  resistance,  it  generally  follows  a  zig-zag  path, 
as  is  often  the  case  with  the  spark  from  a  Leyden  jar.  When  a  flash 
of  lightning  is  seen  in  the  lower  regions  of  the  atmosphere,  it  has  a 
biilliant  white  color;  but  in  the  higher  regions,  where  the  air  is 
rarefied,  it  assumes  a  violet  hue,  similar  to  that  of  the  electric  egg 
(Art.  382). 

Thunder  is  the  sound  which  follows  a  flash  of  lightning. 
It  is  due  to  vibrations  caused  by  the  passage  of  the  spark 
through  the  air. 

Thunder  is  not  heard  till  an  appreciable  time  after  the  flash  is 
perceived.  This  arises  from  the  fact  that  light  travels  with  im- 
mense velocity,  reaching  the  eye  instantaneously,  whilst  sound 
travels  more  slowly,  and  reaches  the  ear  only  after  a  sensible  inter- 
val of  time.  The  distance  of  a  clap  of  thunder  may  be  ascertained 
by  counting  the  number  of  seconds  between  the  flash  and  the  report, 
and  allowing  five  seconds  to  a  mile. 

The  intensity  of  the  sound  diminishes  as  the  distanc3  becomes 
greater :  near  by,  it  is  sharp  and  rattling,  like  boards  falling  one 

(  399.)  What  is  Lightning  ?  What  is  a  thunderbolt  ?  Why  is  the  flash  often  ziff. 
gag  in  its  shape  ?  W/iat  is  the  color  of  the  flash  ?  What  is  Thunder  ?  Why  is  the 
thunder  only  heard  after  an  appreciable  time  7  JIow  may  the  distance  c^  the 
flash  be  determined  ?    W*hat  ^ect  has  distance  on  Vie  sound  of  thunder! 
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upon  the  other ;  at  a  greater  distance,  it  is  dull  and  prolong^  in  a 
low  rumble  of  varying  intensity. 

The  rattling  or  rolling  of  thunder  is  differently  explained.  By 
some  it  is  said  to  be  due  to  a  succession  of  echoes  from  the  clouds 
and  the  earth.  Others  regard  lightning,  not  as  a  single  spark,  but  as 
a  succession  of  sparks,  each  giving  rise  to  separate  explosions  that 
succeed  each  other  so  rapidly  as  to  produce  a  continuous  rumbling 
sound.  Others  again  attribute  the  rolling  of  thunder  to  the  zig-zag 
course  of  the  lightning,  the  sound  from  different  points  of  the  zig-zag 
path  reaching  the  ear  in  times  proportional  to  their  distances.  In 
this  way  the  sounds  from  different  points  are  superposed  irregularly, 
giving  rise  to  irregularity  in  the  resulting  sound. 

*  The  Thunderbolt. 

4O0.  A  Thukbebbolt  is  a  discharge  of  electiicitj  be<- 
tween  a  cloud  and  the  earth. 

When  an  electrified  cloud  passes  near* the  earth,  it  acts  upon  it  by 
induction,  repelling  the  fluid  of  the  same  name  and  attracting  that 
of  an  opposite  name.  As  soon  as  the  tension  of  the  two  electricities 
becomes  greater  than  the  resistance  of  the  intervening  air,  a  spark  or 
flash  passes,  and  the  thunderbolt  is  said  to  fallj  or  the  lightning  to 
strike.  The  flash  generally  passes  from  the  cloud  to  the  earth,  but 
sometimes  the  reverse  is  the  case.  The  attraction  between  the  two 
electricities  increases  as  the  distance  diminishes.  Hence  it  is  that 
elevated  objects  are  most  likely  to  be  struck,  such  as  spires,  high 
trees,  lofty  buildings,  and  the  like.  Good  conductors,  like  metals, 
moist  bodies,  trees,  and  the  like,  are  more  likely  to  be  struck  than 
bad  conductors.  Hence  the  danger  of  taking  refuge  under  a  tree  in 
a  thunder  storm. 

Effects  of  the  Thunderbolt. 

401*  The  effects  of  the  thunderbolt  are  extremely  various  and 
wonderful.     It  crushes  or  fractures  bad  conductors,  inflames  com- 


JToto  is  the  rattle  or  roU  of  thunder  aecotmted  for  f    ( 400.)  What  Is  a  Thunder- 
bolt ?    Why  does  lightning  etrike  f   Ejopladn  the  phenomenon.    What  bodies  ere 

moetUkehftoheetruckt    What  least  Kkelyt   (iOl.)  Dteeribe  the  qgbeie  4^  ik^ 
thunderbolt. 
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bustible  bodies,  melts  metals,  reverses  the  poles  of  magnets,  and 
often  kills  men  and  animals.  Sometimes  it  fails  slowly  in  the  form 
of  a  globe  of  fire,  and  then  explodes  with  a  noise  like  a  battery  of 
cannon.  It  is  this  form  of  lightning  that  is  most  likely  to  iuflam'i 
the  edifices  which  it  chances  to  strike. 

It  is  said  that  a  ball  of  electrical  fire  fell,  in  1718,  near  Brest, 
striking  a  house  with  such  force  that  the  roof  sprung  up  as  if  a  mine 
had  been  exploded  beneath  it,  and  the  stones  of  the  walls  were 
scattered  in  all  directions,  some  being  carried  to  the  distance  of  a 
hundred  and  fifty  feet.  * 

The  thunderbolt  is  often  accompanied  by  a  peculiar  sulphurous 
odor,  which  is  due  to  the  oxygen  of  the  air  becoming  electrified, 
forming  a  product  called  ozone. 

Considering  the  fearful  character  of  the  thunderbolt,  but  few 
individuals  perish  from  it.  It  is  estimated  that  no  more  than  twenty 
deaths  a  year  occur  from  this  i5au«e  throughout  the  whole  of  France, 
which  is  only  one  out  of  two  millions  of  inhabitants. 

Means  of  Safoty. 

402.  It  is  reoommended  to  those  who  are  fearful  of  the 
effects  of  lightning,  tliat  they  should  wear  clothing  of  sUk, 
or  still  better,  that  they  should  sit  in  chairs  insulated  by 
glass  legs  or  upon  a  thick  plate  of  this  material.  They 
should  also  keep  as  far  as  possible  from  conductors,  par- 
ticularly the  metals.  When  thus  insulated,  even  if  struck, 
they  can  experience  only  a  slight  shock,  which  can  hardly 
prove  &.tal. 

In  some  of  the  French  villages  it  is  customary  to  ring  bells  during  a 
storm,  with  the  idea  of  driving  away  the  cloud,  and  avoiding  the 
hail  which  so  frequently  accompanies  thunder  storms.  This  does  no 
good,  but  simply  exposes  the  bell  ringer  to  additional  danger,  for 
high  edifices,  like  church  spires,  are  by  far  the  most  likely  to  be 
struck,  and  as  the  bell  ropes  are  conductors  of  electricity,  the  danger 
to  those  who  hold  them  is  much  increased. 

EteampU,    What  i»  the  oauM  ofths  peculiar  odor  that  aoeompantM  UghttUng  t 
<  402>)  WbAt  are  Bome  of  the  methodA  of  protectioa  ftom  lightning  ?  ' 
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The  Retum  Stiock. 


403.    The  Retosn  Shock  is  a  Yiolent,  and  often  fatal 

sliock,  felt  by  men  and  animals  at  a  great  distance  from  the 
place  wliere  the  lightning  strikes.    (See  Fig.  280.) 


This  phenomeDon  ia  duo  to  tho  inductive  influence  exerted  by  an 
electrified  cloud  npon  bodies  beneath  it,  which,  are  all  strongly 
charged  with  electricity  contrary  to  that  of  the  cloud.  Now  if 
a  discliargo  lakes  place  at  any  point,  tSe  cloud  returns  to  its 
neutral  state,  induction  ceases  instantly,  and  all  of  the  bodies  elec- 
trified by  induction  instantly  retum  to  a  neutral  fctato.  The  sud- 
deunoBs  of  this  return  ie  what  constitutes  the  return  shock. 


FJg.2S0. 

The  return  shock  may  be  illuetraled  on  a  small  scale,  by  placing 
a  living  frog  near  an  electrical  machine  in  motion.  Every  time  that 
the  machine  is  discharged  by  placing  the  linger  upon  it,  the  frog 
experiences  a  shock,  which  is  nothing  else  than  the  return  shock 
above  described. 

(403.)  WhatlaUie£ijtuiiiSbockt    Sipfafn iM cauw.    Beic  Uluttratedt 
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Lishtnlus-rodB. 

404.  A  LiGtiTNiNG-EOD  ia  a  roii  of  mctiil,  placed  upon 
a  building  or  ship,  to  preserve  it  from  the  eflect  of  lightning, 
as  shown  in  Fig.  281, 


A  lightning-rod  should  fulfill  the  following  conditions : 

I.  It  should  be  of  sufficient  size. 

A  copper  rod  of  a  half  inch  in  diameter,  or  an  iron  one  of  three 
fourths  of  on  inch  in  diameter,  is  large  enough  to  protect  any 
building. 

.   2,  If  made  of  more  than  one  piece,  the  parts  should  be 
screwed  or  welded  together,  to  avoid  defective  joints. 

•umlitiDD  Oat  >  Ugbtuiug; 
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3.  It  should  terminate  above  in  a  single  platinum  point. 
The  point  should  be  of  platinum  that  it  may  not  be  fused. 
It  also  prevents  the  point  from  rusting. 

4.  The  rod  should  be  carried  down  into  the  earth  till  it 
meets  with  a  good  conducting  medium,  such  as  a  layer  of 
wet  or  moist  earth. 

When  no  suoh  medium  can  be  reached,  a  pit  should  be  dug,  and 
after  the  lower  end  of  the  rod  has  been  carried  to  the  bottom,  it 
should  be  nearly  filled  with  some  good  conductor,  as  coke. 

The  lightning-rod  was  invented  by  Franklin,  who  thought  that 
its  protective  action  consisted  in  drawing  off  the  electricity  from  the 
cloud,  and  conducting  it  to  the  earth.  The  real  explanation  of  its 
utility  is  just  the  reverse.  The  cloud  acts  by  induction  upon  the 
earth,  repel] iug  the  electricity  of  the  same  name  as  that  in  the  cloudy 
and  attracting  that  of  an  opposite  name,  which  accumulates  upon  the 
bodies  under  the  cloud.  Now,  by  arming  a  body  with  metallic  points 
communicating  with  the  earth,  we  permit  a  flow  of  electricity  from 
the  earth  to  the  cloud.  This  flow  not  only  prevents  the  accumula- 
tion of  electricity  upon  the  body,  but  it  tends  gradually  to  neutralize 
the  electricity  of  the  cloud  itself;  and  thus  the  rod  acts  in  a  double 
Vay  to  prevent  the  body  from  being  struck. 

Blectzioal  Meteon. 

405.  A  Meteob  is  any  atmospheric  phenomenon ;  thus, 
wind,  rain,  snow,  hail,  thunder,  and  lightning  are  meteors. 
Besides  thunder  and  lightning,  three  other  meteors  are  at- 
tributable either  wholly  or  in  part  to  electricity;  these 
are :  hail^  tornados^  and  the  aurora  borealis. 


406.    Hail  consists  of  globules  of  ice  which  fall  from  the 
clouds.    The  globules  consbt  of  a  coating  of  ice,  disposed 

Third  eondition r  Foarth  eooditlon?  tl^ho ifMMnUdthe Ughining-rod f  JBaplain 
iU mode qf  action,  (406.)  What  ii  a  Meteor?  MenUon  some  of  them.  (40&) 
WbAt  Ifl  HaU  ? 
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about  a  central  nncleos  of  compact  snow.  They  are  called 
hailstones.  Hailstones  sometimes  are  very  large,  being  not 
infrequently  as  large  as  a  pigeon's  eggj  and  it  is  said  they 
sometimes  weigh  several  ounces. 

A  fall  of  hail  is  often  preceded  by  a  noise  like  that  of  rattling 
nuts  in  a  bag.  This  noise  is  attributed  to  oollisions  between  the 
hailstones.  A  hailstorm  is  always  accompanied  by  electrical  phe- 
nomena, and  thunder  generally  precedes  or  accompanies  the  fall  of 
hail.  From  this  circumstance  it  is  inferred  that  hailstorms  are  in 
some  way  due  to  electrical  action.  As  yet  no  satisfactory  theory  has 
been  advanced  to  account  for  the  formation  of  hailstones,  and  espe- 
cially those  enormous  ones  that  are  sometimes  seen. 

VoLTA  supposed  them  to  be  formed  between  two  clouds  oppositely 
electrified,  and  that  they  were  alternately  repelled  from  one  to  the 
other,  like  electrical  puppets,  during  which  time  they  were  continu- 
ally increasing  in  size  by  congealing  the  moisture  of  the  clouds  upon 
their  surface,  till  at  last  they  became  heavy  enough  to  break  through 
the  lower  cloud  and  descend  to  the  earth.  This  theory  is  now 
rejected. 

The  Tornado. 

407.  A  ToBNADO  is  a  violent  whirlwind,  attended  with 
rain,  thunder,  and  lightning.  Tornados  often  travel  con- 
siderable distances,  overturning  buildings  and  uprooting 
trees;  they  are  accompanied  with  a  noise  like  that  of 
beavily-loaded  carts  driven  over  a  stony  road.  The  flashes 
of  lightning  and  balls  of  electrical  fire  that  accompany 
tornados,  indicate  their  electrical  origin. 

Two  species  of  tornado  are  recognized :  terrestrial  and  marine, 
according  as  they  take  place  on  land  or  on  water.  The  latter  class 
present  remarkable  phenomena.  The  rotary  force  of  the  wind  raises 
the  water  in  the  form  of  a  cone,  whilst  a  second  cone  forms  in  the 
cloud,  having  its  apex  downwards.  These  cones  move  to  meet  each 
other,  forming  a  column  of  water*  reaching  from  the  ocean  to  the 

Describe  a  hailstone,  ^^xplain  ths  ratUinff  tumnd  preceding  a  hailstorm.  What 
vxM  Volta's  theory  of  the  formation  of  hail  ?  ( 407.)  What  Is  a  Tornado  ?  Why 
is  it  regarded  as  of  electrical  origin  ?    ffoio  many  spedee  of  tomadoa  f 
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clond.    In  [hii  form  the  column  of  fluid  is 
Wlien  ft  woter-Bpoul  sUikes  a  aliip,  it  does 

The  Aurora  Borealia. 

408.  The  Aunoiu.  is  a  luminous  phenomenon,  ivhich 
appears  most  frequentlj  about  the  pole^i  of  the  enrth,  nn<l 
moi-e  particulaily  about  the  boreal  or  uoi them  poli^  ivhenco 
its  name. 

At  tho  close  of  twilight,  a  v^ue  and  dim  light  appears  in  the 
horizon  in  the  direction  of  Ihe  m a gnclic  meridian.  Tliis  liiht  gradu* 
allf  assumes  Iha  form  of  an  arch  of  a  pale  yellowish  color,  having 
iU  concave  £ide  turned  towards  the  earlh.  From  this  arch  streams 
of  light  shoot  forth,  passing  from  jellow  lo  pale  green,  and  then  lo 
the  most  brilliant  violet  purple.  These  rays  or  streams  of  light 
generally  converge  to  that  point  of  the  heavens  vihich  is  indica.lod 
by  the  dipping  needle,  and  they  then  appear  lo  form  a  fragment  of 
an  immense  cupola,  as  shown  in  Fig.  282. 


ii--sjMn.</    (40S.)  What  li 
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Since  the  aurora  is  always  accompanied  by  a  disturbance  of  the 
magnetic  needle,  and  is  generally  arranged  in  the  direction  of  the 
dip,  and  because  the  chemical  action  of  electricity  is  accompanied 
by  precisely  analogous  phenomena,  it  is  inferred  that  it  is  due  to- 
•lecLrical  action.     Such  is  at  present  the  generally  received  belief. 


Why  is  it  regarded  as  of  electrical  origin  1 


CHAPTER  IX. 

i 

DYNAMICAL         ELECTRICIT-T. 
X.  —  rUNDAMXNTAL      PRINCIPLES. 

Qalvani's  Experiment. 

400.  It  has  been  observed  that  chemical  combmations 
are  sources  of  electricity.  The  form  of  electricity  thus 
developed  is  different,  but  its  nature  is  the  same  as  that 
produced  by  friction.  The  name  of  Qalyanism.  has  been 
given  to  electricity  developed  by  certain  chemical  combina- 
tions, in  honor  of  Galvani,  who  first  discovered  this  new 
way  of  generating  it. 

In  1790,  Galyani  observed  that  the  body  of  a  frog  recently  killed, 
when  placed  near  an  electrical  machine,  manifested  signi^  of  excita- 
tion whenever  sparks  were  drawn  from  it.  The  cause  of  action  was, 
in  fact,  the  return  shock,  as  has  been  explained;  but  Galvani, 
ignorant  of  this  fact,  began  to  seek  for  an  explanation  of  the  phe- 
nomena. One  day  he  saw  a  dead  frog  suspended  from  a  copper 
hook  in  a  window,  and  noticed  a  muscular  contraction  whenever  the 
wind  blew  the  lower  extremities  against  the  iron  bars  of  the  window. 
Here  was  a  case  of  electrical  manifestation  which  was  entirely 
independent  of  any  electrical  machine,  and  it  furnished  a  clew  to  one 
of  the'  most  important  discoveries  in  modern  science. 

This  discovery  led  to  an  experiment  which  may  be  repeated  as 
follows :  Having  killed  a  frog  and  cut  off  the  hinder  half  of  the 
body,  we  suspend  it  by  a  copper  hook,  c,  passed  between  the  back 

(409.)  What  is  Galvanism?    Why  so  called?    Explain  the  method  of  tit  dU* 
eovery,    ffoto  may  Qaltavi's  earpfHrnsnt  be  repeated  f 
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bone  &Dd  the  nerrea  which  ran  on  each  eide  of  it,  b«  shown  in 
Fig.  283 ;  th«n  holdinjr 
a  tmail  plate  of  zino, 
s,  in  the  hand, .  we 
bring  one  end  of  it  in 
oontsct  with  the  copper 
■tem  that  holda  the 
hook,  and  then  tonob 
the  legs  of  the  frog  with 
theotherend.  Atevery 
contact  the  mnsclea  con- 
tract, reproducing  all 
the  motiooB  of  life. 

GtbTAHi  attributed  the 
phenomena,  observed,  to 
the  ciactricity  existing  in 
animal  tiaaues,  which, 
paasing  from  the  nervea 
to  the  niusciea,  through 
the  metals,  produced  the 
muscular  cootraetione.  ^'*'  *^ 

Votta's  Tbemy  of  Contact 

4IO.  VoLTA  repeated  the  experiment  of  Gaitani,  and 
after  macb  study,  advanced  the  theory  of  contact.  Accord- 
ing to  this  theory,  when  two  metals  or  other  dissimilar  sub- 
stances are  dmply  brought  in  contact,  there  is  always  a 
decomposition  of  the  natural  eleetrioity  of  both  bodies,  the 
podtive  fluid  going  to  one  and  the  negative  fimd  to  the 
other. 

In  the  ease  of  the  frog,  the  electricity  was  supposed  to  he  de- 
veloped by  the  contact  of  the  copper  hook  and  zioo  plate,  the  nervee 
and  mnscIeB  serving  simply  as  conductors. 

VoLTA  called  the  force  which  separates  the  two  electricities  in 
eases  of  contact,  the  tkctro-motivt  force,  which  ho  supposed  to  act 

■vtdr  (4ia)viutwu 
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tho  coercive  farce  in  magnetisni,  to  prevent  a  recombination  oC 
the  aeparatad  fluids.  He  called  those  bodies  which  by  contact 
developed  much  electricity,  good  eUctro-mators^  and  those  which 
developed  bat  little,  he  called  had  eUciro-motors.  The  best  electro- 
motors are  zino  and  copper  soldered  together. 

In  confirmation  of  his  theory,  Yolta  performed  the  experiment 
explained  in  speaking  of  the  condensing  eleotrometer,  Figs.  273  and 
874.  This  deeisiye  experiment  overthrew  the  theory  of  Galyani. 
The  theory  of  contact  has  since  given  ^ay  to  the  ichemical  theory, 
which  will  be  explained  hereafter. 

The  Voltaic  Pile. 

411.  In  the  year  1800,  Volta  invented  an  apparatus 
by  which  he  conld  multiply  the  number  of  contacts,  and  thus 
produce  a  more  powerful  effect.  This  apparatus  is  called 
the  voUaie  pUe. 

• 

The  voltaic  pile  has  received  many  different  forms,  but  the  same 
principle  is  applied  in  all.  One  of  these  is  shown  in  Fig.  284.  It 
consists  of  an  assemblage  of  couples,  each  consisting  of  a  disk  of  cop- 
per and  a  disk  of  zinc  in  contact,  and  each  couple  being  separated 
from  the  next  by  a  layer  of  cloth  moistened  with  dilute  sulphuric 
acid.  The  couples  are  all  disposed  in  the  same  order,  the  zinc  of 
each  couple  being  always  on  the  same  side  of  the  corresponding  disk' 
of  copper.  When  the  pile  is  completed,  there  will  be  a  disk  of  zino 
at  one  end  and  a  disk  of  copper  at  the  other.  A  connection  is  made 
between  them  by  means  of  the  wires,  a  and  5,  one  being  attached  to 
each  of  the  extreme  plates. 

In  the  pile  shown  in  Fig.  284,  there  are  twenty  couples,  the  zinc 
disk  being  at  the  bottom  of  each  couple,  and  the  copper  one  at  the 
top.     The  pile  is  supported  by  a  suitable  frame- work. 

This  apparatus  has  been  much  modified,  but  the  name  pile  has 
boon  retained  for  all  apparatus  of  the  same  kind,  and  the  electricity 
generated  in  this  way  is  called  voHaiCj  or  galvanic  electricity. 


What  are  good  and  had  eUdro-matorf  f  (411.)  What  is  the  roltale  pilef 
J>eaeHbB  the  pilejlgured  in  the  teooL  What  name  U  gioen  to  the  eleetriet^  nf 
thepOel 
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ESeotxleal  Tendon  in  the  Plla.— PoIm.  — EDactrodM. 

413.  In  a  pile  wliich  ia  insulated,  one  half  is  found  to  be 
•lectriHed  positively  and  the  other  half  negatively,  the  miiJdle  being 
neutral.  In  the  zinq  and  copper  pile,  that  end  towards  which  the  zina 
plate  in  euch  coaple  h  turned,  is  positive,  the  other  end  being  nega- 
tive, as  indicated  by  the  signs  +  and  -,  in  Fig.  284. 

The  tension  of  the  electricity  in  either  end  increaBea  with  the 
number  of  couples  in  the  pile,  but  is  independent  of  their  size.  The 
tension  in  greatest  at  the  two  extremities ;  hence  these  extremities 
are  named  poles ;  the  one  towards  the  zinc  end  is  the  positive  pole, 
the  one  towards  the  copper  end  is  the  negative  pole. 

The  wires,  a  and  b  (Fig.  284),  which  are  attached  at  the  trro 
poles  for  the  purpose  of  completing  the  circuit,  are  called  ekclrodei. 
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electrical  Ounrents. 


418.  So  long  as  the  electrodes  remain  separated,  the 
pile  manifests  no  electrical  action,  but  on  being  brought 
near  each  other,  a  small  spark  is  seen  to  pass,  which  snam 
from  a  recombination  of  the  two  electricities.  The  passage 
of  the  sp^rk  does  not  discharge  the  pile,  as  is  the  case  with 
the  Leyden  jar.  We  see  a  continual  succession  of  sparks, 
showing  that  the  process  of  decomposition  is  continually  kept 
up  in  the  pile,  by  which  the  poles  are  continually  fed  with 
new  supplies  of  the  positive  and  negative  fluids. 

If  the  two  wires  are  brought  into  actual  contact,  the 
sparks  cease,  but  the  flow  of  the  fluids  continues  as  before, 
decomposition  going  on  in  the  pile,  and  recomposition  taking 
place  through  the  electrodes.  This  continuous  flow  of 
electricity  is  called  the  electric  current.  There  are,  in  fact, 
two  currents  flowing  in  opposite  directions,  according  to  the 
two  fluid  theory,  but  it  is  found  convenient  to  consider  only 
one  of  them,  namely,  that  which  flows  from  the  positive  to 
the  negative  pole.  In  the  figures,  hereafter,  the  direction 
of  this  current  will  be  indicated  by  an  arrow,  as  in  Fig.  292. 

Chemical  Theory  q£  the  Pile. 

414  Fabroni  first  suggested  that  the  phenomena  of 
the  pile  were  due  to  chemical  action.  In  the  pile  described, 
the  dilute  acid  in  the  cloths  between  the  couples,  acting  upon 
the  zinc,  was  supposed  to  be  the  cause  of  the  development 
of  electricity.  This  view  was  adopted  by  Davy  and  Wot- 
LASTON,  who  made  many  experiments  calculated  to  sustain 
it.  Finally,  De  la  RivE  and  Bbcquerkl  succeeded  in 
demonstrating  most  conclusively  that  in  every  chemical 
action  electricity  is  developed.      They  also   showed  that 

— ^ ■ ■ -r       -  -  -  - - — ■ — ■ — ^^^^^-.— ^^— ^^^.^^ 

(413.)  What  phenomenon  is  obserred  when  the  elrcnit  is  completed?  Whftt  !» 
the  eleetiio  cnrrent  ?  Which  mj  do  we  suppose  the  eonent  to  flow  ?  (414.)  What 
was  Fabbohx^s  theorjf 
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.vhenerer  a  metal  is  attacked  by  an  add,  the  former  ia 
wsiUvelf  and  the  latter  negatively  electrified. 
According  to  this  view,  which  is  now  universally  adopted, 
«ue  addulated  cloths,  that  Yolta  regarded  as  umply  con- 
dnctore,  are  iu  fact  the  principal  caose  of  the  development 
of  electricity. 

Tbd  Oarbon  Flla.' 

419*  l^e  Cabbon  Pile  was  invented  by  Bunseit,  abont 
tVMity  years  ago,  and  is  often  called  the  Sunsen  PUe. 

Each  coitpU  of  Bdhsen's  pile  consists  of  four  pieces,  which 
are  shown  both  separately  and  united  in  Fig.  28S.    These 


parts  are:  I.  An  earthen  vessel,  A,  containing  dilute  Bul- 
phurio  add;  2.  a  zinc  cylinder,  £,  open  at  one  dde  and 
having  a  strip  of  copper  soldered  to  its  upper  extremity; 
3.  a  vessel,  C,  of  porous  earthea-ware,  contdning  uitrio 
add  ;  4.  a  cylinder  of  carbon  or  coke,  which  is  well  caldned, 
and  a  good  conductor  of  electricity.     At  the  top  of  this 

BewlBlb*  uUoB  af  th*  plls  erplilned  ucardii^ to  tbli  Oiturjl    (415.)  '^^ 
tamled  tb*0*rbraPU*r    WbanF    DfscrltM  odb  gf  Ul>  Mspla*  of  Bnna'*  [dl^ 
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cylinder  a  stem  of  copper  is  inserted,  to  which  is  soldered  » 
thin  strip  of  the  same  metal. 

The  completed  couple,  represented  at  P,  is  formed  by 
putting  the  cylinder  -B  into  A^  then  putting  O  into  -B,  and 
finally,  introducing  the  cylinder  D  into  the  cylmder  G,  On 
bringing  the  slips  of  copper  in  contact,  a  current  of  elec- 
tricity is  developed,  flpwmg  from  the  carbon  to  the  zinc. 

In  this  case  there  is  a  double  chemical  action.  Water  is  decom- 
posed in  the  vessel  A^  giving  its  oxygen  to  the  zinc,  forming  ozyde  of 
zinc,  which  is  taken  up  by  the  sulphuric  acid,  producing  sulphate  of 
zinc.  This  remains  in  solution.  The  hydrogen  of  the  water  passes 
through  the  porous  cell,  C,  and  uniting  with  a  part  of  the  oxygen  of 
the  nitric  acid,  decomposes  it,  reproducing  water,  and  also  forming 
nitrous  acid,  which  escapes  in  fumes.  This  double  action  develops 
a  large  amount  of  electricity,  that  flows  from  the  carbon,  which  is 
the  positive,  towards  the  zinc,  which  is  the  negative  pole  of  the  couple. 

Any  number  of  couples  may  be  united  by  attaching  the 
copper  slip  of  the  zmc  cylinder  in  one  couple  to  that  of  the 
carbon  in  the  next  couple,  and  so  on  throughout  the  com- 
bination. The  remaining  two  slips,  which  will  be  at  the 
extreme  ends  of  the  combination,  may  be  united  by  a  con- 
ductor. 

Such  a  combination  is  called  a  galvanic  battery^  or  some- 
times a  voltaic  battery,  A  galvanic  battery  has  been  con- 
structed, containing  as  many  as  eight  hundred  couples. 
Fig.  286  represents  a  battery  of  twenty  couples. 

II.  —  APPLICATIONS     OF     GALVANIC     ELXCTBIOITT. 

£i£fect8  of  the  Galvanio  Battery. 

416.  The  Effectts  op  the  Galvanic  Battery  may,  for 
convenience  of  study,  be  divided  into  physiological^  Aeo^ 

Sxiplain  the  acHon  qf  a  couple  of  Bunbbn^s  piU^  How  are  fhe  couples  con- 
nected ?  What  is  snch  a  combination  called  ?  (.4 1 6.)  What  are  the  principal  elllMte 
of  the  galvanic  battery  ? 
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inff,  iUumijiatinff,  chemieai,  and  magnate  They  are  all 
due  to  the  recombination  of  the  two  electricities,  as  in 
machine  electricity,  but  tbey  are  more  remaikable  and  more 
energetic,  because  of  their  continuous  action. 

Phjndologloal  Effects. 

417.  The  Physiological  Effects  of  galvanic  electricity 
are  a  Bucccssion  of  shocks  producing  violent  muscular  con- 
tractions, not  only  in  living,  but  in  dead  animals,  as  shown 
in  the  case  of  Galvami'b  frog. 

When  we  touch  bat  one  of  the  poles  of  a  galvanic  battery,  no 
shock  ii;  felt,  but  if  we  talte  both  electrodes  in  our  hands,  as  in  Fig, 
266,  we  feel  a  BenBation  Bimilu  to  a  shook  from  a  Leaden  jar,  with 
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t^  di^renoe,  the  latter  is  instantaneous,  whilst  that  from  the  gal* 
ranio  battery  is  continuous.  The  action  of  the  battery  keeps  up  a  con- 
tinuous supply  of  the  two  fluids,  which  supplies  the  place  of  that  lost 
by  recombination  in  passing  through  the  body  of  the  experimenter. 
The  effect  of  galvanic  electricity  upon  the  bodies  of  dead  animals 
is  peculiarly  striking.  It  produces  violent  contractions  of  the 
muscles,  causing  motions  similar  to  those  of  the  living  being.  On 
the  occasion  of  performing  some  experiments  upon  the  body  of  a 
criminal  who  had  been  executed,  in  England,  a  violent  and  convul- 
sive respiration  was  produced,  the  eyes  opened,  the  lips  moved,  and 
the  face,  no  longer  under  the  control  of  the  will,  assumed  expressions 
so  strange  and  horrifying  that  one  of  the  assistants  fainted  from  ter- 
ror, and  only  reooverecL  his  natural  state  of  mind  after  several  days. 


418.  When  a  current  of  galvanic  electricity  is  passed 
through  a  ccmductor,  it  becomes  heated^  and  often  to  such 
a  degree  as  to  produce  fusion  or  even  vaporization.  When 
a  powerftil  current  is  passed  through  a  wire,  it  soon  becomes 
incandescent,  and  then  melts  or  is  dispersed  in  vapor. 
Small  wires  bum  with  splendid  brilliancy.  Silver  bums 
with  a  greenish  light,  and  much  smoke  arising  from  the 
vaporn^tion  of  the  metal.  Gold  bums  with  a  bluish  white 
light.  Platinum,  which  is  infusible  ia  the  most  intense  beat 
of  our  furnaces,  melts  into  spherical  globules  with  a  dazzling 
li#it. 

With  a  battery  of  .600  couples,  Despbstz  fused  nearly 
half  a  pound  of  platinum  in  a  few  minutes.  Carbon  is  the 
only  body  which  has  not  been  fused  by  galvanic'  electricity. 
Despbetz,  however,  by  passing  a  current  through  small 
rods  of  pure  carbon,  succeeded  in  softening  them  so  much 
that  they  could  be  bent  and  made  to  adhere,  which  indicates 
an  approach  to  fusion. 


Whai  4^Sk«  hat  aahande  eieetrieUy  <m  dead  animaU  f    '418.)  I>eMfib«  tbo 
hMting  effeets  of  the  bAtftmry.    X>wpKm'  •zperimeoti. 
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niuminating  Efiecta. 
419*  The  heating  effects  jnst  described  are  accompanied 
with  a  disengagement  of  more  or  less  light,  but  to  obtain 
the  moat  biilHant  electrical  light  possible,  calcined  carbon 
points  are  employed.  They  are  at  first  placed  in  contact, 
one  being  connected  with  the  positive,  and  the  other  with 
the  negative  pole  of  a  powerful  galvanic  battery,  as  shown 
in  Fig,  28?.    The  points  immediately  become  incandescent, 


(419.)  DMcrIb*  tlia  lllnmfiuiHDf  ulbeto. 
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emitting  a  light  of  dazzling  brightness.  If  the  points  are 
slightly  separated,  the  current  still  continues  to  pass  be- 
tween them,  and  the  light  takes  the  form  of  a  luminous 
arch,  called  the  voltaic  arch.  In  this  experiment  the  point 
connected  with  the  positive  pole  wastes  away,  whilst  the 
other  increases  in  size ;  hence  we  conclude,  that  particles  of 
carbon  arc  transported  from  the  former  to  the  latter ;  this 
explains  how  the  current  continues  to  pass  in  spite  of  the 
interval  which  separates  them. 

The  intensity  of  the  electrical  light  is  very  great.  A  hattery  of 
48  small  couples  furnishes  a  light  equal  to  that  of  572  wax  candles ; 
with  100  couples  a  light  is  produced  so  intense  as  to  dazzle  the  eyes, 
and  with  600  couples  the  intensity  is  such  as* to  render  it  as  impos- 
sible to  look  at  it,  as  it  is  to  look  at  the  sun. 

In  1844,  FoucAULT  first  made  use  of  the  electrical  light  Instead  of 
that  of  the  sun,  to  illuminate  the  solar  microscope.  Since  then, 
many  attempts  have  been  made,  and  with  some  success,  to  apply  it 
to  purposes  of  general  illumination.  Fig.  287  represents  an  appa- 
ratus employed  for  the  purpose  of  illumination.  The  battery  is  con- 
tained in  the  interior  of  a  cast-iron  pedestal,  upon  which  is  erected 
a  column  of  the  same  material.  At  the  top  of  the  column  are  two 
carbon  points,  one  connected  with  each  pole  of  the  battery  by  copper 
wires,  insulated  by  gutta  percha  coverings. 

Chemical  £ffect8. 

420.  The  most  important  chemical  effects  produced  by 
galvanic  electricity,  are  the  decomposition  of  bodies  traversed 
by  it,  and  the  transportation  of  their  elements. 

In  order  to  understand  the  chemical  effects,  we  must  explain  the 
meaning  of  certain  terms  employed  in  chemistry. 

Oxydes  are  generally  compounds  of  oxygen  with  the  metals.  Thus, 
iron  rust  is  an  oxyde  of  iron,  that  is,  it  is  a  compound  of  oxygen  and 
iron  ;  vermilion  is  an  oxyde  of  lead ;  potash  is  an  oxyde  of  potassium, 
and  so  on. 

What  is  the  voltaio  arch?  lUustraU  by  esaample.  Describe  Fouoavlt's  <0p«ri- 
ment.  Deacribe  the  apparatus  for  iUuminatton.  (  420.)  What  are  the  most  Im- 
portant chemical  effecte?    H^at  are  owjfdee  t 
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Aeidt  are  gtntrally  oompounds  of  oxygen  wirh  some  uon-meUllio 
body.  Thus,  Kulphurio  add  is  a  compound  of  oxygen  and  BUlphnr; 
nitric  acid  is  a  componnd  of  oxygen  and  nitrogen ;  carbonic  acid  ii 
a  compound  of  oxygen  and  carbon,  and  so  on. 

Salts  are  generaity  compounds  of  an  acid  with  an  oxydo.  Thus, 
tulphftte  of  potash  is  a.  compound  of  sulphnrio  acid  and  potash; 
nitrate  of  copper  is  a  compound  of  nitric  acid  with  an  oxyde  of  cop- 
per, and  so  on. 

In  these  definitions,  we  say  generally,  because  the  definitions  glTen 
are  only  intended  for  illustration,  and  it  is  not  thought  best  to  enter 
into  a  detailed  account  of  the  various  substances  desorihed.  That 
belongs  to  Chemistry. 

Deoompodtlon  of  Wat*r. 

491.  A  galvanic  current  was  first  employed  to  deoom- 
pose  vater  in  the  year  1800,  by  Cabuslb  and  Nicbolsoit. 


To  repeat  the  experiment,  we  may  employ  the  apparatus 
shotvn  in  Fig.  288.  It  consists  of  a  glass  dish  with  a  wooden 
bottom.    Rising  from  the  bottom  are  two  platinum  wires, 
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Tvhich  pass  through  the  wooden  stand  and  terminate  in  the 
tubes,  a  and  h.    These  wires  serve  as  electrodes. 

The  glass  vessel  is  partially  filled  with  water,  to  which  a 
small  quantity  of  sulphuric  acid  is  added  to  improve  its 
conducting  power.  Two  narrow  bell-glasses,  JET  and  O,  are 
filled  with  water  and  inverted  over  the  two  platinum  wires. 
The  tube,  a,  is  then  connected  with  the  positive  pole  of  the 
battery,  and  the  tube,  6,  with  the  negative  pole.  A  current 
is  set  up  from  one  wire  to  the  other  through  the  water,  and 
decomposition  begins,  as  is  shown  by  bubbles  of  gas  rising  in 
the  two  bell-glasses. 

By  testing  the  gases  thus  obtained,  we  find  that  in  the 
glass,  O,  corresponding  to  the  positive  pole  of  the  battery, 
is  pure  oxygen,  whilst  that  in  the  glass,  H^  corresponding  to 
the  negative  pole,  is  pure  hydrogen.  We  see  also  that  the 
volume  of  hydrogen  is  twice  that  of  the  oxygen.  This 
experiment-shows  that  water  is  composed  of  oxygen  and 
hydrogen,  mixed  in  the  proportion  of  one  volume  of  the 
former  to  two  of  the  latter. 

Decompositioii  of  Oscydeff  and  Baits. 

499.  Oxydes  and  salts  may  in  like  manner  b^  decom- 
posed by  a  current  of  electricity.  In  'decomposing  oxydes, 
the  oxygen  is  transported  to  the  positive  electrode,  and  the 
metal  to  the  negative  electrode.  In  the  decomposition  of 
acids  there  is  a  like  transfer  of  elements,  the  oxygen  ^oing 
to  the  positive,  and  the  other  component  to  the  negative 
electrode. 

In  decomposing  salts,  there  maybe  several  cases.  Some- 
times there  is  a  simple  resolution  of  the  salt  into  an  acid  and 
an  oxyde,  in  which  case  the  acid  goes  to  the  positive  and  the 
oxyde  to  the  negative  electrode.  Sometimes,  besides  the 
separation  into  add  and  oxyde,  the  latter  is  decomposed; 

mm^^mm      i      i  m^— i      i     ■     .■■    ■  ■   ■.  i  ■  ■    ■■  i  i  i  i  i  ■  ■ 

Explain  In  detail.    (  422  )  How  may  oxydea  and  salts  be  deeoroposed  T    Explain 
the  different  cases  of  deeomposition  of  salts. 
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in  this  ease  the  oxygen  and  the  free  acid  go  to  the  positive, 
and  the  metal  alone  goes  to  the  negative  electrode.  This 
action  is  utilized  in  the  process  of  electrptyping. 

Davy,  at  the  beginning  of  the  present  centigy,  used  the 
battery  to  decompose  potash,  soda,  lime,  baryta,  magnesia, 
alumina,  Jbc,  and  thus  demonstrated  that  all  of  these  sub- 
stances, previously  regarded  as  simple  bodies,  were  in 
reality  compound.  They  consist  of  oxygen  united  with 
metals,  which  are  called  respectively,  potassium,  sodium, 
calcium,  barium,  magnesium,  aluminium,  <fec. 

Application  of  Bleotricity  to  QalTanoplaity. 

498.  Galvanoplasty,  or  Electbotyfing,  is  the  opera- 
tion of  copying  medals,  statues,  and  the  like,  in  metal,  by 
the  aid  of  galvanic  electricity. 

Such  copies  were  fdrmerly  made  by  the  process  of  (ousting ; 
now  they  are  in  many  cases  more  elegantly  produced  by 
galvanoplasty.  This  process  was  discovered  simultaneously 
by  Spbncee,  of  London,  and  Jacobi,  of  St.  Petersburg,  in 
1838,  the  year  preceding  the  discovery  of  the  daguerreotype 
process. 

Method  of  BIectrotypln£p. 

434.  The  first  step  is  the  preparation  of  a  mould  of  the 
object,  upon  the  accuracy  of  which  depends  the  success  of 
the  entire  operation.  Wax,  plaster,  or  gutta  percha  may 
be  used,  but  the  latter  material  is  now  considered  the  best. 
At  ordinary  temperatures,  gutta  percha  is  hard,  but  on 
being  heated,  it  becomes  soft  and  ductile.  To  form  the 
mould,  the  gutta  percha  is  warmed  by  putting  it  into  a 
vessel  of  warm  water  and  allowing  it  to  remain  till  it  is  of 
the  proper  softness ;  it  is  then  placed  upon  the  object  to  be 


Explain  Datt'8  experTnieiits.   (  4t8.)  What  la  OdvanopliBty  t  When  dlseoreredf 
By  whom  r    (  424.)  Explain  the  operation  of  electrotyping,  in  detalL 
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copied,  and  pressed  with  the  fingers  till  it  touches  every 
point  of  the  BOrface  of  the  object,  when  it  is  left  to  harden 
bj  cooling.     After  hardening,  it  is  removed  and  is  ready  for 
use.     As  gntta  percfaa  is  apt  to  adhere  to  certfdn  bodies, 
precaution  should  be  taken  to  cover  them  with  a  thin  layer 
of  powdered  plumbago  or 
grajShite.     This    may  be 
laid  on  with  a  soft  brash, 
and  if  properly  applied,  it 
efieotually  prevents  the  ad- 
hesion of  the  mould. 

llie  second  step  is  to 
deposit  the  metal  in  the 
mould.    Ail  gntta  perdia 


Fig.  t8>.  Flf.  KM 

is  a  non-conductor  of  electridty,  it  is  necessary  to  cover  it 
.ndth  a  conducting  snbstance.  This  is  done  by  laying  on  a 
coating  of  plumbago  in  the  same  manner  as  in  forming  the 
mould.  The  mould  thus  prepared  is  then  made  ready  for 
the  bath  by  attaching  to  it  the  proper  suspending  wires,  as 
shown  in  Fig.  289. 

Fig.  290  represents  one  face  of  a  medal  to  bo  copied, 
and  Fig.  289  represents  the  gutta  percba  mould  prepared 
for  receiving  the  metallic  deposit.    For  making  the  depodt, 
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whioli  we  shall  Bnppoae  to  be  of  copper,  a  Daniel's  battery 
of  two  or  three  couples  is  usually  employed. 

A  couple  of  Daniel's  battery  differs  from  ono  of  Bunsen's  in  tbs 
following  particnlars.  The  csrbon  cylinder  is  replaced  by  one  of 
zinc,  denoted  by  Z,  in  Fig.  291,  and  the  zinc  cylinder  ia  replaced  by 
one  of  copper,  denoted  by  C,  in  the  same  figure.  The  outer  vessel 
is  of  glass,  and  is  filled  with  a  solution  of  sulphate  of  copper  (blue 
vitnol),  which  is  kept  laturttted  by  ioidq  crystals  of  the  inlphala 


placed  at  the  bottom  of  the  vessel.  The  porous  vessel  ia  filled  with 
dilute  sulphuric  acid.  When  this  battery  is  in  action,  'water  is 
decomposed;  the  oxygen  goes  to  the  zinc,  forming  oiyde  of  zinc, 
>vhich  is  disBOlved  by  the  sulphuric  acid,  giving  auiphale  of  zinc. 
The  hydrogen  of  the  water  goes  to  the  sulphate  of  copper  in  P,  and 
decomposes  it.  The  result  of  these  decompositions  and  recomposi- 
lions  is  to  keep  up  a  current  of  electricity,  as  kIiowu  by  the  arrows, 
which  will  continue  as  long  as  the  vessel,  P,  is  kept  full  of  the 
saturated  solution  of  sulphate  of  zino. 
Fig.  291  shows  the  method  of  depositing  the  metal  upon 

iHdtorilEposlUni  coppeif    ^ptalit  DM  ^  DAim.'i 
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the  mould.  Mis  a  Teasel  filled  with  a  Bolation  of  snlphato 
of  copper ;  A  and  JB  are  metallio  rods  commimicatmg  with 
the  two  poles  of  the  battery ;  the  mould  is  suspended  from 
the  rod,  Jf,  and  &cing  it  is  a  plate  of  pure  copper  suspended 
from  the  rod,  A ;  these  constitute  the  electrodes,  the  mould 
being  the  negative  one.    • 

The  current  which  is  set  up  through  the  solution  of  cop* 
per  between  the  electrodes,  decomposes  the  sulphate  into 
sulphuric  add,  oxygen,  and  pure  copper.  The  sulphuric 
acid  and  oxygen  go  to  the  <sopper  plate,  and  uniting  with  it, 
produce  sulphate  of  copper ;  the  pure  copper  goes  to  the 
negative  electrode,  that  is,  to  the  mould,  and  is  there  depos- 
ited.  After  about  two  days  the  coating  of  copper  becomes 
thick  enough  to  be  removed  from  the  mould,  and  it  then 
presents  a  fac-simile  of  the  object  to  be  copied.  In  copying 
medals,  each  faoe  is  copied  sep£trately,  and  the  two  are  united 
by  means  of  some  fusible  metal  placed  between  them 

meotrQ-s;i](Eking  and  £21ectro-platiixg. 

§9if»  1^6  process  of  covering  bodies  with  thin  coatings 
of  gold  or  silver  is  analogous  to  that  of  electrotyping.  The 
perfection  of  the  process  consists  in  making  the  coating  of 
gold  or  silver,  not  only  of  uniform  thickness,  but  also  closely 
adherent. 

Tlie  object  to  be  gilded  or  silvered  is  first  heated  upon 
a  charcoal  fire  to  remove  all  fatty  matter ;  it  is  next  plunged 
into  dilute  sulphuric  acid,  -and  then  rubbed  with  a  hard 
brush  to  remove  any  oxyde  that  may  exist  upon  the  surface ; 
it  is  next  plunged  into  common  nitric  acid,  and  then  into 
nitric  acid  into  which  a  small  quantity  of  salt  and  soot  has 
been  thrown ;  it  is  then  washed  in  pure  water  and  carefully 
dried  in  sawdust,  and  is  ready  for  use. 


Bzplaln  tbe  chemical  changes  which  take  place.    ( 425.)  What  is  the  prooev  of 
electro^lrering  and  electro-gildingf    How  is  the  ol^ect  cleaned  ? 
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The  method  of  dlTering,  or  eleotro-fdatdng,  ia  shown  in 
Fig.  262.  The  object  to  be  silvered  is  suspended  in  a  bath 
of  a  diver  solution  b;  a  metallio  rod  which  connects  with  the 
negative  pole  of  a  Bunskn's  battery.  Immediately  below  it 
is  a  plate  of  pure  silver,  which  is  connected  with  the  positive 
pole  of  the  battery.  The  object  to  be  silvered  and  the  silver 
plate,  a,  constitute  the  electrodes,  a  being  the  positive  one. 
The  explanation  of  the  process  is  analogous  to  that  in  the 
preceding  article. 


The  lalt  of  silver  generally  employed  is  a  double  oyaimret  of  sil- 
ver and  potaniam.  The  thickneM  ef  the  coating  deposited  will 
depend  upon  the  power  of  the  battery  and  upon  tho  time  of  immer- 

The  process  of  Riding  ia  the  same  as  that  of  silvering, 
except  that  we  nse  a  cyanuret  of  gold  and  potasdum,  ftnd  a 
plate  of  gold  at  a,  instead  of  a  silver  one. 
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The  history  of  electro-plating  and  electro-gilding  is  briefly  as  fol- 
lows :  In  1803,  Bruonatelli  first  gilded,  a  silver  medal  by  suspend- 
ing it  in  a  solution  of  gold  from  the  negative  pole  of  a  battery,  bufc 
proceeded  no  further.  In  1840,  De  la  Rive,  of  Geneva,  discovered 
a4)roceB8  of  gilding  metals  with  a  battery,  but  by  his  process  much 
gold  was  wasted,  and  thc^  work  was  unsatisfactory.  In  the  same 
year,  Elkinoton,  an  Englishman,  discovered  the  process  of  gilding 
by  means  of  the  cyauuret  of  gold  and  potassium.  A  few  months 
later,  RuoLZ  succeeded  in  silvering  and  platinizing  metals  by  the 
methods  now  in  general  use.  The  arts  of  electro-plating,  electro- 
gilding,  and  electrotyping  are  now  of  general  application,  and  afford 
occupation  to  thousands  of  artisans. 

Oi96  an  ottUine  qfthe  Mstory  qftUdro-plaUng  and  electro-ifUding» 


CHAPTER  X. 

^LfiCTSO-MAGNETIBH. 

t 

I. — FUMOAMINTAL        P  B  I  N  C  I  P  L  B  f^ 

Relation  between  ISffagnetLan  and  ZnectrioitTi 

436*  It  was  observed  at  an  early  period  that  the  mag- 
netic and  electrical  fluids  had  many  analogous  properties. 
In  each  case  fluids  of  the  same  name  repel,  whilst  those  of 
an  opposite  name  attract.  It  was  also  observed  that  a 
stroke  of  lightning  often  reversed  the  poles  of  a  magnetic 
needle,  and  sometimes  completely  destroyed  its  magnetisuL 
The  two  have  also  points  of  dissimilarity.  Magnetic  fluids 
are  not  transmitted  like  electrical  fluids  through  conductors. 
A  magnet  does  not,  like  an  electrified  body,  return  to  a 
neutral  state  when  brought  into  communication  with  the 
earth.  Magnetism  can  only  be  developed  in  a  few,  whereas 
electricity  may  be  developed  in  all  bodies. 

Between  these  analogies  and  dissimilarities  nothing  posi- 
tive could  be  affirmed  with  respect  to  the  identity  of  mag- 
netism and  electricity,  until,  in  1819,  Ebsted  made  a  dis- 
covery which  showed  that  these  physical  agents  are  most 
intimately  allied,  if  not  identical. 


(426.)  What  early  obsciratlons  wer«  made  on  the  relation  of  the  phenomena  of 
electricit^  and  magnetism  ?    What  diaoimllaritiee  were  noticed  ? 
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AodOB  of  an  XIlMitiioal  OoRwlt  npoa  ft  MagneL 

49V.  Ebstbd  diBoorered  the  &ot  that  an  electrical  ctir< 
rent  has  a  directive  power  over  the  magnetic  needle,  tend- 
ing always  to  direct  it  at  right  angles  to  its  own  direction. 

This  action  may  be  shown  by  the  apparatus  represented 
in  Fig.  293.  K  a  wire  be  ]Jaced  parallel  to  aod  pretty  near 
a  nu^etJo  needle,  and  then  a  current  of  eleotridty  be 
passed  through-it,  Uie  needle  will  turn  arouQd,  and  after  a 


few  oscillations  will  come  to  rest  m  a  position  senably  at 
light  angles  to  the  current  That  it  does  not  take  a  posi- 
tion absoluttly  perpendicular  to  that  of  the  current,  is  be- 
cause of  the  directive  force  of  the  earth,  which  partially 
counteracts  that  of  the  current. 

The  direction  towartlB  which  the  austral  polo,  that  U,  the  north 
end  of  tha  needle,  will  lum,  dependi  upon  the  direction  of  the  cnr- 
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rent.  If  that  flows  from  south  to  north,  and  abore  the  nectdle,  the 
needle  deviates  towards  the  west ;  if  it  flows  towards  the  south,  and 
above  the  needle,  the  latter  deviates  towards  the  east.  When  the 
current  flows  below  the  needle,  the  phenomena  are  reversed. 

Ampere's  Law. 

428*  Ampere,  to  whom  the  discovery  of  the  greater 
portion  of  electro-magnetic  phenomena  is  due,  gave  a  simple 
expression  to  the  law  which  governs  the  action  of  a  current 
upon  a  magnet.  He  supposes  an  observer  lying  down  upon 
the  wire  along  which  the  current  flows,  the  current  entering 
at  th^^head  and  going  out  at  the  feet.  Then,  if  he  turn  his 
face  towards  the  needle,,  the  austral  pole  will  in  all  cases  be 
deviated  towards  his  right  hand. 

Action  of  SCagsets  vcpon.  Cuxronts,  and  of  OuirentA  ixpon 

Ouzrents. 

429.    Amfebe  established  the  following  principles : 

1.  Magnets  exercise  a  directive  force  upon  currents. 

To  illustrate  this,  we  bend  a  copper  wire  into  a  circular  form, 
and  then  dip  its  extremities,  which  should  be  pointed  with  ^teel, 
into  cups  of  mercury,  one  above  the  other,  as  shown  in  Fig.  294. 
These  cups  communicate  with  the  two  poles  of  a  battery,  by  means 
of  which  a  current  may  be  generated,  flowing  as  indicated  by  the 
arrows.  Now  if  a  bar  magnet  be  brought  near  this  current,  the 
axis  being  in  the  plane  of  the  current,  we  shall  see  the  hoop  turn 
about  the  steel  points  in  the  cups,  and  come  to  rest,  with  its  plane 
perpendicular  to  the  axis  of  the  magnet.  This  experiment,  which  is 
due  to  Ampere,  is  the  reverse  of  that  made  by  Erstsd. 

2.  The  earth,  which  acts  like  a  huge  magnet  upon  a  mag- 
netic needle,  acts  in  the  same  manner  upon  movable  cur- 


(428.)  Bxplatn  Ain>ieitE*sIaw.    (  41t9.)  Wluit  is  Ampbib'^  first  principle?    ITow 
iUuvtrattd  ?    His  second  principle  ? 
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rents;  that  is,  it  directs  Uiem  bo  that  they  are  perpendicolar 
to  the  magnefio  meridian. 

This  may  bo  Bhown  by  the  apparatus  of  Fig.  294,  If  the  ftem- 
mniiicatioD  with  the  battery  be  cat  off,  aod  the  hoop  be  turned  till 
ita  plana  ooiaudM  with  the  magnetio  meridian,  it  will  remain  in  that 


F[g.SM. 

porition.  If  now  a  current  be  passed  through  it,  we  seo  it  tnm 
■lowly  around  the  pivots,  bo  as  to  take  a  position  at  right  angles  to 
the  roeridian.  It  will  lum  in  such  a  direction  that  the  current  in 
the  lower  part  of  the  hoop  will  flow  from  east  to  west. 

8.  Two  parallel  currents  attract  each  other  when  they 
flow  in  the  same  direction,  and  repel  each  other  when  they 
flow  in  opposite  directions. 

4.  If  a  wire  be  coiled 
into  a  double  helix,  as  re- 
presented in  Fig.  295,  and 
then  be  suspended  by  its 
steel  points  in  the  cups  of 
mercury  (Fig.  294)  it  will, 
when  a  current  ia  passed  ^'s- 

Sew  mfy  au  bf  hewn  r    His  third  principle  t    Hlifiii 
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through  it,  arrange  itself  in  the  meridian  like  a  magnetic 
needle.  When  the  current  takes  the  direction  of  the 
arrows,  the  end,  a,  becomes  an  austral  pole,  and  is  directed 
towards  the  north. 

When  thus  suspended,  the  helix  has  all  the  properties  of  a  magnet 
and  is  subjeot  to  the  same  laws  of  attraction  and  repulsion.    A  helix 
of  the  kind  described  is  called  a  solenoid. 
• 

Ampere's  Theory  of  Magnetism. 

430.  From  the  facts  explained  in  the  last  article,  Am- 
pere deduced  a  theory  of  magnetism.  He  supposes  mag- 
netism to  be  due  to  currents  of  electricity  flowing  around 
the  ultimate  molecules  of  a  magnet,  always  in  the  same 
direction.  The  currents  in  the  interior  of  the  magnet  neu- 
tralize each  other,  and  consequently  the  total  effect  of  all 
the  currents  in  a  magnet,  is  the  same  as  that  of  a  set  of 
surfiice  currents  flowing  around  the  magnet,  in  such  a  direc- 
tion, tihat  if  we  place  the  eye  at  the  south  end  of  a  magnet, 
and  look  in  the  direction  of  the  axis,  the  current  will  flow 
around  in  the  same  direction,  as  the  hands  of  a  watch. 

He  supposes  the  directive  force  of  the  earth  to  be  due  to 
currents  of  electricity  flowing  around  it,  parallel  to  the 
magnetic  equator,  from  east  to  west.  These  currents  are 
produced  by  variations  of  temperature,  which  arise  from  the 
earth's  revolution  continually  presenting  a  new  portion  to 
the  direct  action  of  the  sun's  rays. 

If  we  conceive  all  the  currents  of  the  magnetic  needle  to  be 
replaced  by  a  single  resultant  about  its  equator,  and  all  of  the  ter- 
restrial currents  to  bo  replaced  by  a  single  equatorial  current,  then 
that  portion  of  the  latter  current  which  lies  nearest  the  magnet,  will 
attract  the  lower  part  of  the  current  on  the  magnet,  and  repel  that 
on  the  upper  part,  thus  compelling  the  magnet  to  place  itself  in  the 
meridian. 

■What  i8  a  solenoid  ?  (  430.)  What  Is  Axpxbx'b  theory  of  iDae:netl8mr  To  what 
did  he  attrlbnt*  the  direotiye  power  of  the  earth  f  JSbjMn  the  aeUon  of  iM  Ur- 
ruMal  currwt  vpon  t/^  magneUo  ne&dU.  * 
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Ampibb  supposes  thai  natural  magnets  owe  their  properties  to 
the  long-continued  action  of  electrical  currents.  We  may  suppose 
magnetic  bodies  to  be  made  up  of  atoms,  having  electrical  currents 
flowing  around  them ;  that  is,  of  little  magnets.  These,  when  they 
are  arranged  heterogeneously,  will  exhibit  ho  magnetic  properties. 
When  they  are  by  any  action  brought  into  positions  in  which  their 
similar  poles  are  arranged  in  the  same  direction,  they  -become 
magnets. 

CHIvanometer.  —  Qal^anio  MnltipUer. 

431.  A  Galvanometeb  is  an  instrument  for  measoring 
the  force  of  an  electrical 

current.     In  its  simplest  j_jg 

form,  it  consists  of  a  mag-  /^    ^-^=:*B»i»*-*j 

netic  needle,  aS,  Fig.  296, 
with  a  conducting  wire 
passed  around  it  in  the 
direction  of  its  length. 


When  a  current  of  electri-  pj^  2j^ 

city  is  passed    through    the 

wire,  its  presence  will  be  indicated  by  a  motion  of  liie  needle,  ita 
force  by  the  amount  of  deviation  of  the  needle,  and  the  direction  of 
the  current  will  be  indicated  by  the  direction  towards  which  the 
north  end  of  the  needle  deviates. 

The  Galvanic  Multiplieb  is  a  galvanometer  of  great 
sensitiveness,  but  constructed  on  the  same  principles  as  the 
one  already  described. 

It  is  represented  in  Fig.  297.  It  consists  of  a  copper 
stand,  My  supporting  a  glass  cylinder,  as  shown  in  the 
figure.  Under  the  cylinder  is  a  graduated  circle,  beneath 
which  is  a  wooden  frame  wound  with  a  great  number  of 
coils  of  copper  wire.    The  wire  is  insulated  by  being  covered 


Bow  do€9  Ampsbs  «0p2ain  the  formation  of  natural  magnett-t      (  491.)  What 
Is  a  Galyaaometer?     Describe  it    /te  action.    What  is  a  Qtlraaio  Multlpltort 

Describe  it  in  detail. 
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with  silk;  The  two  enda  of  the  coil  communicate  with  the 
bindiog  screws,  m  and  n,  by  meana  of  which  they  may  be 
made  to  communicate  with  the  poles  of  a  magnetic  couple. 
A  metallic  frame  supports  a  hook,  fi'om  which  is  suspended 
a  delicate  siiken  cord,  s.  This  cord  supports  two  fine  mag- 
netic needles,  the  one,  ofi,  above  the  graduated  circle,  and 


Fig.  297. 

the  other,  B,  within- the  coil,  only  a  part  of  which  is  visible 
in  the  figure.  The  two  needles  are  so  united  that  ono  can 
not  turn  without  the  other,  and  their  poles  being  placed  in 
opposite  directions,  the  action  of  the  earth  upon  them  is 
completely  neutralized.  Hence  they  are  free  to  obey  the 
least  force. 

Uses  of  tha  Galvanio  Multiplier. 

439.    The  Multiplier  is  used  to  indicate  the  feeblest  oui^ 

rients  of  electricity.    By  means  of  it,  Bkcqueeel  established 

(  433.}  WbBt  b  tli«  DM  ot  the  UoltlpUei,! 
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the  fiiot  that  a  current  is  developed  in  every  chemical  action, 
in  the  imhibition  of  liquids,  and  in  many  other  phenomena. 
By  using  a  galvanometer  with  many  thousands  of  turns  of 
wire,  the  existence  of  electrical  currents  in  animals  and 
vegetables  may  be  demonstrated. 

To  show  the'  currents  developed  by  chemical  action,  as,  for  exam- 
ple, the  action  of  acids  upon  metals,  two  fine  platinum  wires  are 
introduced  into  the  binders,>7t  and  n.  One  end  of  one  of  the  wires  is 
then  dipped  into  a  glass  of  dilute  sulphuric  acid,  and  the  other  is 
held  in  contact  with  a  plate  of  zinc  which  is  also  dipped  into  the 
dilute  acid.  The  two  needles  which  were  before  parallel  to  oi,  and 
which  we  suppose  to  have  been  placed  in  the  magnetic  meridian, 
immediately  turn  round  and  become  perpendicular  to  the  meridian, 
indicating  the  instantaneous  production- of  a  current.  The  current  in 
this  case  takes  the  direction  indicated  by  the  arrows,  whende  we  con- 
clude that  the  acid  is  positively  and  the  zinc  negatively  electrified. 
This  corresponds  to  what  was  said  on  this  subject  in  a  preceding 
article. 

I 

Magnetizing  by  means  of  an  ZSlectrical  Oarrent. 

493.  If  a  wire  be  wound  around  a  bar  of  iron,  and  a 
current  of  electricity -be  passed  through  the  wire,  it.  is  at 
once  converted  into  a  magnet.  The  method  of  making  the 
experiment  is  shown  in  Fig.  298. 


)f*.T' 


Fig.  298. 

If  the  current  cease,  the  iron  bar  at  once  loses  its  mag- 
netism. We  may  in  like  manner  form  a  permanent  magnet 
by  using  a  bar  of  steel  instead  of  a  bar  of  iron. 

lUuairaU,    (  438.)  How  is  an  iron  bar  oooTarted  into  a  magnet  by  galTaatekf 
In  what  way  may  a  bar  of  steel  be  converted  into  a  magnet  f 
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The  bar  of  Bteet  may  also  be  magnetized  by  passing  throagh  tha 
wire  a.  Bpark  from  a  Leyden  jar.  To  do  this,  one  end  of  the  wire  ia 
made  to  touch  the  sxtemal  covering  of  the  jar,  and  the  other  end  is 
brought  into  contact  with  the  button  of  the  jar.  Tbe  steel  bar  ia 
magnetized  iDstantaneouily,  thus  ehowing  the  identity  between  ths 
electricity  of  the  galvanic  current  and  that  of  the  Leydea  jar. 

i 


Tho  Sleotro-Magust. 

434.    An  ELEfTTBo-MAGMST  is  3.  magnet  obtabed  hj  ths 

use  of  electricity. 

Electro-magnets  are  generally 
m£kde  of  soft  iron,  bent  in  the 
form  of  a  horse-shoe,  as  shown 
in  Fig.  209.  Upon  each  branch 
is  wonnd  a  great  number  of 
coils  of  wire,  insulated  by  being 
covered  with  silk.  The  wire  is 
coiled  in  different  directions 
npwn  .the  two  branches,  and  its 
extremities  are  then  connected 
with  the  polea  of  a  battery,  Ffg.  !S^ 

In  this  way  magnets  may  be  constructed  of  immenEo  power,  u 
powerful,  in  fact,  as  to  support  the  weight  of  ten  or  twelve  pereons. 
Fig.  300  represents  the  method  of  arranging  the  details  of  a  magnet 
which  is  intended  to  exhibit  a  great  sustaining  power. 

The  plate  in  contact  with  the  two  poles  is  called  an  arma- 
ture. 

When  the  instrument  is  of  soft  iron,  it  is  ma^etizcd  instantane* 
ously  by  the  passage  of  a  current  of  electricity  throagh  the  wire,  and 


-  ts  instBDtaneouBljr  loses  ils  magnetism  wlien  the  carrcnt  is  stopped, 
or  broken.  This  property  has  beeu  utilized  iu  the  electro-inagnetic 
telegraph. 

The  Electrical  Tol^raph. 

4SS.  An  Electrical  Telegraph  is  an  apparatus  for 
transmitting  intelligence  to  a  distance  by  means  of  electiicai 
currents. 

In  IS20,  AMFBRe  propoEed  to  transmit  signals  by  passing  cnrrents 
over  inaE[netic  needles,  mftbing  use  of  as  qgany  wires  and  ueedlea  aa 
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there  are  letters.  In  1837,  Steinheil,  of  Munich,  actually  oon^ 
etructed  such  a  telegraph. 

In  1831,  Prof.  Henr7,  now  of  the  Smithsonian  Institute,  puh- 
lished  the  results  of  his  researches  on  the  subject  of  electro-mag- 
netism, and  in  subsequent  years,  exhibited  experiments  illustrative 
of  thek  application  to  thb  transmission  of  power  to  a  distance,  for 
the  purpose  of  producing  telegraphic  effects. 

In  1837,  Prof.  Morse  invented  a  machine  for  recording  signals 
upon  paper,  and  in  1844,  the  first  working  line  of  telegraph  for 
practical  purposes  was  built  from  Washington  to  Baltimore. 

Many  modifications  of  the  telegraphic  apparatus  have  been  made 
since  its  first  invention.  Three  principal  varieties  are  now  in  use,  all 
of  which  are  based  upon  a  common  principle,  which  is  very  simple. 

At  the  station  from  which  a  telegram  is  dispatched,  is  an  electrical 
battery,  and  at  the  one  where  it  is  to  be  received,  is  an  electro-mag* 
net.  The  two  are  connected  by  a  wire  running  between  the  stations. 
When  the  current  is  transmitted  through  the  wire,  the  iron  becomes 
magnetized  and  attracts  an  armature  of  soft  iron,  which  in  turn 
imparts  motion  to  other  pieces,  by  means  of  which  the  signals  are  im- 
parted. When  the  current  ceases,  the  iron  loses  its  magnetism,  and  a 
spring  forces  the  armature  back  to  its  primitive  position.  By  succes- 
sively breaking  and  restoring  the  current,  the  telegram  is  transmitted. 

In  one  form  of  the  telegraph,  the  electro-magnet  causes  a 
needle  to  move  over  a  sort  of  dial,  around  which  are  printed 
the  letters  of  the  alphabet.  The  letter  before  which  the 
needle  stops,  is  the  one  to  be  transmitted.  This  machine 
requires  as  many  signals  as  there  are  letters  in  the  message. 
This  is  the  dial  telegraph. 

In  another  form  of  the  telegraph,  there  are  two  electro* 
magnets,  which  set  in  motion  two  movable  arms  placed  at 
the  extremities  of  a  horizontal  black  line  on  a  white  dial- 
plate.  The  relative  positions  of  the  hands  with  reference  to 
the  fixed  line,  serve  as  conventional  signals,  nearly  in  the 
same  way  as  was  customary  in  the  old-fe,shioned  telegraph. 
This  is  the  signal  telegraph. 

Bow  many  kinds  are  in  common  use  ?    Explain  their  general  principle.   What 
is  the  diAl  telegraph  ?     The  signal  telegraph  ? 
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The  dial  telegraph  is  nsed  in  France  on  the  lines  of  rail- 
irays.  The  ugnal  telegraph  was  used  in  France  for  ordinary 
purposes  imtil  it  was  replaced  by  Moese'b  registeiing 
^iparatus. 

Blaoe^  RBglBtMiiig  Telegr^li. 

436.  In  Morse's  telegraph,  the  telegram  ia  permanently 
roistered  npon  paper  by  means  of  a  conventional  alphabet. 


Fig.  301  represents  the  method  of  dispatching  a  telegram, 
nnd  Fig.  302  represents  the  method  of  receiving  it.     At 


•  nudt     (436.)  Describs  Mow's  ngiaMrlng  MepvpiL 
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each  station  the  apparatus  is  identical,  but  it  b  double ;  that 
is,  composed  of  two  pieces,  the  manipulator  and  receiver. 
These  pieces  are  shown  more  in  detail  in  Figs.  303  and  304. 
In  order  to  explain  the  working  of  this  telegraph,  let  us 
commence  with  Fig.  301. 

Under  the  table  is  sliown  the  battery -which  furnishes  the 
electrical  current.  The  current  is  conducted  by  the  wire,  P, 
into  the  manipulator,  which  will  be  described  hereafter. 


From  thence  it  goes  into  a  galvanometer,  g,  which  indicates 
by  a  needle  the  passage  of  the  current;   it  next  passes 

Explain  ths  BUtbod  aT  wotXing  thk>  Islogriph. 
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throng  a  piece,  M,  that  serves  aa  a  safoguard,  and  from 
thence  reaches  the  wire,  i,  which  passes  to  the  statioQ 
vhere  the  message  ia  to  be  delivered.  We  see  the  same 
wire  entering  at  the  top  of  Fig.  302,  whence  the  current 
passes  through  a  safeguard,  M,  then  into  the  galvanometer, 
from  which  it  goes  to  the  electro-magnet  of  the  receiver. 
After  passing  through  the  electro-magnet,  it  passes  through 
the  wire,  T,  and  is  lost  in  the  earth. 

Moim/m  BSanipuIatoT  and  HaceiveT. 

4ST.     Morse's  MANlPtri.ATOB  is  shown  in  Fig.  303.     It 

condsts  of  a  wooden  stand,  upon  which  is  a  metallic  lever, 

kh,  turning  about  a  horizontal  axis.    One  end  of  this  lever 

is  raised  up  by  a  spring,  r,  and  the  other  ia  traversed  by  a 


stem,  a,  which  rests  upon  a  copper  batton,  ^d  this  in  t^an 
communicates  through  the  stand  with  the  wire,  .4-  Fig,  808 
r^r^ents  the  manipulator  at  the  instant  when  it  receives  a 
dispatch.  The  current  arrives  by  the  wire,  i,  which  is  the 
wire  of  the  line,  rises  into,  the  lever,  &h,  and  descends  hj 
the  wire,  A,  to  the  receiver. 

When  it  is  dedred  to  transmit  a  signal,  it  becomes 
necessary  for  the  current  from  the  battery,  P,  to  enter  the 
manipulator.  Thia  is  not  effected  when  the  latter  is  dis- 
posed as  in  Fig,  303,  for  the  lever,  kh,  does  not  touch  the 
button  in  which  the  wire,  P,  terminates.    By  pressing  the 

(487.)Dwa1b«tb»Uan<pDlU<iilodBUll.    lUnw. 


SLECTBO-HAONSnC    TELEGRAPH.  465 

button,  £,  the  lever,  &A,  is  lowered ;  a  contact  is  establisbedf 
the  current  passes  immediatel7  into  the  wire,  Z,  which  leads 
to  the  other  station. 

The  Receiybb,  Fig.  804,  is  composed  of  an  electro-mi^- 
net,  E,  which,  whenever  a  curi-ent  is  traoamitted,  acts  hj 
attraction  upon  ari  armature  of  soft  iron,  m,  fixed  at  the 
extremity  of  a  lever,  mn,  and  movable*  about  an  axis.  At 
its  extremity,  n,  the  lever  carries  a  point,  x,  which  may  be 
made  to  press  against  a  movable  fillet  of  paper,  ab.  When 
the  current  does  not  pass  through  the  electro-magnet,  the 
point,  x,  does  not  press  against  the  fillet;  bnt  as  soon  as  the 
cnrrent  passes,  the  point  is  pressed  against  the  paper,  and 
traces  upon  it  either  a  point,  or  a  hne  more  or  less  elongated, 


according  to  the  length  of  time  during  which  the  current  is 
uninterrupted. 

The  fillet  of  paper  is  kept  in  motion  uniformly  by  means 
of  a  train*  of  clock-work,  V,  which  turns  the  cylinder,  Z 
(Fig.  301).  The  fillet  of  paper  moving  uniformly  m  the 
direction  fronj  a  to  5,  the  operator  at  the  other  station,  by 
pressing  the  button  of  the  manipulator,  nnd  maint^ning  the 
pressure  for  greater  or  lesser  periods  of  time,  causes  a  suo- 
cesdion  of  points  and  marks  to  be  made  upon  the  fillet  at 

,  IUhm.  BowlitheBllBtorpvR'luptlonioUml 
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]  leasure.  These  marks  are,  by  convention,  made  to  stand 
ibr  the  letters  of  the  alphabet,  as  shoAm  in  the  following 
table 

horse's    alphabet. 


a 

• 

J 

• 

s    •  •  • 

D  •"  •  •  • 

k 

t    — 

C    •  • 

1 

u 

d 

m 

V    . .  .  — 

e  • 

D 

w   • 

f 

0   •     • 

X    •  —  •  • 

g 

P 

7 

n  •  •  •  • 

Q     •   •  —  • 

2     *  *  *      * 

i   .. 

r    .     .  . 

It  only  remains  to  explain  the  Protector,  3f,  Experience 
has  shown  that  the  wires  may,  from  atmospheric  influences, 
accumulate  upon  themselves  sufficient  quantities  of  elec- 
tricity to  prove  troublesome  to  the  operators  of  the  tele- 
graph. The  piece,  M^  is  destined  to  prevent  any  injurious 
action  of  this  kind.  It  is  composed  of  two  toothed  pieces 
of  metal,  disposed  so  that  the  teeth  are  nearly  in  contact. 
The  current  passes  into  one  of  these  pieces,  whilst  the  other 
is  in  communication  with  the  earth.  If,  from  any  atmos. 
pheric  change,,  electricity  accumulates  upon  the  wires  or 
apparatus,  it  is  given  off  by  the  points  to  the  piece  which 
is  in  communication  with  the  earth,  and  shocks  are  thus 
avoided. 

In  what  has  been  said,  only  a  single  wire,  X,  has  been  spoken  of 
as  running  from  station  to  station.  It  would  seem  to  be  necessary, 
in  order  to  complete  the  circuit,  that  a  second  wire  should  be  em- 
ployed; such  however  is  not  the  case.  The  employment  of  a  second 
wire  is  avoided  by  connecting  the  two  ends  of  the  single  wire  with 
the  earth.     The  parts  7,  Figs.  301  and  302,  are  for  this  purpose 


rxplaln  the  Protector.    Its  use.     Why  U  it  p099&>l6  to  operate  a  Un*  nfitUgraph 
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prolonged  from  the  instruments  till  brought  into  free  communication 
with  the  earth.  The  fluid  then  continues  to  circulate  just  as  though 
a  return  wire  tiad  been  used. 


Velocity  of  Electricity. — Submarine  Cables. 

43§.  It  has  been  found  by  experiment  that  the  velocity 
of  electricity  is  such  as  to  carry  a  current  around  the  earth 
in  about  a  quarter  of  a  second.  For  short  distances,  then, 
we  may  regard  the  transmission  as  instantaneous. 

Since  the  invention  of  the  telegraph,  a  complete  net- work  of  lines 
has  been  established  over  both  continents.  Not  only  have  thousands 
of  miles  of  wires  been  stretched  on  land,  but  submarine  wires  have 
been  laid,  connecting  places  separated  by  hundreds  of  miles  of  water. 
Telegraphic  wires  connect  England  and  Ireland,  England  and  France, 
France  and  Algiers,  and  so  on.  Finally,  an  attempt  has  been  made 
to  connect  the  two  continents,  and  although  it  has  thus  far  failed  to 
be  successful,  there  is  good  reason  to  anticipate  a  complete  success 
at  no  distant  day.  Signals  and  messages  have  been  transmitted 
from.  Ireland  to  Newfoundland,  and  the  possibility  of  the  connection 
has  thus  been  fully  demonstrated. 

Electro-Magnetic  Motor. 

439.  Many  attempts  have  been  made,  and  with  partial 
success,  to  employ  electro-magnetism  as  a  motor  for  the 
propulsion  of  machinery.  Jacobi,  of  St.  Petersburg,  con- 
structed an  engine  of  this  kind  in  1838,  which  was  capable 
of  propelling  a  boat  containing  twelve  persons.  Many  other 
machines  have  since  been  constructed,  but  in  all  cases  the 
expense  of  moving  them  has  been  so  great  as  to  preclude 
their  economical  use. 

Fig.  305  represents  an  electro-magnetic  machine,  constructed  ac- 
cording to  the  design  of  M.  Froment.     It  is  composed  of  four  electro- 

(  438)  What  Is  the  velocity  of  an  electrical  current?  Give  an  aocount  of  some 
of  the  evbmarine  linee  of  telegraph,  (  439)  Has  electricity  been  used  as  a  motor  f 
Deecrihe  "iL  Fromibnt''b  machine  in  detail. 
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magnets,  acting  in  pairs  upon  two  pieces  of  soft  iron,  P,  only  one 
of  which  is  seen  in  the  figure.  These  pieces,  attracted  by  the  electro- 
magnets. EF,  transmit  the  motion  by  means  of  a  working-beam,  to 
a  crank,  m,  fixed  at  the  extremity  of  a  horizontal  arbor.  The  latter^ 
bears  an  iron  fiy-wheel,  which  regulates  the  motion.  Finally,  the 
same  arbor  supports  a  piece  of  metal,  n,  of  a  greater  diameter,  the 
use  of  which  will  be  explained  presently. 

The  current  from  the  battery,  P,  entering  A,  passes  into  a  plat- 
form of  cast-iron,  B.  then,  through  difierent  metallic  pieces,  it 
reaches  the  arbor  and  the  piece  n.  £rom  thence  the  current  fiows 
alternately  to  the  electro-magnets,  .jEP  and  ef.  The  manner-  in 
which  this  alternate  flow  is  effected,  is  shown  in  Fig.  306,  which 
represents  a  section  of  the  piece,  n,  and  its  accessories.  Upon  the 
piece,  n,  is  a  projection,  e,  called  a  cam^  which  in  the  course  of  one 
revolution  touches  successively  two  pallets,  a  and  6;  these  transmit 
to  the  electro-magnets  the  current,  whose  course  is  indicated  by  the 
unfeathered  arrows.  The  feathered  arrows  in  the  figure  show  the 
direction  in  which  the  parts  of  the  machine  move. 

The  current  passing  alternately  into  the  two  pallets,  a  and  6,  and 
thence  into  the  systems  of  electro-magnets,  EF  and  ef,  the  piece,  P, 
is  first  attracted,  and  then  a  similar  piece  at  the  other  extremity  of 
the  arbor  of  the  fly-wheel  is  attracted,  and  so  on.  The  result  is  a 
continuous  rotary  motion,  which  is  transmitted  by  a  driving-band 
to  a  train  of  wheels,  and  so  on  to  the  pumps,  which  it  is  destined  to 
work. 

Ill, — INDUCTION. — APPLICATION      TO      MEDICINK. 

Induction  by  Cuzrents. 

440.  We  have  seen  tbat  the  electricity  of  the  machine 
acts  upon  bodies  by  induction.  The  electricity  of  the 
battery  acts  in  a  similar  manner,  but  only  when  the  cur- 
rents begin  to  flow  and  when  they  cease. 

To  show  this,  take  two  copper  wires,  covered  with  silk,  and  wind 
them  side  by  side  upon  a  bobbin.     Then  fasten  the  two  ends  of  the 


-<»"wi.r' 


Ha  mods  qfacHofk    (  440.)  Does  galvanic  electricity  act  by  indnctton  f    ilbto  It 
thi$«^monf 
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first  wire  to  the  two  binders,  m  and  n,  of  the  galvanometer,  Fig. '297. 
Next  connect  one  end  of  the  second  wire  with  one  pole  of  a  feeble 
galvanic  battery.  If  the  other  end  of  the  second  wire  be  brought 
into  contact  with  the  second  pole  of  the  battery,  at  the  instant  of 
contact,  the  needle  of  the  galvanometer  will  indicate  the  production 
of  a  current  in  the  first  wire,  flowing  in  an  opposite  direction  to  that 
of  the  battery.  If  the  contact  is  kept  up,  the  flow  of  the  induced 
current  ceases,  as  is  shown  by  the  needle  of  the  galvanometer  re- 
turning to  its  position  of  rest.  If  the  current  of  the  battery  is  broken, 
the  needle  of  the  galvanometer  is  again  deviated,  but  in  a  contrary 
direction,  indicating  an  induced'curreut  flowing  in  the samedirection 
as  that  of  the  battery. 

The  battery  current  is  called  the  inducing  current ;  the 
other  current  is  called  the  induced  one.  These  currents 
conform  to  the  follo^ving  laws : 

1.  At  the  instant  when  the  inducing  current  begms  to 
flow,  an  induced  current  is  developed  flowing  in  a  contrary 
direction. 

2.  The  inducing  current  continuing  to  flow,  the  induced 
current  ceases. 

8.  At  the  instant  when  the  inducing  current  ceases  to 
flow,  an  induced  current  is  developed  flowing  in  the  same 
direction. 

Properties  of  Induced  Ouxrents. 

441.  Experiment  has  shown  that  induced  currents 
possess  all  the  properties  of  other  electrical  currents.  Like 
them,  they  give  sparks,  produce  violent  shocks,  decompose 
water,  salts,  and  the  like,  and  act  upon  the  magnetic  needle. 

Induced  currents  are  the  more  powerful,  the  longer  the  wires  em- 

Whatia  the  direction  of  the  induced  current  ai  the  instant  of  closing  the  eir» 
euUf  Of  breaking  Uf  What  is  the  indacing  cnrren*.  ?  The  induced  one?  What 
are  the  laws  that  govern  the  induced  enrrents?  (441.)  What  are  the  properties  of 
induced  currents? 
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ployed.     Hence,  in  praetice  it  is  usual  lo  wind  the  wirea  npon  bob- 
bins, as  shown  in  Fig.  307. 

The  coil  shown  in  Fig.  307,  consists  first  of  a  cylinder  of  paste- 
board, upon  which  is  wound  about  three  hundred  coils  of  coarse 
copper  wire.  This  is  the  inducing  coil.  Over  it  is  a.  finer  -A-ire,  mak- 
ing aeveral   thousand  coils.     These  wirea  are  not  only  covered  with 


Flg.80T. 

silk,  hut  also  with  an  insulating  Tarnish  of  gumlac.  At  the  ex- 
treme left  of  the  stand  on  which  the  coil  rests,  are  two  binders 
in  connection  wilh  the  two  poles  of  a  battery.  From  one  of  them 
proceeds  a  plale  of  copper,  going  to  a  toothed  wheel,  moved  by  clocfc- 
work,  and  communicating  with  one  of  the  ends  of  the  inducing  coil ; 

ff.^(^  are  «*  fdra  wmrlidt    Bine  iniatattdt    ffowarelhe  batten/ eammw*!. 
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the  second  binder  is  in  communication  with  the  other  end  of  the  same 
coil.  The  two  ends  of  the  finer  wire  are  also  connected  with  binders, 
and  through  them  may  be  connected  with  any  conductor  whatever. 
For  the  purpose  of  administering  a  shock,  the  binders  are  provided 
with  wires  having  copper  handles,  which  are  to  be  grasped,  as  shown 
in  the  figure. 

When  the  instrument  is  in  operation,  the  current  from  the  battery 
is  continually  broken  by  means  of  the  toothed  wheel,  and  there 
results  a  succession  of  shocks,  t;wo  at  each  interruption  of  the  cur- 
rent. The  shocks  that  arise  at  the  beginning  of  the  flow  are  almost 
nothing,  whilst  those  which  take  place  at  the  time  of  interruption 
are  quite  severe. 

The  force  of  these  shocks  may  be  graduated  by  introducing  iron 
rods  successively  into  the  interior  of  the  coil.  The  rods  being  alter* 
nately  magnetized  and  then  losing  their  magnetism,  act  upon  the 
fine  wire  by  induction,  and  augment  the  intensity  of  the  shocks  at 
the  instant  of  breaking  the  current. 


Fhyviologioal  efiects  of  Blectdcal  Caixents. 

m 

4A2«  Electrical  currents  have  been  employed  in  the 
treatment  of  certain  diseases,  especially  those  connected 
with  the  nervous  system.  Electricity  has  a  powerful  action 
upon  the  animal  economy,  and  when  judiciously  applied 
possesses  considerable  curative  power. 

Fig.  308  represents  one  of  the  many  forms  that  have  been  given 
to  the  electrical  apparatus,  for  the  purpose  of  acting  upon  the  human 
body.  It  consists  of  a  wooden  box,  ftpon  which  is  mounted  a  copper 
cylinder,  inclosing  a  bobbin  of  two  wires.  The  box  has  a  drawer  of 
zinc,  in  which  is  a  small  quantity  of  salt  water.  A  plate  of  well 
calcined  carbon,  impregnated  with  nitric  acid,  is  plunged  into  this 
solution.  In  a  word,  the  combination  constitutes  a  modified  form  of 
a  Bunsen's  couple.  Two  copper  slips  communicate,  the  one  with 
the  zinc  and  the  other  with  the  carbon,  conducting  the  current  to  the 


Sow  are  thoeka  gUo^n  f  WhMt  aarangement  is  madfi  for  eonttnuaUp  breaking 
^eeurrentt  Hotomayths  shocks  hs  inerecaedt  (442.)  What  appllctllon  has 
been  made  to  medicine  ?    Erplain  Fig.  808. 
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large  win  of  the  coil,  through  a  pi^ca  of  machinery  for  brealcing  the 
carront.  This  ourrent-brealtef  conaiEts  of  a  Email  plate  of  soft  iron, 
attracted  by  an  electro-magnet  in  the  centre  of  the  hobbin.  It  is 
attracted  when  the  current  passes,  and  immediately  interruptg,  or 
breaki  it.    The  induced  current  is  conducted  by  wire*  to  two  Epon;(e« 


ng;  808. 

aatnrated  with  salt  water,  or  fresH,  according  as  it  is  desired  to  make 
a  more  or  less  intimate  commonieation  with  the  part  through  which 
the  shocks  are  to  be  passed.  Finally]  the  method  of  applying  Uie 
ahocks  is  shown  in  Fig.  30S. 

Zllecttlcal  FlsheB. 

443<  Certain  ftsbes  posaefs  the  power  of  imparting  a  shock  that 
compares  in  intensity  with  that  of  a  powefM^I^y'ilen  jar.  Such 
flshes  are  called  electrical  GsheR,  and  are  of  three  kinds,  the  most 

I ii3.)  BeteribttStOteinealJtaAe: 
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intercsliDg  of  which  in  the  electrical  eel  of  South  America.  This 
fish  was  studied  by  Humboldt  and  Bonpland,  who  have  given  a  com- 
plete description  of  it. 

The  shocks  given  by  electrical  fishes  are  due  to  electricity 
generated  in  the  body  of  the  fish.  Matteuci.  showed  that  sparks 
could  be  obtained  from  the  fish,  and  also  that  the  galvanometer  is 
affected  when  one  of  its  wires  is  brought  into  connection  with  the 
back  of  the  fish,  and  the  other  with  its  belly. 

In  all  cases  the  shock  is  voluntary,  and  serves  as  a  meann  of 
defense  against  enemies. 

To  whai  ars  their  tihocke  dite  t    Whai  obtervaUont  uert  made  ly  Mattsuoi  f 


CHAPTEE  XL 

AFPLICATIOX   OF  PHYSICAL  PRINCIPLES  TO  MACHnTSS. 
I. — GENEBAL     PBIirOIFLES. 

Definition  of  a  Machine. 

444.  A  HACHiNB  is  a  contrivance  by  means  of  which  a 
force  applied  at  one  point,  is  made  to  produce  an  effect  at 
some  other  point. 

The  force  applied  is  oalled  the  power,  and  the  force  to  be  overcomd 
18  called  the  resistance, 

Moton. 

445.  The  working  of  a  machine  requires  a  continued 
application  of  power.    The  source  of  this  power  is  Qalled 

the  MOTOB. 

Some  of  the  most  important  motors  are  muscular  effort,  as  exerted 
by  man  or  heast,  in  various  kinds  of  work ;  the  weight  and  impulse 
of  water,  as  in  water-mills ;  the  impulse  of  air,  as  in  wind-mills ;  the 
elastic  force  of  springs,  as  in  watches;  the  expansive  force  of  vapors 
and  gases,  as  in  steam  and  hot-air  engines.  The  last  is,  perhapsi 
the  most  useful  of  the  motors  mentioned. 

Object  and  Utility  of  Machines. 

446.  The  object  of  a  machine  is  to  transmit  the  power 
furnished  by  the  motor,  and  to  modify  its  action  in  such  a 
manner  as  to  cause  it  to  produce  a  useful  effect. 


(444.)  What  Is  a  machine  T    7%6 power  t     ThareHfttancet   (445.)  What  U  a  mo- 
tor ?    ir«nU<m  9ame  of  (Ae  most  importanL    (440.)  What  is  the  object  of  a  machine  f 
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In  no  case  does  a  machine  add  anything  to  the  power  applied  to  it; 
on  the  contrary,  it  ahsorbs  more  or  less  of  this  power,  according  to 
the  nature  of  the  work  to  be  done  and  the  connection  existing 
between  the  parts. 

Some  of  the  circumstances  which  cause  an  absorption  of  power 
are  the  rubbing  of  one  part  upon  another,  the  stiffness  of  bands  and 
belts,  the  resistance  of  the  air,  the  adhesion  of  one  part  to  another, 
and  the  want  of  hardness  and  elasticity  in  the  materials  of  which  the 
machine  is  constructed.  The  resistances  arising  from  these  causes  are 
called  hurtful  resistances.  They  not  only  absorb  much  of  the  power 
applied,  but  they  also  contribute  to  wear  out  the  machine.  The 
existence  of  these  resistances  in  every  machine  requires  a  continued 
supply  of  power  to  overcome  them,  in  addition  to  that  necessary  to 
perform  the  useful  work.  Hence  the  absurdity  of  attempting  to 
'obtain  perpetual  motion. 

Quantity  of  Work  of  a  Foroe. 

44t.  The  idea  of  wobk,  in  meclianics,  implies  that  a 
force  is  continually  exerted,  and  that  the  point  at  which  it  is 
applied  moves  through  a  certain  space.  Thus,  in  raising  a 
weight,  the  work  performed  depends  Jlrst  upon  the  weight 
raised,  and  secondly  upon  the  height  through  which  it  is 
raised.  The  quantity  of  work  of  a  force  in  any  given  time, 
is  measured  by  the  intensity  o/  the  force^  expressed  in 
pounds,  multiplied  by  tlie  distance  through  which  it  isr  ex- 
erted^ expressed  in  feet.  This  distance  is  called  the  path 
described. 

EquUibrium  of  a  Machine, 

448.  A  machine  is  in  EQuiLiBBirrM  when  the  power  and 
resistance  exactly  balance  each  other. 

In  determining  the  circumstances  of  equilibrium,  it  is  customary  to 
neglect  the  hurtful  resistances  in  the  first  approximation,  fmd  then  to 


C<m  a  machine  ereats  potoert  WTiat  are  hurtful  resistanoeet  Their  efectt 
(447.)  Wbat  is  meant  bf  work  ?  niastrate.  What  i»  the  measure  qf  the  ^tanUiy 
qfioorkf  (4b48.)  When  is  a  machine  in  eqailibrium?  What  i$  the  condition  oj 
oquiUbHuin%  when  the  hurtful  reeistaneea  are  neglected  f 
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take  acconnt  of  them  as  corrections.  If  the  hurtful  resistances  be 
neglected,  it  will  be  found  that  any  machine,  working  uniformly,  is 
in  equilibrium,  when  in  any  given  time  the  quantity  of  woric  of  the 
power  is  equal  to  that  of  the  resistance. 


II.  —  ELBMBNTABT     MAOHIlirBS* 

Mechanioal  Powers. 

449.  The  elementary  machines  are  seven  in  number,  viz., 
the  cord;  the  lever;  the  inclined  plane  ;  the  puUei/;  the  wheei 
and  aade;  the  screw ;  and  the  wedge.  These  seven  are 
called  mecJuiniodl  powers.  The  first  three  are  simple  ele- 
ments ;  the  remaining  ones  are  combinations  of  these  three. 

The  principles  of  the  lever  and  inclined  plane,  so  far  as  necessary 
to  an  understanding  of  the  principles  of  Physics,  have  already  been 
explained  in  Chapter  I.  In  the  following  articles  those  principles  are 
repeated,  in  connection  with  a  description  of  the  other  mechanical 
powers.  In  the  cuts  which  follow,  the  power  and  resistance  ore 
represented  by  arrow-heads,  the  former  being  denoted  by  the  letter 
P,  and  the  latter  by  B. . 

The  Cord. 

460«  Cords,  and  bands  or  belts,  are  used  for  transmit- 
ting motion  from  one  point  to  another,  as  in  the  pulley. 
Chains  are  often  employed  for  the  same  pui-pose,  as  in  the 
watch. 

Cords,  belts,  and  chains,  should  be  as  flexible  as  is  consistent  with 
sufficient  strength. 

The  Lever. 

.  451.  A  LEVER  is  an  inflexible  bar,  free  to  turn  about  an 
axis.  This  axis  is  called  the  fulcrum.  (See  Arts.  30, 31,  and 
32.)     Levers  may  be  either  straight  or  Qurved.     The  dis- 

(449.)  How  many  mechanical  powerg  are  there?  Name  them.  (460.)  What  to 
thevae  of  a  cord  or  band  In  machinery  ?    (451.)  What  is  a  lever  ?  > 


478 


POPULAR   PHYSIOS. 


lances  from  the  fulcrum  to  the  lines  of  direction  of  the 

■o  power  and  resistance  are  called  lever 

amis. 

In  the  lever,  MN,  F  is  the  falcrum,  MP 
and  NR  are  the  lines  of  direction  of  the 
power  and  resistance,  FA  is  the  lever  arm 
^  of  the  power,  and  FB  is  the  lever  arm  of 
"g.sos.  ^^  resistance. 

Levers  are  divided  into  three  clcuses: 

In  the  Jir8t  class  (Fig.  810),  the  fnlcmm  is  between  the  power  and 
the  resistance.    The  stoeljard  is  a  lever  of  this  class. 

In  the  second  class  (Fig.  811),  the  resistance  is  between  the  power 
and  fulcrum.    The  rudder  of  a  ship  is  a  lever  of  this  class. 

In  tlie  third  class  (Fig.  812),  the  power  is  between  the  resistance 
and  the  fulcrum.    The  treadle  of  a  lathe  is  a  lever  of  this  class. 


f 
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Fig.  810.  Fig.  811.  Fig.  Sli. 

In  all  cases  the  paths  described  hj  the  points  of  application  of  the 
power  and  resistance  will  be  proportional  to  their  lever  arms,  and 
when  in  equilibrium,  the  power  will  be  to  the  resistance  as  the  lever 
arm  of  the  resistance  is  to  the  lever ~arm  of  the  power. 

Compound  Lsvera 

452.  A  COMPOUND  LEVER  is  a  combination  of  simple  levers,  so 
arranged  that  the  resistance  in  one,  acts  as  a  power  ia  the  next, 
throughout  the  combination. 

Compound  levers  are  used  for  magnifying  small  motions,  as  in 
showing  the  expansion  of  bodies ;  or  to  enable  a  small  weight  to 
balance  a  large  one,  as  in  the  hay-scale  and  in  other  weighing 
machines.  The  principle  of  the  compound  lever  applies  in  trains  of 
wheelwork. 


Fuloram?   LererannsT    lUiutrats,    ffowmany  da^waofUven  ar0ih€r4f   D^ 
§cHb§  Miek  ela9»,  and  iUtutratf.    (^a^*)  What  U  a  compound  let^r  t   Its  uet  ? 
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The  Inclined  Plana 

453.    An  INCLINED  PLANE  is  a  plane  inclined  to  the 
horizon.     (See  Arts.  49,  5  Q,  and  51.) 

In    machinery,  the  inolined   plane    is   seldom   nsed,  except   in 
combination. 


The  Pulley. 

454.  A  PULLEY  is  a  wheel  free  to  turn  about  on  axis, 
and  having  a  groove  around  it  to  receive  a  cord.  The  axis 
turns  in  a  frame  called  a  block. 

A  pullej  is  said  to'  be  fixed  or' movable,  accordiDg  as  its  block  is 
fixed  or  movable. 

Single  Fized  Pulley. 

465.  In  this  pulley  the  block,  O,  is  fixed,  and 
the  wheel,  AB,  turns  within  it.  The  effect  of  the 
fixed  pulley  is  simply  to  change  the  direction  of  a 
force. 

Single  Movable  Pulley. 

456.  In  this  pulley  the  block,  O,  is  movable,  and  the 
wheertums  within  it.  C 


Pulleys  are  combinations  of  the  cord  and  lever.  In 
•the  fixed  pulley  we  may  regard  AB  as  a  lever,  whose 
lever  arms  are  OA  and  OB,  and  whose  fulcrum  is  O. 
In  the  movable  pulley  we  may  regard  AB  as  a  lever  of 
the  second  class,  whose  fulcrum  is  A,  and  whose  lever 
arms  are  AB  and  AO. 

Pulleys  are  used  for  raising  weights,  for  working  the 
rigging  of  ships,  and  the  like.  They  are  frequently  nsed 
in  combinations. 


(453.)  What  Is  an  inclined  plane?  (4r54.)  What  is  a  pnlley?  A  block?  When 
fioed  t  Movable  t  (455.)  Describe  the  single  fixed  pnlley.  Its  effect  (4r56.)  De- 
■eribe  the  single  movable  pulley.    0/  wJuU  HmpU  fnacMtua  hr€  pulley 8  compo9«d  t 
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ComUnatioiui  of  PnllsyM, 

1&T>  Figure  SIB  represents  a  combination  of  three  movabla 
pallejs,  in  which  there  is  a  separata  cord  for  each  pullej.  One  end 
of  each  cord  is  attached  to  4  fixed  snp;' 
port,  the  other  end  being  attached  to  the 
block  of  the  palley  next  in  order,  except 
the  last  one,  at  the  free  extremitj  of 
which  the  power  is  applied.  The  re- 
sistance, R,  is  applied  to  the  block  of  the 
first  pulley.  This  combination  is  diffi- 
cult to  ase,  and  occnpies  a  great  deal  of 

Figure  S18  represents  a  oombination 
of  fixed  and  movable  pulleys,  tbe  (bnnar 
in  one  block  and  the  latter  in  another. 
A  single  cord  is  emplojed,  having  one 
end  made  &st  to  tbe  fixed    block,   and  then    passing 
around  the  wheels,  alternating  between  those  in  the     ^'e-***- 
niovable  and  those  of  tlie  fixed  block.    Tbe  power  is  applied  at  tho 
free  extremity  of  the  cord,  and  tlie  resistance  to  the  movable  block. 
Tbe  pulleys  in  each  block,  instep  of  being  one  above  another,  as  in 
the  figore,  are  often  placed  side  by  side. 


The  Wheel  and  Axla 

459.  The  WHEEL  AND  AXLE  coiisists  of  a  wheel,  or  dmm, 
A,  moDDted  upon  an  axle,  B.  Tha 
power  is  applied  at  one  extremity  of  a 
cord  wrapped  around  the  wheel,  and 
the  resistance  at  one  extremity  of  a 
second  cord  wrapped  aronnd  tbe  axle 
in  a  contrary  direction.  The  whole  is 
supported  on  a  Hiiitable  frame,  by 
^  me^ns  of    pivots  projectiog   from  the 

Fu.  817.  ends  of  the  axle. 

(tsr.)  Pruerthf  Iht  fmnMnittfi «f  pttUtl/l  with  tiparalt  ardt.     WVhatlliel* 
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The  principle  of  the  wheel  and  axle  is  similar  to  that  of  the  jmlley, 
and  it  is,  like  that  machine,  a  combination  of  the  cord  and  the  lever* 
In  maohinerj  its  principal  use  is  in  transmitting  motion  of  rotation 
from  one  piece  to  another. 

The  W^indlass  and  dapstan. 

459.  The  windlass  consists 
of  an  axle,  or  arbor,  AB,  and 
a  crank,  BCD,  by  means  of 
which  it  is  turned.  The  crank 
consists  of  an  arm,  BO,  perpen- 
dicular to  the  axle,  called  the 
crank  arm^  and  a  second  arm, 
DO,  perpendicular  to  the  first, 
called  the  cranh  handle.  The 
Fig.  818.  power  is  applied  to  the  crank 

handle,  and  the  resistance  to  a  rop6  wrapped  around  the  axle.  The 
windlass  is  principally  used  in  raising  weights. 
'  The  capstan  diifers  from  the  Windlass  in  having  its  axis  vertical, 
and  in  being  turned  by  means  of  levers  inserted  in  holes  made  in  the 
head  of  the  axle,  instead  of  by  a  crank.  It  is  much  used  on  ship- 
board for  raising  anchors  and  the  like. 

The  Differential  'Windlass. 

460.  This  differs  from  the 
common  windlass,  in  having  an 
axle  formed  by  two  drums,  A 
and  B,  of  different  diameters. 
A  cord  is  attached  to  the  larger 
cylinder  and  wrapped  several 
times  around  it,  after  which  it 
passes  under  a  movable  pulley, 
C,  and  is  then  wrapped  in  a 
contrary  direction  around  the 
smaller  cylinder.  The  power  is 
Fig.  819.  applied  to  the  crank  arm,  and 

the  resistance  to  the  block  of  the  movable  pulley. 


It«  use  In  machinery  ?    (459.)  What  is  a  windUut  t    J)escrib6  it.    What  U  a 
crank  T    What  U  a  eqpstan  t    (460.)  Deicribe  the  differential  windlaas. 
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When  the  cord  is  woond  opon  tbe  larger  cylinder,  it  nnwinds  irom 
the  smaller  one,  but  in  a  less  amount,  so  that  the  total  effect  is  to  raise 
the  weight,  R.  The  power  of  this  machine  may  be  increased  by 
making  the  two  drums  nearly  equal  in  diameter. 


The  Scre^KT. 

461.  The  SCREW  is  essentially  a  combination 
of  inclined  planes.  It  consists  of  a  solid  cylinder, 
enveloped  by  a  spiral  projection  called  the  thread. 
The  two  faces  of  the  thread  are^  nothing  more 
than  inclined  planes  wound  about  the  cylinder  of 
the  screw. 

Pig.  880.  The  screw  works  into  a  solid,  fitted  to  receive 
it,  called  the  nut.  The  nut  may  be  fixed,  the  screw  turning 
within  it,  or  the  screw  may  be  fixed,  the  nut  turning  upon' it. 
Motion  is  imparted  to  the  one  or  the  other,  as  the  case  may 
be,  by  means  of  a  lever,  at  the  extremity  of  which  the  power 
is  appKed. 

The  endless  screw  is  a  screw  secured  by  shoulders,  so  that  it  can 

not  move  in  the  direction  of  its  length, 
and  werking  into  a  toothed  wheel.  When 
the  screw  is  turned,  it  imparts  motion  to 
the  wheel,  which,  in  turn,  may  be  made  to 
move  a  train  of  wheelwork. 

Machines  of  this  kind  are  used  in  re^s- 
tering  the  number  of  turns  of  an  axle,  as, 
for  example,  the  shaft  of  a  steamboat.  An 
endless  screw  is  arranged  so  as  to  turn  as 
many  times  as  the  shaft,  and  is  connected 
with  a  train  of  light  wheelwork.  The 
wheels  bear  indices,  by  means  of  which 
the  number  of  turns,  in  any  given  time, 
may  be  read  off.  This  arrangement  is  extensively  used  in  gas  and 
water-meters,  and  also  in  various  branches  of  manufacture. 


Pig.  821. 


Jiaitse.    (401.)  What  is  a  screw?    Its  thread?    Its  nnt?    J>e»orib€  ths  endUit 
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The  "Wedge. 

462,  The  WEDGB  is  a  solid,  bounded  by  a  rectangle,  BD, 
called  the  hack;  two  rectangles,  AF  and  ^ 
DF,  called  faces^  and  two  triangles,  ADE 
and  BCF,  called  ends.    The  line,  EF,  in 
which  the  faces  meet,  is  called  the  edge. 

The  wedge  is  a  combination  of  two  in- 
clined planes,  and  is  used  in  splitting  and 
cutting  instruments.     The  power  is  applied 
to  the  back,  and  may  consist  either  of  a         e 
blow  or  of  a  steady  pressure.    The  resist-  pig.  8m. 

ance  is  applied  to  the  faces. 

The  power  of  a  wedge  may  be  increased,  by  iDcreasing  the  length 
of  its  £Ekces,  and  by  diminishing  the  breadth  of  its  back, 

III. — HURTFUL     BESISTANOEB. 

Frictioa. 

463.  Friction  is  the  resistance  which  one  body  ex- 
periences in  moving  upon  another  when  the  two  bodies  are 
pressed  together.  This  resistance  arises  from  inequalities  in 
the  surfaces,  the  proje<;Jions  of  the  one  sinking  into  the  de- 
pressions of  the  other.  To  overcome  the  resistance  thus 
produced,  a  force  must  be  applied  sufficient  to  break  off  or 
bend  down  the  projecting  pointsf  or  else  to  lift  the  moving 
body  over  the  inequalities. 

Friction  is  distinguished  as  gliding  and  rolling.  The 
former  arises  when  one  body  is  drawn  upon  another ;  the 
latter,  when  one  body  is  rolled  upon  another.  Everything 
else  being  equal,  the  former  is  greater  than  the  latter. 

It  has  been  found  by  experiment  that  the  sliding  friction,  between 
the  same  two  bodies,  is  proportional  to  the  force  with  which  they 

(46a.)  What  is  a  wedge?  Of  what  Is  it  componndad?  Its  use?  JIow  mayitt 
power  he  increased  f  (463.)  What  is  fMction  ?  How  is  it  caused  ?  Distinction  be- 
tween sliding  and  rolling  fHction  ?  Which  is  the  greater  ?  Bieplain  the  UiU9  qf  ftott 
»li(Hng  and  rolling  friction. 
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are  pressed  together,  and  independent  of  the  extent  of  surface  in 
contact. 

It  has  been  found,  when  a  wheel  or  pivot  rolls  npon  a  surface,  that 
the  rolling  friction  is  proportional  to  the  pressure,  and  inversely  pro- 
portional to  the  diameter  of  the  wheel  or  pivot,         * 

In  many  cases  there  is  a  combination  of  sliding  and  rolling  friction. 
In  tlie  case  of  a  car  on  a  railroad,  the  friction  at  the  axle  is  sliding, 
while  that  at  the  track  is  rolling.  ' 

Sliding  friction  may  be  greatly  diminished  by  interposing  between 
the  rubbing  surfaces  unguents^  such  as  lard,  tallow,  oil,  and  various 
compositions. 

For  slow  motions  and  great  pressures  the  more  consistent  unguents, 
AS  lard,  taUow,  and  the  like,  are  used ;  for  rapid  motions  and  light 
pressures,  oils  are  generally  employed. 

StifEhess  of  Cords. 

404.  When  a  cord  is  wound  upon  a  wheel  or  axle,  a 
certain  amount  of  force  is  required  to  bend  it.  The  re- 
sistance which  the  cord  thus  offers  to  bending  is  classed  as  a 
hurtful  resistance.  This  resistance  should  be  obviated,  as  far 
as  possible,  by  selecting  bands  and  cords,  which  are  as 
flexible  as  is  consistent  with  dae  strength. 

Atmospherio  Resistance. 

465.  The  atmosphere  exerts  a  powerful  resistance  to  the 
motion  of  bodies  moving  through  it.  It  has  been  found, 
both  by  theory  and  experiment,  that  this  resistance  is  pro- 
portional to  the  greatest  cross  section  of  the  body,  made  by 
a  plane  perpendicular  to  the  direction  of  the  motion,  and 
also  to  the  square  of  the  body's  velocity.  To  obviate  this 
resistance,  as  far  as  possible,  the  pieces  which  have  a  rapid 
motion  should  have  as  small  a  cross  section  as  is  consistent 
with  due  strength. 


JSirphtin  the  ttoo  Jtinds  of  friction  in  a  car.  Row  is  faction  diminished  f  When 
u>ould  you  employ  comdftt&ni  and  whenjhtid  v^nguentaf  (464.)  How  docs  the  stiff- 
ness of  cords  produce  resistance  ?  Hotr  lessened  ?  (465.)  Explain  the  subject  of 
atmospheric  resistance.    How  lessened  ? 
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Tlie  principle  of  atmospheric  resistance  has  been  employed  to 
regnlate  the  velocity  of  certain  machines.  To  effect  this  object,  a 
wheel  is  arranged  bearing  vanea,  which,  striking  against  the  air 
generate  a  resistance  that  prevents  the  velocity  from  passing  a  certain 
limit.  It  is  this  principle  which  renders  the  parachute  a  safe  means 
of  descending  ftom  a  balloon* 


I  y  . -^  W  H  E  B  L  W  O  B  K  • 

Trains  of  Wheels. 

466.  The  power  furnished  by  the  motor  of  a  complex 
machine,  is  usually  transmitted  through  a  succession  of 
pieces,  to  the  working  point.  These  connecting  pieces 
are,  in  general,  wheels  and  axles,  and  taken  together 
they  form  what  is  called  a  train,  A  wheel  wliich  imparts 
motion  to  a  succeeding  one,  is  called  the  driver/  that  to 
which  motion*  is  imparted,  is  called  the  /ollower, 

• 

Mode  of  ComiectioiL 

46T.  There  are  various  methods  by  means  of  which  one 
wheel  may  be  made  to  act  upon  another. 

J^rst.  By  simple  contact.  The  driver, 
A,  being  slightly  pressed  against  the  fol- 
lower, B,  the  friction  between  the  wheels 
is  sufficient  to  impart  a  motion  of  rotation  ^    ^^ 

*  Fig.  828. 

from  the  former  to  the  latter. 

To  increase  the  friction  and  avoid  sliding,  the  surfaces  are  fi*e- 
quently  covered  with  soft  leather.  In  all  cases  the  motion  of  the 
follower  is  in  a  contrary  sense  to  that  of  the  driver,  as  indicated  by 
the  arrows. 

Secondly.  By  means  of  bands  or  belts.  The  band  is 
passed  around  the  circumferences  of  both  wheels,  and  when 

WTutt  UM  has  bsen  made  o/alniospherio  rsHstanee  as  a  regulator  t  (466.)  What 
Is  a  train  T  A  driver  ?  k  follower  ?  (467.)  Explain  the  mode  of  connection  hj  tim* 
pie  contact    JTow  it  eliding  avoided  t 
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tightened,  a  snfficient  amount  of  friction  is  produced  to  ini" 
part  motion  j&om  the  driver  to  the  follower. 

When  the  band  does  not  cross  between  the  wheels,  they  both  re- 
volve in  the  same  direction,  as  indicated  in  Fig.  824.  When  the 
band  crosses  between  the  wheels,  they  revolve  in  opposite  directionsi 


Figf.824. 


Fig.88B. 


88  indicated  in  Fig.  325.  Belts  are  made  of  leather,  gntta  percha, 
and  the  like.  They  are  fat  and  thin,  and  the  drums  on  which  they 
run  should  be  slightly  elevated  toward  the  middle  of  their  thickness. 
Cords  are  made  of  catgut,  hempen  fibres,  or  wire,  nearly  cylindrical. 
The  drums,  or  pulleys,  on  which  they  run  should  be  elevated  at  the 
edges.  Chains  are  also  used,  and  in  this  case  the  drums  should  be 
grooved,  and  either  notched  or  toothed,  so  as  to  fit  the  links  of  the 
chain. 

Thirdly.  By  means  of  projections  on  the  circumferences  of 
the  wheels  called  teeth. 

A  small  wheel,  C,  mounted  on  the  axle  of  a  large  one,  B,  is  called 

a  pinion,  and  its  projecti()ns  are  called 
leaves.  In  the  figure  the  teeth  of  the 
wheel  A  engage  with  the  leaves  of  the 
pinion  C,  and  the  teeth  of  the  wheel  B 
engage  with  the  leaves  of  the  pinion  D, 
If  the  wheel  A  js  turned  in  the  direction 
indicated  by  the  arrow,  the  wheel  B  will 
revolve  in  a  contrary  direction,  and  the 
wheel  F  in  the  same  direction.  A  wheel 
whose  teeth  project  from  its  circumfer- 
ence, as  shown  in  Fig.  826,  is  called  a 
spW'toheel, 


F)g.  838. 


Explain  the  mode  of  connection  by  bands  and  belts.  Meplain  th^  two  methodt  qf 
vrranginff  the  band».  The  Ici/ndqf  wheel  required  for  heUs.  Forcorde,  ForoUuUne, 
JlHrplain  the  mode  qf  connection  Ip  teeth.  What  is  a  pinion  f  leaves  t  lUiutrate, 
What  ie  a  epur'toheelf 


BEGULATOBB. 
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In  the  oombinstioD  shown  in  fig.  S26,  the  axes  of  the  wheels  are 
supposed  to  be  parallel.  When  the  axes  are  not  parallel  to  eaoh 
other,  motion  of  rotation  may  be  oommunicated  by  means  of  beveled 
wheels^  as  shown  in  Fig.  13.  If  the  axes  are  perpendicular  to  each 
other,  beveled  wheels  may  be  used,  as  in  Fig.  18,  or  the  driver  may 
have  its  teeth  set  perpendicular  to  its  face  and  working  into  a 
pinion.    Such  a  wheel  is  called  a  crofJon-tcheeL 

When  the  number  of  teeth  of  the  driver  is  greater  than  that  of  the 
follower,  the  angular  velocity  of  the  latter  will  be  greater  than  that  / 
of  the  former.    By  a  suitable  adjustment  of  the  number  of  teeth  on 
tlie  different  wheels,  the  angular  velocity  may  be  multiplied  at 
pleasure. 


V. — BEOVLATOBS. 


The  Ctovemor. 

468.  The  GOVEBi^roR  is  a  contrivance  for  regulating  the 
supply  of  motive  force.  One  form  of  this  contriyance  is 
shown  in  Fig.  327. 

AB  is  a  vertical  axis,  connected  with  the  machine  near  its  work- 
ing point,  and  revolving  with  a  velocity  pro- 
portional to  that  of  the  working  point ;  FE 
and  GD  are  arms  turning  with  the  axis,  and 
bearing  heavy  balls,  D  and  £,  at  their  ex- 
tremities; the  arms  are  attached,  by  hinge 
joints,  at  G  and  F  to  two  bars,  OG  and  OF, 
and  these  bars  are  connected  by  hinge  joints 
with  the  axis  at  0.  The  arms  FE  and  GD 
are  also  connected  by  hinge  joints,  with  a 
ring,  H^  which  is  free  to  slide  up  and  down 
the  axis,  AB. 

When  the  axis  revolves,  the  centrifugal  force  developed  in  the  balls 
causes  them  to  Recede  from  AB,  and  depresses  tjie  ring,  H.  This 
causes  the  lever,  BK,  to  turn  about  its  fulcrum,  K,  and  when  the 
velocity  has  become  sufficiently  great,  the  lever  operates  to  close  a 


A  h€94Udwhselt  A  orown  whUlt  Whsn  U  ths  angular  motion  of  ihs  foiUowit 
Ortater  than  that  qf  tho  driver  t  (M8,)  What  is  a  goveraor  ?  Dtscribt  that  tftown 
in  thejl{fur€^  amd  explain  ite  a>cHon, 
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valye,  and  shot  off  the  motiye  power.  Wh&n  the  velocity  again 
diminishes,  the  balls  approach  the  axis,  the  ring,  H,  rises,  and  the 
▼alve  is  opened.  The^vemor  maj  be  adjusted  so  as  to  secure  any 
desirable  yelocitjr  at  the  working  point. 


The  Fly-WheeL 

4<I9«    The   FLT-WHEKL  is   a  contriyance  for    obviating 
inregnlarities  of  motion  in  a  machine. 

It  nsnallj  consists  of  a  heavy  rim  of  iron  connected  with  the  axle 

by  radial  arms,  as  shown  in  the  figare.  It 
13  mounted  on  an  axle  near  the  working  point 
of  the  machine,  and  when  the  motive  power 
exceeds  the  amount  required  to  do  the  work, 
the  excess  goes  to  overcome  the  inertia  of 
the  fly-wheel,  with  but  a  slight  increase  of 
its  angular  velocity.  *  On  the  other  hand, 
when  the  motive  power  is  less  than  that  re- 
quired to  do  the  work,  the  fly-wheel  acts  by 
*  j^g  inertia,  giving  out  the  force  stored  up  in 

it,  with  but  a  slight  decrease  of  angular  velocity,  and  thus  supplies 
the  deficiency.  By  a  proper  adaptation  any  desired  unifprmity  of 
motion  may  be  attained. 


TI.  —  PBIMB     MOTEB'B. 


Definitibn  of  a  Prime  Mover. 


4TO.  A  PRIME  MOYXB  is  a  piece,  or  combination  of  pieces, 
to  which  the  force  of  the  motor  is  immediately  applied,  and 
from  which  that  force  is  transmitted  through  the  connecting 
pieces  to  the  working  point.  The  most  important  prime 
movers  are  water-wheels  and  steam-engines. 


(460.)  What  is  a  fly-wheel  T    Dwcribs  U  and  iU  action.    (470.)  Waat  is  a  prime 
moTer  f   What  are  the  moit  important  ones  ? 
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Water- WliMlB. 


Fig.  iW. 


4T1>  A  WATEB-WHEBL  is  a  wheel  put'in  motion  by  tlie  action 

of  water.    Water-wheels  are  divided  into  two  classes — verti- 

caZ  and  horizontal  wheels.    There  are  three  principal  varieties 

of  vertical  wheels — overshot,  undershot,  aud  breast  wheels. 

The  most  important  of  the  horizontal  wheels  is  the  turbine. 
The  <mer»hot  wheel  consiats  of  a  cjlindricsl  J 

drum,  A,  terminated  at  its  ends  by  projecting 

rings,  B,  called  ertnefu.     The  space  between 

tlie  crowna  is  divided  into  cells,  by  ear 

or  angular  partitions ;  these  cells  are  called 

iackeU,  and  tliej  are  cODstracted  so  as 

retain  the  water  as  long  aa  possible.     ' 

water  is  delivered  by  a  slnice,  C,  near  the  top 

of  the  wheel,  and  acting  by  ita  weight,  il 

impnrta  a  rotary  motion  to  the  wheel. 
The  liTidenhat  wheel  resembles  the  overshot  wheel  in  its  general 
constmction,  bat  differs  from  it  in 
the  form  of  the  partitions  between 
the  cells,  which  may  be  plane  or 
cnrved.  These  partitions  are  call- 
ed floatt.  In  this  wheel  the 
water  is  delivered  at  the  bottom, 
and  striking  against  the  floats 
with  a  velocity  doe  t*  the  height 
Fjg.sjo.  of  the  water  in  the  reservoir,  A, 

rotaT7  motion  is  produced.    In  this  wheel,  the  wat«r  acts  solely  by 

its  impulse. 

The  irtaat  wheel  differs  from  the 

overshot  wheel  in  having  the  water 

delivered  into  the  buckets  atalower 

level,  an^  in  being  provided  with  a 

casing,  or  trongh,  A,  called  a  hreagt, 

nearly  fitting  the  periphery  of  the 

wheel  which  revolves  within  It.  Ja 

this  wheel  the  water'acts  both  by 

its  weight  and  its  impulse.  Fig.  331. 


(*TI.) 


■)  WliM  la  m  vatiiMrbM 


r     Hov  muiT<lUM*'    Ths  prlnslpal  nrletlH 
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A  description  of  turiiTttt,  which  &re  more  complex  than  Tsrtical 
wheels,  does  not  fall  within  the  scope  of  the  preeeaC  work. 

The  BtMun-Bngins. 

479-  A  BTBAU'XiTGiNB  is  a  oombination  of  pieces  for 
ntjlizitig  the  expanuTe  force  of  Bteam  and.  converting  it  into 
a  motive  power. 

In  the  following  pages  only  a  few  of  the  most  prominent 
points  are  explained.  A  complete  discns^on  would  require  mora 
■pace  than  can  be  given  within  the  limits  assigned  to  this  ti'eatise. 
For  farther  details  the.papil  mast  consalt  those  works  in  which  the 
■abject  of  steam  is  treated  as  a  specialty. 


473.    Let  AB  represent  a  glass  tobe  of  nnifonn  bore,  and  0,  a 
piston,  fitting  it  steam-tight,  and  suppose  a  little  wa- 
ter to  be  in  the  tnbe  below  the  piston.    If  heat  be 
applied  to  the  bottom  of  the  tube,  by  means  of  a 
spirit-lamp,  the  water  will  be  converted  into  st«am, 
and  the  piston  will  be  driven  to  the  top  of  the  tnbe. 
If  the  lamp  bo  removed,  and  the  tnbe  allowed  to  cool, 
the  steam  will  be  condensed,  and  the  pi-essare  of  the 
atmosphere  will  drive  the  piston  back  to  its  original 
position.     By  again  applying  heat  and  withdrawing 
it,  the  operation  may  be  repeated,  and  so  on  indef- 
initely.   This  simple  experiment  involves  the  funda- 
mental idea  of  the  steam-engine. 
"     Ui'^6''  'l*^  ordinary  pressure  of  the  atmosphere,  a 
cnbic  inch  of  water  gives  1,T00  cubic  inches,  or 
nearly  a  cnbic  foot,  of  steam.    In  this  case  the  expansive  force  of 
thesteamisinequilibrinm  with  the  pressure  of  the  atmosphere,  and  it 
is  said  to  have  a  teniion  of  16  lbs.  to  the  square  inch.    If  a  cnbic  inch 
of  water  be  converted  into  steam,  under  a  pressure  of  two  atmos- 
pheres, it  wUl  yield  bat  8G0  cubic  inches  of  steam,  but  the  tattion 
will  now  be  30  lbs.  to  the  inch. 

(479.)  What  ii  B>tum-«gliu?  (*7a.)  Ditariht  IIU  Mptrinuat  ian^ratiiig  ilii 
idea  (If  lAa  tttam-tnginA.  Boa  many  eubte  inahu  iff  tttatn  dMi  a  euMo  (niA  tf 
ua(*r  gltt  vniffr  a  prmttrt  nf  IC  Uit.  io  U«  IikA  I  BmB  manv  wnltr  a  prtmr* 
tfeoOt-leOtthKht 
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In  general,  the  volume  of  steam  yielded  by  a  given  volume  of  water 
varies  inversely  as  the  pressure  under  which  it  is  generated,  and  in 
all  cases  the  tennon  of  the  steam  is  equal  to  this  pressure.  Hence,' 
the  quantity  of  work  arising  from  the  conversion  of  a  given  bulk  cf 
water  into  steam  is  always  the  same,  no  matter  what  may  be  the 
pressure  under  which  it  is  generated.  In  round  numbers,  we  may 
say,  that  the  conversion  of  a  jcubic  inch  of  water  into  steam  pro- 
duces a  quantity  of  work  sufficient  to  raise  a  weight  of  one  ton 
through  a  height  of  one  foot 

It  is  found  that  the  quantity  of  heat  necessary  to  convert  a  cubic 
inch  of  water  at  32^  F.  into  steam  is  constantly  the  same,  no  mat- 
ter what  may  be  the  pressure.  Hence,  so  far  as  fuel  and  work  are 
concerned,  it  is  of  no  consequence  what  the  pressure  may  be. 

It  was  to  utilize  the  immense  expansive  force  of  steam  that  the 
Bteam- engine  was  devised. 

VarietieB  of  Steam-Engina 

4T4.  Steam-engines  may  be  either  condensing  or  non- 
condensing.  In  the  former^  the  steam,  after  having  acted 
upon  the  piston,  is  condensed,  and^he  warm  water  returned 
to  the  boiler;  in  the  latter^  the  steam  is  not  condensed, 
but  after  having  acted  upon  the  piston,  is  blown  off  into  the 
air.  In  condensing  engines,  steam  may  be,  and  generally  is, 
used  of  a  lower  tension  than  16  lbs.  to  the  inch,  in  which 
case  the  engines  are  called  loio-pressure  engines.  In  non- 
condensing  engines,  steam  is  always  used  of  a  tension  greater 
than  15  lbs.  to  the  inch,  and  the  engines  are  then  called  highr 
pressure  engines. 

Condensing  engines  are  more  economical  of  fuel,  but  they  are 
heavier  and  more  complex  in  their  construction.  Hence  they  are 
generally  used  as  stationary  engines.  Kon-condensing  engines  are 
used  for  locomotives,  and  where  fuel  is  cheap  they  are  often  employed 
as  stationary  engines. 

The  efficiency  of  a  steam-engine  is  measured  in  terms  of  a  unit 

How  much  work  does  the  evftporaiion  of  1  ciibie  inch  qf  water  product  t  What  U 
the  rule  for  the  heat  required  under  different  preeauree  t  (474.)  What  Is  a  con- 
densing en^ne  ?  A*  non*condensing  engine  ?  High-pressure  engine  ?  Ix>w-pre8sara 
engine  ?    Advawtagee  of  each  t    What  it  a  horse-power  f 


,* 


493  POPULAB  PHYSICS. 

oalled  a  hone-pow&r,  that  is,  a  force  which  is  capable  of.  raising  a 
weight  of  88,000  lbs.  through  a  height  of  one  foot  in  one  minate. 
Thus  an  engine  that  can  perform  a  work  equivalent  to  raising  83,000 
lbs.  through  10  feet  in  one  minate,  is  said  to  be  an  engine  of  10 
korse-power. 

Boners  and  their  Appendagea 

4T5.  The  boilsb  is  a  shell  of  metal,  generally  of  wrought 
iron,  but  sometimes  of  copper,  in  which  steam  is  generated. 

Boilers  are  made  of  varions  shapes.  One  of  the  simplest,  ha§  the 
form  of  a  cylinder,  with  rounded  ends ;  it  is  set  in  a  furnace,  as  shown 
in  Fig.  85.  Sometimes  two  smaller  cylinders,  also  with  rounded 
ends,  called  heaters,  are  placed  below  the  main  shell  and  connected 
with  it  by  suitable  pipes.  The  object  of  this  arrangement  is  to  in- 
crease the  heating  sarface.  In  the  Cornish  boiler  the  cylindrical  shell 
has  a  large,  flue  passing  through  it,  containing  an  internal  furnace. 
Sometimes  two  such  flues  exist.  The  tubular  boiler  £as  a  great 
number  of  tubes,  or  flues,  passing  through  it,  for  transmitting  the 
flame  and  heated  gases  from  the  furnace. 

The  principal  appendages  of  the  boiler  are  the  furnace^  or  ^replace, 
with  its  flues  and  dampers  for  regulating  the  draft ;  the  feed  apparatus, 
by  which  water  is  introduced  to  supply  the  place  of  that  converted 
into  steam ;  the  safety  vahe,  to  guard  against  danger  of  explosion 
(see  Art.  229)  ;  the  manometer,  for  measuring  the  tension  of  the 
steam  in  the  boiler  (see  Arts.  123  and  124)  ;  the  steam-guage,  to  in- 
dicate the  height  of  the  water  in  the  boiler;  the  Mow-off  apparatus, 
usually  a  cock  near  the  bottom  of  the  boiler,  which,  when  opened, 
permits  the  pressure  of  the  steam  in  the  boiler  to  force  out  the  sedi- 
ment and  impurities  that  collect  there ;  and  the  steam-pipe,  to  con- 
vey the  steam  from  the  boiler  to  the  engine  proper. 

The  boiler  and  its  appendages  are  variously  arranged  in  difi^erent 
engines,  the  object  in  all  cases  being  to  obtain  the  greatest  amount 
of  steam  with  a  given  quantity  of  fuel.  In  stationary  engines,  the 
furnace  is  usually  made  of  brick  or  some  other  bad  conductor  of 
heat,  and  the  flues  are  so  arranged  as  to  bring  the  flame  and  heated 
gases  in  contact  with  as  large  a  portion  of  the  boiler  as  possible.    To 


(475.)  What  is  a  boiler?  Describe  some  of  the  Jbrms  of  boilers.  What  are  the 
principal  appendages  cf  boilers^  and  what  are  iheir  usee  f  What  arrangementt 
are  made  for  economizing  heat  in  stationary  engines  t 
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present  waste  of  heat,  the  exposed  surface  of  the  boiler  is  covered 
with  a  jacket  of  coarse  felt.  In  locomotive  engines,  the  fire-box  is 
made  of  boiler-iron,  and  is  so  constructed,  that  it  is  nearly  snrroand- 
ed  by  the  water  in  the  boiler.  An  additional  heating  surface  is 
also  obtained  by  means  of  flues,  running  through  the  boiler,  for  con- 
veying the  flames  and  heated  gases. 

To  guard  against  explosion  from  too  great  a  pressure  of  steam 
within  the  boiler,  the  safety  valve  is  employed.  In  addition  to  this, 
a  fusible  safety  plug  is  sometimes  used.  This  consists  of  a  plug  of 
metal,  inserted  in  the  boiler,  which  is  capable  of  being  fused  at  that 
temperature  beyond  which  there  is  danger  of  explosion.  If  the  tem- 
perature is  raised  above  this  limit,  the  plug  melts  and  falls  out,  per- 
mitting the  water  and  steam  to  escape  through  the  hole  which  it  leaves. 


Mechanism  of  the  Condensing  Engina 

476.  The  essential  parts  of  a  condensing  engine  are  shown  in 
lig.  833.  The  figure  is  only  intended  to  illustrate  the  principles  of  the 
engine,  and,  for  the  purpose  of  illustration,  the  parts  are  arranged  in 
such  a  manner  as  best  to  exhibit  them  at  a  single  view. 

The  principal  parts  of  the  condensing  engine  are  the  following  : 

The  cylinder^  shown  on  the  left,  with  a  portion  broken  away. 

The  piston^  P,  which  receives  the  action  of  the  steam,  alternately 
on  its  upper  and  lower  faces,  and  is  thereby  moved  up  and  down  in 
the  cylinder. 

The  steam-chest,  5,  into  which  the  steam  from  the  boiler  enters 
through  the  steam-pipe  at  o,  and  from  which  it  passes  through  the 
steam  passages,  alternately  to  the  upper  and  lower  ends  of  the 
cylinder. 

The  sliding  vahe,  moved  up  and  down  by  the  rod,  wi,  which 
alternately  opens  a  communication  between  the  steam-chest  and  the 
two  steam  passages  leading' to  the  top  and  bottom  of  the  cylinder. 

The  eduction  pipe,  U,  connecting  with  the  cylinder  at  a,  by  which 
the  steam,  after  having  acted  upon  the  piston,  is  conducted  into  the 
condenser,  O. 

The  piston-rod,  A,  working  through  &  pacMng-hox,  d,  which  trans- 
mits the  motion  of  the  piston  to  the  worMng-deam,  L. 

The  parallel  bars,  DD,  and  the  radial  lars,  C,E,  which  keep  the 


In  locomotiM  engines  t   Describe  the  eoifety  plug.     (476.)  Describe  ihe  principal 
parts  of  a  condensing  engine  and  fkeir  uses. 
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t^ttoa-rod  from  pressing  against  the  aide  of  the  packing-box.    This 
amngement  is  caUed  Watt'i  parallel  molioa. 

Tbe  tonneeting  rod,  I,  whicli  traiiBmits  tlia  motion  of  the  working- 
bsam  to  the  erank  arm,  K,  aai  through  it  imparts  a  motion  of 
rotation  to  the  shaft  of  the  eng^e. 


Fig.m 

The  fig-v)7uel,  Y,  -which  obviates  to  a  certain  extent  the 
Irregnlartties  of  motion  in  the  engine. 

The  exemtrie,  e,  which,  acting  like  a  crank,  prodncea  a  backward 
and  forward  motion  in  the  eonneeting  rod,  Z.    This  rod  aotdng  on 

Pnaribt  111*  prtn^ipat  parti  rfa  cmttftiwfag  nirlnxMif  IMrsMit 
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the  hent  lever,  Y,  caases  the  rod  m,  of  the  sliding  yalve,  to  moye  np 
and  down. 

The  cold-water  pump,  R,  worked  by  the  rod,  H,  which  draws  cold 
water  from  a  reservoir,  and  forces  it  through  the  pipe,  T,  into  the 
condenser.  This  pipe,  terminating  within  the  condenser  in  a  rose, 
delivers  the  water  in  the  form  of  a  shower,  and  condenses  the 
steam. 

The  air-pump,  M,  worked  by  the  rod,  F,  which  draws  the  hot 
water  and  the  air  that  is  mixed  with  it  from  the  condenser,  and  forces 
it  into  the  hot  well,  N". 

The  feed-pump,  Q,  worked  by  the  rod,  G,  which  draws  the  water 
from  the  hot  well  and  forces  it  into  the  boiler. 

To  explain  the  action  of  the  engine,  let  the  position  of  the  parts 
be  as  represented  in  the  figure.  The  steam  entering  the  steam- 
chest  finds  the  upper  passage  open,  and  flowing  through  it,  acts  upon 
the  upper  face  of  the  piston  and  drives  it  to  the  bottom  of  the  cylin- 
der. The  steam  below  the  piston  meanwhile  flows  through  the  lower 
passage,  and  entering  the  eduction  pipe  at  a,  is  conveyed  to  the  con- 
denser, where  it  is  condensed.  When  the  piston  reaches  the  bottom 
of  the  cylinder,  the  excentric  acts  upon  the  bent  lever  to  open  the 
lower  and  close  the  upper  passage.  The  steam  from  the  steam-chest 
now  flows  through  the  lower  passage,  and  acting  upon  the  lower 
face  of  the  piston,  forces  it  to  the  top  of  the  cylinder.  Meantime  the 
steam  above  the  piston,  flowing  down  the  upper  passage,  enters  the 
eduction  pipe  and  is  conveyed  to  the  condenser.  When  the  piston 
reaches  the  top  of  the  cylinder,  the  excentric  again  acts  to  change 
the  position  of  the  sliding  valve,  and  thus  the  motion  of  the  piston 
is  continued  indefinitely. 


The  Iiooomotiva 

4T7.  The  figure  represents  a  section  of  a  locomotive,  the 
principfJ  parts  of  which  are  the  following : 

The  "boiler,  BB,  with  ita  flues,  pp,  and  safety-wdve,  M.  The  dotted 
line  represents  the  height  of  the  water  in  the  boiler. 

The  f/re-hox.  A,  communicating  with  the  amoJce'hox,  0,  by  means 
of  the  flues,  pp.    The  fire-box  has  a  double  wall,  the  interval  being 


EaBpMn  fh»  aeUon  qf  a  wndtnHng  enffiM.    (47T.)  2Baplaiti  ths  principal  parti 
<^  a  loeamotit*  engine. 
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filled  with  water  and  communicating  with  the  hoiler.  £  is  the 
grate,  and  D  the  door  for  the  supply  of  fuel. 

The  steam-pipe,  SS,  conveys  the  steam  from  the  steamrdome  to 
the  steam-cheat.  It  may  be  closed  by  a  valve,  V,  worked  by  a 
lever,  L. 

The  steam-dome  is  an  elevated  portion  of  the  boiler,  the  object  of 
which  is  to  permit  the  steam  to  enter  the  steam-pipe  without  any 
admixture  of  water,  as  might  be  the  case  were  the  steam  take;i  from 
a  lower  level. 

The  cylinder,  the  piston,  P,  and  the  piston-rod,  R,  are  similar  to 
the  corresponding  parts  of  the  condensing  engine. 

The  hlast  pipe,  L,  through  which  the  steam*  is  blown  off  after 
having  acted  upop  the  piston,  terminates  in  the  smoke-box,  and  the 
blast  of  steam  from  it  serves  to  increase  the  draft  of  air  through  the 
flues,  and  thus  promotes  the  combustion  of  fuel. 

The  connecting  rod,  G,  transmits  the  motion  of  the  piston  to  the 
cranh  arm,  by  means  of  which  a  rotary  motion  is  imparted  to  the 
driving  wheels  of  the  locomotive. 

The  manner  in  which  steam  acts  to  impart  motion  to  l^e  piston  is 
the  same  as  in  the  engine  already  described. 


The  Hydraulio  Ram. 

47§.  The  HYDBAULio  HAM  is  a  machine  for  raising  water  by  means 
of  shocJcs,  caused  by  sudden  stoppages  of  a  stream  of  water.  It  consists 
of  a  reservoir,  B,  with  a  supply  pipe.  A,  and  an  orifice,  D,  which 
may  be  closed  by  a  spherical  valve.  Attached  to  the  reservoir  is  an 
air-vessel,  G,  with  a  valve,  E,  and  a 
delivery  pipe,  H. 

The  stream  of  water  entering  the 
reservoir  through  the  supply  pipe, 
forces  the  valve  D  into  its  place,  and 
closes  the  orifice.  The  sudden  stop- 
page of  the  water  causes  a  shock  which 
forces  a  portion  of  water  into  the  air- 
vessel  through  the  opening,  E.  The 
equilibrium  being  restored,  the  valve  D  ^8'  *^' 

fjolls,  as  does  the  valve  E,  and  immediately  a  second  shook  ensues, 


Baplain  the  action  of  a  locomotive  enffint,    (4c7S,)  What  it  th4  hydravUe  ramf 
Efaqplain  its  construction  and  U9e, 
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and  a  second  mippljr  of  water  is  forced  into  the  air-yessel,  and  so  on 
indefinitelj.  The  water  forced  into  the  air-vessel  compresses  the 
air  in  the  upper  portion  of  it,  nntil  its  elastic  force  becomes  sufficient 
to  force  a  jet  of  water  up  the  delivery  pipe.  The  delivery  once 
commenced  will  continue  as  long  as  the  machine  remains  in  order. 
Only  a  small  portion  of  the  water  which  enters  the  reservoir  is  raised 
into  the  delivery  pipeu 
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